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PREFACE. 


This  work  is  divided  into  three  parts.  The  first  relates  to  those 
branches  of  the  operations  of  engineering  which  depend  on 
geometrical  principles  alone:  that  is  to  say,  Survey  jno,  Levelling, 
and  the  Setting-out  of  works,  comprehended  under  the  general 
name  of  Enciineebinq  Geodesy,  or  Field-Work.  The  second  part 
relates  to  the  properties  of  the  Materials  used  in  engineering  works, 
such  as  earth,  stone,  timber,  and  iron,  and  the  art  of  forming  them 
into  Structures  of  different  kinds,  such  as  excavations,  embank- 
ments, bridges,  Ac.  The  third  part,  under  the  head  of  Combined 
Structures,  sets  forth  the  principles  according  to  which  the 
structures  described  in  the  second  part  are  combined  into  extensive 
works  of  engineering,  such  as  Roads,  Railways,  River  Improve- 
ments, Water-Works,  Canals,  Sea  Defences,  Harbours,  4c. 

The  first  chapter  of  the  second  part,  entitled  a  Summary  of  the 
Principles  of  Stability  and  Strength,  forms  not  so  much  an  integral 
part  of  the  book,  as  a  collection  of  mechanical  principles  and 
formula},  introduced  for  the  sake  of  being  conveniently  referred  to 
in  the  subsequent  chapters,  so  as  to  prevent  their  being  encumbered 
with  mathematical  investigations  to  a  greater  extent  than  is 
absolutely  necessary. 

The  third  part,  so  far  as  the  details  of  the  designing  and  execution 
of  works  are  concerned,  consists,  to  a  great  extent,  of  references  to 
the  first  and  second  parts,  its  special  object  being  to  explain  those 
principles  which  are  peculiar  to  each  class  of  great  works  of 
engineering,  and  which  regulate  the  general  plan  of  such  Vtritt. 


vi  PREFACE. 

The  tables  of  the  strength  of  materials  at  the  end  of  the  volume 
give,  as  regards  iron  and  stone,  average  and  extreme  results  only. 
Detailed  information  as  to  the  strength  of  different  kinds  of  stone 
and  iron  is  given  in  the  course  of  the  text,  under  the  proper 
headings. 

I  have,  throughout  the  book,  adhered  to  a  systematic  arrange- 
ment as  far  as  was  practicable,  and  have  only  departed  from  it  in  a 
few  instances,  when  it  became  necessary  to  introduce  questions  that 
had  arisen,  or  facts  that  had  been  ascertained,  after  the  completion 
of  the  part  of  the.  work  to  which  they  properly  belonged.  In 
drawing  up  the  table  of  contents  and  the  alphabetical  index  care 
has  been  taken  to  show  where  such  detached  pieces  of  information 

are  to  be  found. 

W.  J.  M.  K 
Glasgow  College,  6lh  January,  18C2. 

The  Third  Edition  contains  some  alterations  and  additions 
rendered  necessary  by  the  progress  of  Civil  Engineering  since  the 
Second  Edition  was  printed.  The  additions  consist  chiefly  of 
accounts  of  some  new  processes,  and  of  new  data  respecting  the 
strength  of  materials,  which  require  no  explanation  here.  "With 
respect  to  certain  alterations,  it  may  be  explained  that,  in  the 
table  at  p.  73,  the  declinations  of  stars  have  been  substituted  for 
their  polar  distances,  as  being  more  easily  compared  with  the 
Nautical  Almanac;  and  that  the  system  of  chemical  equivalents 
adopted  in  Chapters  IIL  and  V.  of  Part  II.,  is  that  in  which  the 
equivalent  of  hydrogen  is  1,  that  of  oxygen  1 6,  the  protoxides  of 
the  metals  are  considered  as  isomorphous  with  water,  and  silica 
and  alumina  as  isomorphous  with  the  peroxide  of  iron. 

W.  J.  M.  R 
Glasgow  College,  SepUmbert  18G4. 

This  Fifth  Edition  contains  some  alterations  and  additions 
rendered  necessary  by  the  progress  of  Civil  Engineering  since 
the  Fourth  Edition  was  priuted. 

W.  J.  M.  It. 

Glasgow  College,  November,  1866. 


CONTENTS. 


PABT  L— OF  ENGINEERING  GEODESY,  OB  FIELD-WORK. 
Chapteb  L— Gebbbal  Explanations, 


Art.  Page 

L  Surreymg,  Levelling,*  Setting-out,  1 

2.  Plan  and  Section,       ...  1 
8.  Horizontal  Surface —  Sixe  and 

Figure  of  the  Earth,       .       .  2 

4.  Measures  of  Length,  ...  2 

5.  Measures  of  Area,       ...  4 

6.  Measures  of  Volume,  4 

7.  Scales  for  Plans,         ...  4 

8.  Scales  for  Sections,     ...  7 

9.  Methods  in  Surveying,        .        .  8 

10.  Use  of  Trigonometry,          •        .  9 

11.  General  Order  of  Operations  in 

Engineering  Geodesy,     .  9 


Art  Pag* 

12.  Order  of  Operations  in  the  De- 
tailed Survey,         ...    11 
18.  Information  on  Plan,  •       .    18 

14.  Information  on  Section,      •        .    14 

15.  Bench  Marks,     .        .       .       .15 

16.  Checking  Levels,        .       .       .15 

17.  Estimates  and  Borings,      .        .    15 

18.  Centre  Line  as  a  base  for  Land- 

Plan  Survey,  .        .        .15 

19.  Damage  to  Property  to  be  avoid- 

ed,          15 

20.  Arrangement    of    the    ensuing 

Chapters,       .        •       .       .16 


Chapter  II. — Of  Subyeyxhq  with  the  Chain. 

26.  Chained    Triangles  —  Ul-condi- 
17  tioned  Triangles — Tie-lines,  . 

27.  Gaps  in  Station-lines,        • 


21.  Marks  and  8ignals— Stakes— 

Banging-Poles — Whites,   etc., 

22.  Structure  and  Use  of  the  Chain 
andArro 


#WB»    •  •  • 

23.  Chaining  on  a  Declivity,     . 

24.  Onsets  —  Cross-Staff  —  Optical 

Square  —  Oftset-Staff — Tape- 
line,       

25.  Oblique      Offsets  —  Surveying 

Buildings,      • 


18 
20 


21 
22 


28.  Field-Book, 

29.  Plotting  Survey,         .       • 

30.  Plotting  Triangles— Junctions  of 

Sheets, 

81.  Plotting  Distances    Offsets  and 

Details— Book  of  Reference,  . 

82.  Measuring  Areas — Platometer,  . 


28 
24 
80 
81 

31 

82 
88 


Chapter  III. — Of  Subybyibg  bt  Angular  Measurements.    (See  chop.  128.) 


83.  •  Summary  of  Trigonometrical  For- 
mulas useful  in  Surveying,      •    36 
34.  Structure  of  the  Theodolite,        .    53 
85.  Adjustments  of  the  Theodolite.  .    58 

36.  Measuring  Horizontal  Angles  oy 

the  Theodolite,       ...    61 

37.  The  Sextant  and  other  Reflecting 

Instruments,  .       .        .68 

38.  Use  of  the  Sextant— Reduction 

of  Angles  to  a  Horizontal  Plane,    66 


89.  Use  of  the  Compass  in  Surveying, 

40.  Great  Trigonometrical  Survey,    . 

41.  Great  Traversing  Survey,    . 

42.  Finding  the  Meridian, 

43.  Plotting  and  Protracting,   . 

44.  Traversing  on  a  Small  Scale, 

45.  Plotting  by  Rectangular  Co-ordi- 

nates (or  Northings,  Southings, 
Eastings,  and  Westings), 

46.  The  Plane-Table, 


Cbaptbe  IV. — Of  Levelling. 


47.  Setting-out  a  line  of  Section,     • 

48.  Structure  of  the  Spirit- Level, 

49.  The  Levelling  Staff,    . 

50.  Adjustments  of  the  Level,  . 

51.  Use  of  the  Level, 

52.  Corrections  for   Curvature   and 

Retraction,     .... 
58.  Level  Field-Book,      . 
54.  Plotting  a  Section,     . 


87 
89 
90 


Levelling  by   the   Theodolite- 
Altitudes  and  Depressions, 
veiling  by  the  Plane-Table,     . 
veiling  by  the  Barometer— by 
^^        ometer, 
58.  DerSsssssVevels-- Features  of  the 


Hill-shading, 


59.  Contc 

60.  Cross-i 

61.  Water-Level, 


67 
68 
70 
71 
74 
75 


76 
77 


90 
91 

91 

93 
95 
97 
98 


Chaptxb  V. — Of  Srtti.io-odt. 


I.  Ranging  Straight  Lines— Transit 

Instruments,  .99 

I.  Ringing  Cones  (Me  Art.  184),  101 
t.  Nicking-oot,  .        .110 

i.  Permanent  Uirb  of  the  Lino  and 

Lmli 110 

I.  Working  Section  and  Lesel-Book,  111 

Craptur  VI.— Or  Mabim  Srovirao  job  Eboisrkbdio  Pobfosbs. 
I,  limitation  oftheS^bjeet— L*nd- 


67.  Setting-out  Slopes  end  Breadth* 
of  Land— Land-Plans,    . 

68.  Permanent   Marks    of   Sites   of 
Works,  . 

69.  Setting-out  Levels  of  Eieai 

TO.  Setting-out  Tunnels,  . 


1.  Determining    Sution; 

Station-Pointer, 
5.  Soundings  and  Levels, 


Afloat— 


Low- Water-Mark, 

78.  Cnrrenta— Wwes, 

79.  Miscellaneona     Information 


Plan 


ip  of  the  Horizon, 
Chapter  VII. — Or  Comso,  EsrLAnQiBO,  Urn  Reduciho  Pujb. 

Drawin  ga  by  Mechanism, 
by  Photo^ 


I.  Tracing— Pricking  Through,       .  12B  I   84.  Reducing  Drawinr 

i.  Engraving,   Lithographing,    and  85.  Enlarging  Plans, 

Printing,        ...        .  156  88.  Reducing    Dr»wi 

1.  fiodudng  Drairings  by  Hand,      .  128  1               grajihy, 

Supplement  (0  Vhapter  III. 
i  A.  Reduction    of  Angles   to    the  I   8e  D.  List  of  Authoritieson  Engineer- 

Centreof  the  Station,     .        .138  ing Geodesy, and  Subjects eon- 

1b.  Astronomical  Refraction,  .  129  nected  with  it,        .        .        ,  1 

ic  To  find  the  Latitude  of  a  Place,  129  I  (See  Addenda,  p.  iri.) 

PART  IL— OF  MATERIALS  AND  STRUCTURES. 
Chatter  1. — StrsueAKT  or  Pkimciflu  or  Stabiutt  amd  Stkehqth. 


Skctioii  L— Of  Btmciare*  in  General 

87.  Structures  Denned,  .  .  .Ill 
87  A.  Pieces  —  Jointa  —  Supports— 

Foundations,  .        .        .  181 

88.  Conditions  of  Equilibrium  of  a 

Structure 132 

89.  Stability,  Strength,  and  Stiffness,  182 

Sermon  II — Summary  o/Prinripla  of 
At  Balance  of  Smalt  Farce*  and 
Cafpia, 

90.  Balanced  Force*  Defined,  .  .188 
SI.  Standard  Unit  of  Weight,  .  .  181 
92.  Resultant  and  Balance  of  Force*     .  ,;j 

Acting  in  One  Straight  Line, .  tt\W 
S3.  Resultant  of  Two.  and  Balance  of 

Three  Inclined  Fc 
94,  Resolution 


*  Inclined  Force*,  v.     .  1 

ion  of  a  Force,  JMBf     .  1 

ntofanj  nnmJakW  In- 

d  Force*,  Actbsf through 


96.  Resultant  and  Balance  of  Couples,  139 

97.  HesultentandBalanceof Parallel 

Forces,  .        .        .        .140 

93.  Centre  of  Parallel  Forces,  .  144 

**  Resultant  and  Balanceof  any  Sys- 


145 


of  Forces  in  One  Plane. 

100.  Resultant  and  Balance  of  any 

System  of  Forces,  .        .        .146 

101.  Parallel  Projections    or  Trans- 

formations in  Statics,     .        .  149 
Sbctioh  III Of Distributed  Forctt. 

102.  Distributed  Force*  in  General,  .  150 
108.  Weight  —  Spedfio    Grnyitj  — 

Heaviness,      .  .        .151 

104.  Centre  of  Grsritr.   how  Found,  152 

105.  Examples  of  Weight*  &  Centre* 

of  Gravity,      .         .         .  .168 

106.  Stress—its  Intensity,  Resultant 

Centre,  and  Moment,     .       .  161 

107.  Pressure  and  Balance  of  Fluids 

—Principles  of  Hydrostatics, .  161 


Stcr.  III.— Of  DittrOmUd  Fareu-amL 

Art.  *»«■ 

IDS.  Compound  Internal    St™*  of 

Solid*,    .       ...       .       .  I« 

109.  Parallel  Projection  of  Distributed 

Fort**,  .       .       ■       -no 

110.  Friction,  .        .171 

Sicncm  IV.—Baiau*  md  BlaKSly  0/ 
fraw,  C*»m,  £&,  md  Blodu. 

II L  Frames  generally  Described,      .  ITS 

112.  Single  Bht  -Tie— Strut— Stays 

—Beam,         .        .        .        .178 

113.  Distributed  Load*,    .  .176 

114.  Frames  of  two  Ban,  .  .  176 
US.  Truncal"  Frames,  .        .        .177 

116.  Polygonal  Frame,      .        .        ,178 

117.  Open  Polygons!  Frame,  .  .170 
lia  Polygonal  Frame— SUbflity— 

Funicular  Polygon,  .  .  ISO 
119.  Bracing  of  Frame*,  .  .  181 
1KI.   Trass, 183 

121.  Seem  dary  end  Cerapound  Truss- 
ing,      .       .     "       .       .  184 

1H.  Bosistencs  of  a  Frame  at  a  Sec- 
tion  184 

123.  Balance  of  a  Chain  or  Cord  in 

General—  Cane  of Eqnuibrinm,  IBS 

124.  To  Draw  *  Curve    of   Eqnili- 

1SS.  Chain  under  Uniform  Vertical 
Load— Suspension  Bridge  with 
V  ertical  R  ods,         .        .        .188 

126.  Suspension  Bridge  with  Sloping 

Bod*, 181 

127.  Deflect  ion  of  a  Flexible  Tie,  .  194 
118.  Catensrr,  .  .  .  .195 
129.  Centre  of  Gravity  of  a  Fhuribla 

Structure,       .  .        .199 

180.  Transformation  of  Frame*  and 

Chain*,  .        .        .        .199 

181.  Transformed  Catannr,  .  .  100 
Hi.  linear  Arches  or  Bib*  in  General 

—Their  Transformation,         .  10! 
1*3.  Cuxalar  Bib  for  Fluid  Pressure,  203 
134.  Elliptical  Eihs  far  Uniform  Pres- 
sures,       204 

186.  Distorted  Elliptic  Bib,       .        .208 

136.  Bib*  for  Normal  Piumua— Hy- 

drostallc  Arab,  .108 

137.  Transformed    Hydrostatic,     or 

GeosUtie  Arch,  .SIS 

138.  Linear    Arched    Bibs    of    any 

Finure,  .       .       .318 

189.  Pointed  Rib—^ Thrnat— Point  snd 

Ancle  of  Rnpture,  .        .  !18 

un    RtabUity  of  Block*  .        .  218 

-'■ — "--i    of  Blockwork 

,       .       .220 


Sacncn  T.— Of  On  araaod  o/a/ah- 


'gLoi    . 

Classed,  .  ,  .  .221 
148.  Facton  of  S«ftty(*e**l*op.  788),J*2 
Mi    Proof  or  Tasting,       .        .        .  SIS 

**-  -"--—     -     Moduli     of 


146.  Stiffness  or  Rigidity—Pliability 

-Their ModoliorCo-effidsiita,  224 

147.  Elasticity  of  1  Solid,         .        .  223 

148.  Resilience  or  Spring,  .  223 

149.  Beaiatance  of  Bar*  to  Stretching 

and  Tearing,  .       .       .2*6 

150.  Cylindrical  Boiler*  and  Pipes,   .  227 

151.  Spherical  Shells,  .  .  .228 
182.  Thick  Hollow  Cylinder,  .  .  238 
163.  Thick  Hollow  Sphere,        .        .  229 

154.  Lateral  Pliability,      .         .        -229 

155.  Height*  of  Moduli  of  Stiffness 
— '  Strength, 


158. 


ni  Dia- 


.  231 


Direct  Crushing,     . 
L  Crashing  by    CiOM-breaking— 
Long  Pillars, 

"■■* s  to  Collapsing,  . 

I  Transverse  Load  on 


161.  Example*  of  the  Action  of  a 

Transverse  Load  on  a  Beam- 
Shearing  Stress  and  Bending 
Moment,  .  £44 

162.  Resistance  of  Beam*  to  Cross- 

breaking,  .        .349 

168.  Example*  of  Momenta  of   Re- 
sistance,        .        .        .        .254 

164.  Cross-section  of  Equal  Strength,  256 

165.  Longitudinal  Sections  of  equal 

strength 259 

168.  Modulus  of    Rupture  of   Cast 

Iron  Beams,  .        .        .261 

167.  Allowance  for  Weight  of  Beam— 

Limiting  Length  of  Beam,       .  261 

168.  Distribution  of  Shearing  Stress 

in  Beam*,      .       .       .       .266 

169.  Deflection  of  Reams,  .        .268 

170.  Proportion  of  the  Greatest  Depth 

of  a  Beam  to  the  Span,  .        .  278 

171.  Summary  of  the  Process  of  De- 

signing a  Beam,     .       .       .276 

172.  Suddenly-applied  Load— Swiftly- 

rolling  Load.         .       .       .278 
178.  Resilience  or  Spring  of  a  Beam,  278 

174.  Effect  of  Twisting  on  *  Beam,  .  260 

175.  Expansion  and   Contraction  of 

Beams, 281 

178.  Beam  Fixed  at  both  Ends,       .  28*  J 


Section  J. —Of  At  Strmuth  of  Matn- 


177.  Bum   Fixed  at  One  End,  Sup- 

ported it  Both,  .2 

178.  Beama     imperfect) j    Find    it 

the   Endn- -Continuous  Gird- 


179.  Rafter  or  SI 

179  A.  To  Deduce 

inn  Beam  f 

ISO.  Strength  an 


and  880), 
Cfmtteb  II. — Or  Eabthwi 


iu  under    Vertical 
iliw  Articles  874 

.  298 


Uaiix 


Natural     Slope  - 


191.  Stripping  the  Soil, 
""!.  General     Operation! 


IBS.    t 

las.  ii„-, 


™nE*.  ,' 


Slfl 
.  B17 


iii'SCi.l.ililyn 
Section  II,— Mensuration  of  Earth- 

184.  Calcnlation     rf  ITalf-Breadthe 

and  Area*  uf  Land.  824 

.1  Areas,  827 


IBS.  Calculation 
186.  Calculation     .. 

Quantities  of  Earthwork, 
Section  III—  OfllieExtadioi 
Enrtnicork. 


329 


Srttlen 


.rr;,10,...TL 


i  of  Em! 


197. 

199.  ( 

200.  Embankments      on      S 

Ground, 

201.  Embankments  over    an< 
Manner, 

.[   KiriliiLTllililOll- 


20!.  Draiua™of 
208.  Embankmen 
20*.  Eml     - 


lin^,  and  P 


i;„il-C',i[ihwator  Drain, 


Section  I.— 


Ckaptbb  II L— Of  Masosbt; 


f  Natural  Stonti. 


208.  !-i.i:riL]i:il<:ii.i.:i.:tiTsofStone«,  349 

209.  i.li..i,,i,-.,]C..iw.;.tn?iitsM' Stones,  361 

210.  l'r«[..-ijii]i;uitMiiiur.ilaiaStonea,a5a 

211.  SmnesCliweil,  .        .        .856 

212.  .siW.us  Stunes,  .        .856 

213.  Ai-ill.i.>-.:.u-  Sli.nes,  ,  -        .858 

214.  Calcareous  Stones,     .        .        .859 

215.  Mr,.ri^tii.jt"SCf,[ics,    .  .         ,860 

216.  'IV-iii-,'  [ il. ■;■:■.■  ill" fi tones,     .  861 

217.  IV-servalion  of  St.. Tie,        .         .  862 

218.  Eipaniion  of  Stone  by  Heat,     .  363 

Section  II.— Of  Artificial  Stem. 

Bricks,        .        .        .863 


222.  Oilier  Artificial  Sluucs,  .  .  807 
SkctION  III.— Of  Czmcnting  HoteriaU. 
228.  Analvais  of  Limestones  and  Ce- 
ment Stones,  .  .  .867 
324.  Pure,  Rich  or  Fat  Lime,  .  .  369 
326.  Hydraulic  lime*,      .  .870 


.  372 


228.  Natural  Cement, 

227.  Artificial  Cement, 

228.  Potzolana-Mine-i 

229.  Jhii  .M.' ...mi::. ■ n  .iiLlIlviLaiil,.'.  :.:-j. 

230.  Cun.t.:!,—  r...(l).lts1!l::<i;l.p..i:i(i-|,:j7:t 
281.  Mixed  Cement,  .        .        .374 

232.  ^iii.jili    of    Mortar,    Cement, 

Concrete,  and  Iteton,      .        .  374 

233.  (ivj..<-.L!n-riii?tiT  fl  Paris,        .  375 
284.  Klci.iiiinuM,  Cement  or  Mastic— 

Asphalt  —  Bituminout    Con- 

Crete, 376 

Sectioh  IT. —  Of  Ordinary  Foundationi. 

1  Classed, 

236.  I!.-..-[i  I-'i.iijiiil..iifiiis. 

237.  Tiiturj     '  '" 


of  Earth 
Foundations,  .        .         .37! 

288.  Foundations  in  Firm  Earth,       .  38i 

239.  Foundations  in  Soft  Earth,        .  88 
Section  V.— Conitrvctim  of  Stoma- 

ifa.onru. 

240.  General  Principle*,    .        .        .881 


141.  Masonry  Classed,      .  .  Bf 

141.  Ashlar  Masonry,  .  .  .31 
H3.  Block-  in  -Course  Masonry,  .  Bt 
SU.  Conned  Rabble  Masonry,  .  Si 

14S.  Common  Rubble  Masonry-  .  8( 
118.  Ashlar     and      Block-in -Codxm 

backed  with  Rubble,  .  .  SI 
147.  String  Courses  and  Copes,  .  SI 
MS.  Pointing,  ...       .31 

249.  Dry  Stone  Wells,  .  .  .St 
ISO.  Labour  of  Stone-Masonry,  .  81 
XS1.  Mechanism    for    moling    luge 

Stones. S! 

232.  1 1 


238.  Men 


i  nsed  in  Building,  .  331 


■n  of  Mis- 


Sic-nos  VI CoustTiiclioiiofBricknvrb. 

154.  General  Principles,  .  .  .898 
255.  Bond  in  Brickwork,  .  ,  .891 
S56.  Hoop  Iron  Bond,  .895 

237.  Pointing  Joints,        .        .        .395 

158.  Foundation  Courses,  .        .  895 

159.  String  Courses  and  Copes,         .  895 

160.  Brickwork  with  Stone  Quoins,  .  395 

161.  Labour  of  Brickwork,        .        .  S95 

162.  Mensuration  of  Brickwork,  .  396 
Buenos  VII.— Of  A»BM  aadBetabf 

agWaUi. 

163.  SubilitT  of  Blocks  of  Masonry 

and  Brickwork  in  General,      .  396 

164.  Stability    of    a    Vertical -faced 

Buttress  with  Horizontal  Beds,  899 
185.  Stability  of  Retaining  or  Rerite- 

ment  Walls  in  General,  .  .  401 
S6B.  Stability  of  Upright  Rectangular 

Retaining  Walls,     .        .        .404 
167.  Stability  of  Bo  tiering-  faced  Re- 
taining Walls,         .        .        .405 
268.  Stability  of  Battering  Walla  of 

Uniform  Thickness,  .  .  40G 
169.  Counterforts,  .  .  .  .407 
270.  Surcharged  Retaining  Wall,      .  408 


271.  Construction  of  Retaining  Walls,  409 

272.  Land- Tie*  for  Retaining  Walla,    419 

273.  Stmts  for  Retsining  Walls,  .  411 
27*.  Believing  Arches,  .  .  .418 
275,  Buttressed  11  oriionUl  Arena,  .  412 

Secttos  VIII.— Of  Stone  tad  Brick 

General  Structure  of  Arches  of 
Stone, 413 

Masonry  of  Arches— Backing— 
Costing^        . 


Use  of  Centr 


Art,  849) 
:asnrea  in  an  Arch- 
of  Stability, 


Intradoaof  Real  Arch,     . 
Uee  of  Transformed  Catenarian, 

or  Equilibrated  Arches,  . 
Use  of  the  Hydrostatic  Arch- 

Semi -elliptic  Arches, 
Use  oftbeGeostatic  Arch, 
Stability  of  any  Proposed  Arch, 
Circular  Arch,  not  less  than  a 

Quadrant, 
Stability  of  Unloaded  Port 

Arch-Bine,    ■ 
CircnlirArch  less  than  Quadrant,  4U 
Tie-Walk 
Depth  of  Keystone,  . 


Ribbed  Arches,  Abutments  I 


Skew  Arches,    . 
Ribbed  Skew  Arches, 
Strength  of    Stone  and 
Arches, 
197  a.  Underground  Arches,  Tunnels, 

Culverts, 
298.  Table  for  Calculating  Co-ordi 
nates  of  Catenarian  Curves,    . 
298  A,  List  of  Authorities  on  Masonry, 


CHAPTER   IV. — OP   CAHPEKTKT. 


Section  I.— Of  Timber. 
199.  Strnctnre  of  Timber, 

800.  Timber-Trees    Classed  — Fine 

wood,  Leaf-wood,   . 

801.  Appearance  of  Good  Timber, 
80S,  Examples  of  Pine-wood,— Pine 

Fir,  Larch,  Cowrie,  Cednr,  41c 

803.  Examples  of  Leaf-wood, -Oak 

Beech,  Alder,  Plane,  Sycamore 

804.  Leaf-wood  con  tinned— Chesnnt 

Ash,  Elm,      .        .        . 


305  Leaf -food  continued  —  Maho- 
gany, Teak,  GreeDheort,  Mora, 
&c. 445 

1.  Leaf-wood  continued  —  Iron- 
bark,  Blue-Gum,  Jarrah,  etc,   446 

'.  Influence  ufSoil  and  Climatecn 
Timber, 446 

1.  Ago  and  Season  for  Felling 
Timber— Squaring,  .        .  447 

I.  Seasoning— Natural  and  Arti- 
ficial        447 

).  Dnrabiiily  and  Decay  of  TimW,  4A9 


Xll 


CONTENTS. 


Section  I.— OfThnber-* continued. 

Art  Pa*e 

811.  Preservation  of  Timber,    .       .  450 

812.  Strength  of  Timber,  .        .450 
812  a.  Comparative  Value  of  Timber,  458 

Section  IL—  0/ Joints  and  Fastenings 
m  Carpentry, 

813.  Classification  and  General  Prin- 

ciples,     458 

814.  Lengthening    Ties  —  Fishing— 

Scarfing,         ....  454 

815.  Lengthening  Struts,  .        .  456 

816.  Lengthening  Beams,         .        .  456 

817.  Notching  Beams,      .        .        .456 

818.  Mortising     Beams— Shouldered 

Tenon, 456 

819.  Post  and  Beam  Joints,      .        .  457 

820.  Strut-and-Tie  Joints,       .        .  458 

821.  Suspending-Pieces,   .       •        •  459 

822.  Treenails,         .        .        .        .459 

823.  Nails, 460 

824.  Screws, 461 

325.  Bolts, 461 

826.  Iron  Straps,     .        .        .  .461 

827.  Stirrups,  .  .  .  .462 
328.  Tie-Rods,  .  .  .  .462 
829.  Iron  Sockets,  .  .  .  .462 
330.  Protection  of  Iron  Fastenings,  .  462 


Section  IIL — Of  Timber-Built  Beams 

and  Ribs. 
Art  .    Page 

881.  Joggled    and    Indented    Built 

Beams, 463 

832.  Bent  Ribs,        .        .        .        .464 

833.  Built  Ribs,        .        .        .        .461 

834.  Laminated  Ribs,       .        .        .465 

Section  IV. — Of  Timber  Frames  and 
Trusses. 

835.  General  Remarks  on  the  Stabi- 

lity and  Strength  of  Timber 
Framing,        .        .        .        .465 
886.  Platforms,        .        .        .        .465 

837.  Roofs— Covering  and  Load,       .  468 

838.  Rafters  and  Purlins— Diagonal 

Braces,  ....  469 

889.  Roof-Trusses,   .        .        .        .469 

840.  Strength  of  Tie-Beams,  Strut- 

Beams,  and  Bent  Struts,  .  474 

841.  Bridge-Trusses  and  Girders,  .  475 

842.  Compound  Bridge-Truss,  .  478 
848.  Diagonally-braced  Girder,  •  478 

844.  Lattice-work  Girder,         .  .  480 

845.  Timber  Arches,         .        .  .  481 

846.  Timber  Spandrils,     .        .  .  482 

847.  Timber  Bowstring  Girder,  .  488 

848.  Timber  Piers,            .        .  .483 

849.  Centres  for  Arches,  .        .  .  485 
849a.  ResistanceofWoodto Twisting,  492 


Chapter  V.— Of  Metallic  Structures. 


Section  I. — Of  Iron, 

850.  Sources  and  Classes  of  Iron  in 

General,         •        .        .        .494 

851.  Impurities  of  Iron,    .        .        .  497 

852.  Cast  Iron— Kinds  and  Qualities,  498 
858.  Strength  of  Cast  Iron  (see  also  p. 

687), 499 

854.  Castingsfor  Works  of  Engineering,  502 

855.  Wrought  Iron,  .        .        .508 

856.  Steel  and  Steely  Iron,       •        .  506 

857.  Strength  of  Wrought  Iron  and 

Steel(see  also  pp.xvi., 587,766),  509 

858.  Resilience  of  Iron  and  Steel,     .  518 

859.  Preservation  of  Iron,        .        •  514 

Section  II. — Of  Iron  Fastenings. 

860.  Rivets 515 

861.  Pins,  Kevs,  and  Wedges,  .        .  516 

862.  Bolts  ana*  Screws,     •        •        .516 

Section  III.— Of  Iron  Ties,  Struts,  and 
Beams. 

868.  Forms  of  Iron  Bars,  .        .517 

864.  Iron  Ties,         .        .        .        .518 

865.  Cast  Iron  Struts  and  Pillars,    .  620 


366.  Wrought  Iron  Struts  and  Pillars 

—Cells,  .        .        .        .521 

867.  Plain  Cast  Iron  Beams,    .        .  524 
368.  Lengthened  and  Trussed  Cast 

Iron  Beams,  ....  525 

869.  Plain  Wrought  Iron  Beams,      .  526 

870.  Plate  and  Box  Beams,      .        .  527 
371.  Great  Tubular  Girders,      .        .  531 
872.  Erection  of  Iron  Girders— Con- 
tinuous Girders,      .        .        .  534 

378.  Effect    of    Wind    on    Tubular 

Girders,  ....  537 

374.  Plain  Arched  Iron  Ribs,    .        .  538 

Section  IV Of  Iron  Frames. 

875.  Iron  Platforms,         .        .        .542 

876.  Iron  Roofs,        .        .        .        .546 

877.  Iron-braced    Girders  —  General 

Design,           ....  548 
378.  Iron-braced  Girders — Construc- 
tion,        660 

879.  Iron  Bowstring  Girders,    .        .  562 
380.  Braced  Iron  Arches,  .        .  565 

881.  Iron  Piers,        .        .        .        .670 

382.  Suspension  Bridges,  .        .  578 

383.  Proportion  of  Weight  to  Load 

in  Iron  Bridges,     .       .       .  583 


6«moi  V.- -Of  Variow  MttaU  and 

Atiap. 

Alt  Fan 

S*4.  I«d, 684 

S85.  Zinc,  .  .  .  .68* 
Sf«.  Tin— AHovs  (.f  Tin,  .  .  ,  68S 
8*7.  Copper, £86 


888.  Bronis, 6 

889.  Bran, * 

389  A.  Aluminium  Bronze,        .        .  C 
889  b.  Addendum    to    Article*   8S3, 

367    (Strength    of   lion    aid 
Steel),  .       .        .       .       .  & 


Cjiapthk  VI.— Of  Various  Uhdieoholbd 
SBCTtO*  l.—OfTiuncU. 

890.  Tunnels  in  General.  .  S88 

891.  Shite  or  Pits,  ...  689 

892.  Drifts,  Mines,  or  Heading!,        .  694 
193.  Tunnel,    in    Dry    and     Solid 

Rock, 695 

894.  Tunnels  in  Drr  Fissured  Rock,    696 
""'    -        "   in  Soft  Materials, 


D  SttBMBF 


.  S9fl 


396.  Tunnel- Fronts  1 
Drainage,        . 
897.  Tnnnsla in  Mad, 
Stcrion  II. — Of  Timber,  Iron,  and  Sab- 

surged  Famdatiatu. 
198.  Genera]  Principles,   .  .601 


Foundations  on  Iron  Platforms,  601 

Short  Piles,       . 

Bearing  Piles,  . 

Screw  Piles,      . 

Sheet  Piles,      . 

Timber  and  Iron-cased  Concrete 


Iron  Tubnlar  Foundation 

Foundations  made    by 
sinking 

Caissons, 

Dams  for  Foundations,      ■        .  ( 

Eicsratingnnder  Water,  Dredg- 
ing, a   **' 


.  60S 


.  601 

PART  HI.— OF  COMBINED  STRUCTURES. 
Chapter  I.— Or  Lin  afl  or  Lamd-Carriaqb. 

Srcnoa.  IV.— Of  RaSaayt, 
Bsaistanca    of    Vehicles    on  ■ 


Sf.ctiox  I. —  Ofl-intt  cf  Land-Carriage 

in  General 
413.  General  Mature  of  Worln 


JtW.y, 

414,  Selection  of  Line  and  Levels, 
416.  Bating  Gradient,      . 

Sbction  IL— OfSoadt. 

416.  Resistance  of  Vehicles  and  Rul- 

ing Gradients, 

417.  LajinR  Out  and  Funnation  of 

Reads  in  General,  . 

418.  Breadth  and  Cross-section, 

419.  Drainage  and  Fencing,      . 
440.  Broken  Stone  Roads, 
421.  Stone  Pavements,     . 
421.  Footwayi  of  Roads, 

413.  Bituminous  or  Aaphaltlc  Fave- 

msnts,  .... 
424.  Plank  Goads,    .        . 
435.  Wooden  Pavements,. 
42S  A.  Cast  Iron  Pavements, . 

SECtloa  III. — Of  TranuBai/i. 
4!6.  Stone  Tram waya,      .  .  f 

417.  Iron  Tramways,        .  .  I 


423.  1 


oKetb 


I.  Ruling  Gradients,      . 
1  A.  Action  of  Brakes, 
I.  Gradients  with  Auxiliary  Pow 
).  Power  exerted  by  Locomotive 
Engines, 

486.  Laying  Out  sod  Formation    of 

Hallways  in  General,       .        .  61 
).  Crossings    and  Alterations    of 

other  Linea  of  Con 
r.  Ballast,     . 
438.  Sleepers,  . 
'°9.  Rails  and  Chain, 

t>.  Rails  for    Level   Crossings    of 

Roada, 6( 

1.  Junctions  anil  Connections   of 

Lines  of  Kails, 
L  Stations,  . 

442  A.   Culverts    for    Pipes—  Mile- 


iveyance, 


XIV 


CONTENTS. 


Chapter  II.— Of  the  Collection,  Conveyance,  and  Distribution  of  Water. 


Section  I.— Theory  of  the  Flow  of 

Water,  or  of  Hydraulics. 

Art  Pa*e 

4*3.  Pressure  of  Water,    .        .        .  672 

444.  Volume  and  Mean  Velocity  of 

Flow 673 

445.  Greatest  and  Least  Velocities,  .  678 

446.  General    Principles    of  Steady 

Flow, 674 

447.  Friction  of  Water,     .        .        .677 

448.  Contraction  of  Stream  from  Ori- 

fice— Co-efficientaof  Discharge,  679 

449.  Discharge  from  Vertical  Orifices, 

Notches,  and  Sluices,     .        .  681 

450.  Computation  of  the  Discharge 

and  Diameters  of  Pipes,  .  684 

451.  Discharge  and   Dimensions   of 

Channels,       ....  686 

452.  Elevation  produced  by  a  Weir,  .  689 

453.  Backwater,       ....  689 

454.  Stream  of  Unequal  Sections,     .  690 

455.  Time  of  Emptying  a  Reservoir,  691 

Section  II. — Of  the  Measurement  and 
Estimation  of  Water. 

456.  Sources  of  Water  in  General— 

Rain-fall,  Total  and  Available,  692 

457.  Measurement  and  Estimation  of 

the  Flow  of  Streams,      .        .  696 

458.  Ordinary  Flow  and  Floods.       .  698 

459.  Measurement  of  Flow  in  Pipes 

—Water  Meters,    .        •        .699 

Section  IIL— Of  Store  Reservoirs. 

460.  Purposes  and  Capacity  of  Store 

Reservoirs,      ....  699 

461.  Reservoir-Sites,         .        •        .701 

462.  Land  Awash,    .        .        .        .702 

463.  Construction  of  Reservoir  Em- 

bankments,   ....  702 

464.  Appendages  of  Store  Reservoirs,  704 

465.  Reservoir  Walls,       .        .        .707 

466.  Lake  Reservoirs,       .        .        .  707 

Section  IV.— Cf  Natural  and  Artificial 
Water-Channels. 

467.  Surveying     and    Levelling    of 

Water-Channels,    .        .        .  707 


Art  Page 

468.  Regime  or  Stability  of  a  Water- 

Channel,        .  .        .708 

469.  Protection  of  River-Banks,        .  710 

470.  Improvement  of  River-Channels,  711 

471.  Diversions  of  River-Channels,  .  713 

472.  Weirs, 713 

473.  River  Bridges,  .        .        .        .717 

474.  ArtificialWater-Channels— Con- 

duits,      718 

47a.  Junctions  of  Water-Channels,   .719 

476.  Aqueduct  Bridges,     .        .        .  720 

477.  Water-Pipes,    .        .        .        .720 

478.  Pipe-Aqueducts,       •        .        .  723 

Section  V. — Of  Systems  of  Drainage. 

479.  General  Principles  as  to  Land 

Drainage,       ....  724 

480.  Questions  as  to  Improvement  of 

Drainage,      ....  724 

481.  Discharging  Capacity  of  Branch 

Drains,  ....  725 

482.  Action  of  Channels  and  Flooded 

Lands  as  Reservoirs,       .        .  726 

483.  River  Embankments,        .        .  726 

484.  Tidal  Drainage  (see  also  p.  741),  727 

485.  Drainage  by  Pumping,      .        .  728 

486.  Town  Drainage,        .        .        .  728 

487.  Sewers, 729 

488.  Pipe-Drains,     ....  729 

Section  VI. — Of  Systems  of  Water 
Supply. 

489.  Irrigation,         .... 

490.  Water  Supplv  of  Towns— Esti- 

mation   of    Demand    as    to 
Quantity,       .... 

491.  Estimation  of  Demand   as  to 

Head,    . 

492.  Compensation  Water, 

493.  Storage-Works, 

494.  Springs,    . 

495.  River  Works — Pumping  Estab- 

lishment, 

496.  Wells,      . 

497.  Purity  of  Water, 

498.  Settling  and  Filtration, 

499.  Distributing- Basins    or 

Reservoirs,  • 

500.  Distributing-Pipes,   . 


Town 


730 


730 

732 
732 
733 
734 

734 
736 
736 
738 

738 
740 


Chapter  III.— Or  Works  or  Inland  Navigation. 
Section  I. — Of  Canals. 


601.  Canals     Classed— Selection    of 

Line 742 

502.  Form  and  Dimensions  of  Water- 
way,       742 

603.  Construction  of  Canal,      .       .  743 


504.  Canal  Aqueducts — Bridges  and 
Tunnels,        .        .        .        .744 

505.  Moveable  Bridges,    .        .        .745 

506.  Canal  Looks,    .        .        .        .746 

507.  Inclined  Planes,  and  Lifts  on 

Canals,  .        .        .749 

508.  Water  Supply  of  Canals,  .       .  750 


i  IV.— Or  Tidal  i 


o  Coast  Wonts. 


Stcnox  I. 


d  Tida. 


—O/Wn 

BIS.  MotionofWaTes(eee*Jsop.766),758 
018.  Tides  in  General,  .  .  .  766 
fill.  Tidal  Wans  in    a  Clear    and 

Deep  Channel,  .  .  .758 
S15.  Tide,  in  Short  Inlets  and  Bars,  757 
016.  Tides  in  Long  Inlets  and  Kiier- 

Channel*.  .  .  .  .768 
617.  Action  of  Tide,  on  CoaKa  and 

Channels  (an  also  p.  76(1),     .  769 


519.  Earthen  Dykes,        .  .  780 

620.  Stone  Bulwarks,  .  .  .700 
B!l.  B.uakwaters,  .  .  .  .70S 
022.  Reclaiming  Land,      .  .763 

Sscnon  IIL— Of  Tidal  Pumndi  and 
Harbaart. 
OSS.  Improtement  of  Tidal  Channels 

and  Estuaries,        .        .        .763 
52*.  Scouring-Basins,       .        .        .704 

025.  Quays, 766 

626.  Piers, 765 

027.  Deep-Wnter  Basins  and  Docks,  760 

028.  Lighthouses,      -  .        .766 


Table*!.,  II.,  lit.,  IV,  (Strength  of  Materials) 767 

Table    V.  (British  and  French  Measures), 772 

„      VL  (Heaviness  »nd  Specitio  Gravity) 773 

„    V1L  (Squares  and  Fiftl.  Powers  of  Numbers), 776 

!:">« 777 

ADDKXDrrH  to  Article  67  (levelling  by  Barometer), 788 

Addendum  to  Article  +0U  (Tabular  Foundations), 783 

Addendum  to  Article  130  (Narrow  Gang*  Railways) 781 


ADDENDA. 


ia  note,  insert — "  In  surreya  of  newly  settled  districts,  where 
n  a  base  by  direct  measurement  with  sufficient  precision,  a 
dim  n»;  ue  mcuura  with  accuracy  sufficient  for  ordinary  onrpoees  in  the  following 
manner: — Choose,  as  ends  of  the  bin,  two  derated  stations  which  can  be  seen  from  each 
other,  aa  nearly  aa  possible  in  the  same  meridian,  and,  if  possible,  50  or  60  miles  asunder; 
find  their  latitudes  (as  explained  in  Article  86  c,  p.  129);  alto  find  the  true  meridian, 
and  the  azimuth  of  the  base,  from  the  mean  of  observations  made  at  each  of  the  stations 
thia  note,  the  length  m  of 
then  Imglh  of  bait  nearly 


series  of  papers  which  baie 


ordinate*  represent  bonding  momeni 
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ADDENDA.— continued. 


To  Article  857,  p.  509. — Mean  results  of  experiments  by  W.  H.  Barlow,  Esq., 
F.  B.S. : —  M  odulus  of 

T„iMt_  Proof  Strength,  Elasticity 

i^th.     Transversely  Loaded,     under  Trans- 
itn.^  inrh       Lbs,  on  the  Square       verse  Load. 
Square  lncn.  lndu  Lbs.  on  the 

Square  Inch. 

Puddled  steel,  specimen  L,  .    .    .  95/J83  

„  specimen  II.,.    .    .  116,886  62,500  22,964,000 

Cast  in  ingots,      "    }    •    •    •    •  101,753  

Puddled  steel,  specimen  III.,     .    .  60,000  20,544,000 

„  tpecimen  IV.,     .    .  68,750  24,802,000 

„  specimen  V.,  .    .    .  52,300  22,846,400 

Homogeneous  metal, 100,994  57,500              23,833,600 

Steely  iron, 69,456  52,500               22,816,400 

Weight  of  a  cubic  foot  of  puddled  steel,  485*5  lbs. ;  of  steely  iron,  483*6  lbs. 
(See  the  Engineer  of  8d  January,  1862.) 

To  Article  S57,  p.  509.  Strength  of  Cold-r«Iled  Iron.— The  following  results 
have  lately  been  obtained  in  some  experiments  bj  Mr.  Fairbairn  on  the  tenacity  of  iron. 
(See  Manchester  Transaction,  10th  December,  1861.) 

Tenacity.  Ultimate 

Lbs.  per  Square  Inch.      Extension. 

Black  bar, 58,627  -200 

Same  bar  iron,  turned 60,747  '220 

Same  bar  iron,  cold-rolled, 88,229  '079 

Cold-rolled  plate, 114,912 

To  Article  857,  p.  509. — Mean  results  of  experiments  by  M.  Treses,  on  bars  cut  out 
of  cast  steel  boiler  plates:— 

Tenacity,  lbs.    Limit  of  Elasticity,  Modulus  of 

on  the  lbs.  on  the  Elasticity,  lbs  on 

Square  Inch.        Square  Inch.         the  Square  Inch. 

Hard  steel,  untompered,  .    .    .      74,300  86,000  29,500,000 

„        „     tempered,.    .    .    .  103,000?  71,900?  27,300,000 

Soft  steel,   untempered,  .    .    .      81,700  34,100  24,500,000 

„       „     tempered,  ....  121,700  105,800  28,300,000 

The  column  headed  "limit  of  elasticity"  gives  the  tension  up  to  which  the  elongation 
was  sensibly  proportional  to  the  load.  The  results  marked  (?)  are  doubtful,  because  of 
discrepancies  amongst  the  experiments  of  which  they  are  the  means. 

As  to  the  tenacity  of  wrought  iron  and  steel  generally,  see  Mr.  David  Kirkaldy's  work 
on  that  subject.    (Glasgow,  1862.) 

To  Article  430,  Div.  IV.,  p.  639;  Article  431,  p.  641;  Article  433.  p.  645;  and 
Article  434,  p.  649.— In  some  locomotive  engines  the  load  on  each  of  the  driving  wheels 
is  as  much  as  seven  tons. 

Engines  for  drawing  heavy  loads  up  steep  inclinations  are  sometimes  made  with  ten 
or  even  twelve  small  wheels,  8  or  8$  feet  in  diameter,  and  all  coupled  so  as  to  act  as 
driving  wheels.  The  lower  carriage  is  jointed,  so  as  to  enable  it  to  pass  easily  round 
curves :  the  two  sets  of  axles  are  sometimes  coupled  by  an  ingenious  system  of  link- 
work,  and  sometimes  driven  by  two  independent  pairs  of  cylinders.  Where  the  steep- 
ness of  the  gradient  is  too  great  for  any  of  the  before-mentioned  contrivances,  the 
driving  wheels  (according  to  Mr.  Fell's  invention)  are  assisted  by  a  set  of  horizontal 
wheels  of  the  same  diameter,  driven  at  the  same  speed,  and  made,  by  means  of  springs, 
to  grasp  a  high  central  rail  with  the  tightness  required  to  produce  the  necessary 
adhesion. 

To  Article  521,  p.  763.  Breakwater*. — As  to  the  construction  of  a  breakwater 
by  means  of  a  wooden  cage  filled  with  rough  stones,  and  resting  on  a  rubble  base,  see  a 

1>aper  by  Mr.  Michael  Scott  in  the  Proceedings  of  the  Institution  of  Civil  Engineers 
or  1858. 


PART  I. 

OF  ENGINEERING  GEODESY;  OR,  SURVEYING, 
LEVELLING,  AND  SETTING-OUT. 


GENERAL    EXPLANATION  a. 

1.  SHFTcriag,  i*Ttiims,  ud  leuingmu,  comprehend  the  principal 
operations  of  Engineering  Geodesy:  the  object  of  surveying  and. 
levelling  being  to  make  a  representation  on  paper  of  the  ground  on 
"which  the  proposed  engineering  work  is  to  be  executed;  and  the 
object  of  setting-oat  being,  to  mark  upon  the  ground  the  situation 
of  the  proposed  work  preparatoty  to  its  execution. 

The  term  "surveying,"  when  used  in  a  comprehensive  sense, 
includes  levelling;  bnt  in  a  restricted  sense,  mrveying  is  used  to 
denote  the  art  of  ascertaining  and  representing  the  form  of  the 
ground  and  the  relative  positions  of  objects  upon  it,  as  projected  on 
a  horizontal  surface;  and  levelling,  to  denote  the  art  of  ascertaining 
and  representing  the  relative  elevations  of  different  parts  of  the 
ground,  and  of  objects  upon  it 

2.  pin  bh  Sectiw. — The  results  of  surveying,  laid  down  on 
paper  by  the  operations  of  "plotting"  and  drawing,  constitute  a  plan 
or  ground  plan;  those  of  levelling  are  usually  laid  down  in  the  form 
of  a  vertical  tectum,  called  more  briefly  a  section  (although  there  are 
other  ways  of  representing  them,  as  will  afterwards  be  explained). 

A  plan  is  a  miniature  representation  of  the  ground  and  the 
objects  upon  it,  and  of  the  proposed  engineering  work,  as  projected 
on  a  horizontal  surface,  that  surface  being  represented  by  the  sur- 
face of  the  paper  on  which  the  plan  is  drawn.  A  plan  differs  from 
a  map  chiefly  in  the  scale  on  which  it  is  drawn,  the  scale  of  a  plan 
being  large  enough  to  serve  for  the  designing  of  engineering  works. 
while  that  of  a  map  is  so  small  as  to  make  it  serviceable  for  the 
purposes  of  travelling  and  geography  only. 

A  vertical  section  shows  the  figure  of  a  certain  line  or  track  on 
the  natural  surface  of  the  ground,  and  of  the  proposed  work  to  be 
executed  along  that  line,  and  sometimes  also  that  of  the  internal 
strata,  aa  projected  on  a  vertical  surface, — that  vertical  surface  being 
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represented  by  the  surface  of  the  paper  on  which  the  section  is  drawn. 
A  certain  straight  line  on  that  paper,  called  the  "  datum-line" 
represents  a  fixed  horizontal  surface  at  any  convenient  height  above 
or  depth  below  some  fixed  and  known  point,  called  the  "datum- 
point."  Lines  parallel  to  the  datum-line  represent  in  miniature, 
distances  measured  horizontally  along  the  line  or  track  on  the 
earth's  surface  to  which  the  section  relates.  Lines  perpendicular 
to  the  datum-line  represent  in  miniature,  heights  above  or  depths 
below  the  datum  horizontal  surface.  The  natural  surface  of  the 
ground,  and  the  proposed  work,  are  represented  by  lines,  straight, 
curved,  or  angular,  which  at  each  point  are  at  the  proper  vertical 
distance  from  the  datum-line. 

In  the  same  section  the  scale  for  horizontal  distances  and  the 
scale  for  heights  may  be  different,  if  convenience  requires  it,  as  will 
afterwards  be  more  fully  explained. 

3.  A  H*ri»nuU  Oartaca  is  a  surface  which  is  everywhere  perpen- 
dicular to  the  direction  of  the  force  of  gravity;  such  as  the  surface 
of  a  piece  of  still  water.  Its  true  figure  is  very  nearly  that  of  a 
spheroid.  For  a  horizontal  surface  at  the  mean  level  of  the  sea,  the 
dimensions  of  that  spheroid  are  as  follows,  according  to  recent 


Fat  Statute  Miles. 

Polar  axis, 4i,7°J>53<>  =  7899155 

Mean  equatorial  diameter, 41,847,663  =  7935694 

Difference,  or  polar  flattening, 140,136=      36-539 

The  portions  of  the  earth's  surface  represented  by  plans  for 
engineering  purposes  are  usually  so  small  compared  with  the  whole 
earth,  that  a  horizontal  surface  may,  in  most  cases,  be  treated  as  if 
it  were  plane,  without  any  error  of  practical  importance,  In 
plans,  a  fiat  piece  of  paper,  and  in  vertical  sections,  a  straight  line, 
represent  a  horizontal  surface  with  as  much  accuracy  as  is  practi- 
cable. In  many  cases  in  which  it  is  necessary  to  take  the  earth's 
curvature  into  account,  the  ellipticity  or  polar  flattening  may  be 
neglected,  and  the  figure  of  a  horizontal  surface  may  be  treated  as 
if  it  were  a  sphere  of  the  same  mean  diameter  with  the  spheroid 
before  described ;  that  is  to  say,  very  nearly 

41,778,000  feet=  13,926,000  yara»  =  7,912}  statute  miles. 

4.  iwm  •rinsta. — The  standard  measure  of  length  estab- 
lished by  law  in  Britain  is  the  yard,  being  the  distance,  at  the 
temperature  of  62°  of  Fahrenheit's  thermometer,  and  under  the 

■  According  to  Captala  Clarke,  in  the  Mtmeirt  0/  At  Royal  Attraumkal  Sodttg, 
Vol.  XXIX.,  the  greatest  and  least  eqniloriel  axo  ars  respectively  41,8j2.!t70  leet, 
and  41,842,854  feet;  and  the  longitude  or  the  greatest  axle  la  about  14s  E.  of 
Greenwich.  Tha  polar  aiU,  u  Sir  J.  F.  W.  HeracbeJ  liaa  pointed  out,  b  almoft 
exactly  6W,HK),a00  lochia. 
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mean  atmospheric  pressor?,  between  two  marks  on  a  certain  bar 
which  is  kept  in  the  office  of  the  Exchequer,  at  Westminster. 

In  addition  to  the  yard,  the  fallowing  units  of  length  are  em- 
ployed for  purposes  of  civil  engineering  in  Britain : — 

The  tub.  one  thirty-sixth  part  of  the  standard  yard;  with 
binary,  decimal,  or  duodecimal  subdivisions. 

The  r«M,  one-third  part  of  the  standard  yard;  with  decimal  or 
duodecimal  subdivisions. 

The  — ifc—  of  two  yards. 

The  CM*  of  66  feet  or  22  yards;  divided  into  four  poles  of 
54  yards,  and  100  links  of  792  inches. 

The  Hunt  mil  of  1,760  yards  =  5,280  feet  =  80  chains,  divided 
into  8  furlongs.  To  these  may  be  added,  in  cases  of  harbour 
engineering — 

The  nautical  or  Sea  mile,  being  th'e  length  of  one  minute  of  a 
degree  of  latitude  at  the  mean  level  of  the  sea.  The  length  of 
this  mile  varies  in  different  latitudes,  from  about  6,107  feet 
at  the  poles  to  about  6,045  feet  at  the  equator,  its  mean  value 
being  nearly  6,076  feet,  or  1-1508  statute  mile.  A.  value 
commonly  taken  for  the  nautical  mile  is  that  of  a  minute  of 
longitude  at  the  equator,  or  6086  feet  =  1-1527  statute  mile. 
The  nautical  mile  is  sometimes  subdivided  into  10  cables,  and 
1,000  fathoms;  the  fathom  thus  obtained  being,  on  an  average, 
about  B*Tth  longer  than  the  common  fathom. 

Amongst  obsolete  measures  of  distance  the  following  may  be 
mentioned,  as  they  occasionally  occur  in  old  plans: — 

The  Irish  Perch  of  7  yards,  being  greater  than  the  imperial  perch 
in  the  proportion  of  14  to  1 1. 

The  Irish  Mils  of  320  Irish  perches  =  2,240  yards  =  6,720  feet, 
bearing  to  the  statute  mile  the  same  proportion  of  14  to  11. 

The  Scottish  EU  of  37-06  imperial  inches. 

The  Scottish  Fall  of  6  ells,  or  1853  imperial  feet 

The  Scottish  Mile  of  1,920  ells  =  5929-6  feet 

Each  of  these  miles  is  divided,  like  the  statute  mile,  into  8  fur- 
longs, and  80  chains,  so  that  the  Irish,  Scottish,  and  imperial  mile, 
furlong,  and  chain,  bear  to  each  other  the  proportions — 


:l-27:    1-123: 1-000 


The  French  measures  of  length  are  all  decimal  multiples  and 

"  the  hftke,  which  is  approximately  on 

ante  from  one  of  the  earth's  poles  t 

s  metre  in  British  measures  is 

3-2808992  feet,  or  3937079  inches. 


submultiples  of  the  ketre,  which  is  approximately  one  ten-millionth 
part  of  tie  distance  from  one  of  the  earth's  poles  to  the  equator. 
The  value  of  the  metre  in  British  measures  is 
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The  Kitowetre  of  1,000  metres,  or  3280-8992  British  feet,  is 

0-621 383  of  a  statute  mile. 
For  further  information  of  the  same  kind,  see  the  Comparative 
Table  of  French  and  British  Measures  at  the  end  of  the  volume. 

5.  The  measures  of  Area  used  in  British  civil  engineering  are — 

The  Saaare  Inch. 

The  Square  Foot  of  144  square  inches. 

The  Square  Yard  of  9  square  feet. 

The  Aere  of  10  square  chains,  or  100,000  square  links,  or  4,840 
square  yards,  subdivided  either  decimally,  or  into  4  roods  of 
1,210  square  yards,  and  160  perclyss  of  30£  square  yards. 

The  Saaare  mile  of  640  acres,  or  3,097,600  square  yards,  or 
27,878,400  square  feet. 

The  Irish  acre,  subdivided  into  4  roods  and  160  perches,  and  the 
Scottish  acre,  subdivided  into  4  roods  and  160  falls,  bear  to  the 
imperial  acre  proportions  which  are  the  squares  of  the  propor- 
tions borne  by  the  Irish  and  Scottish  miles  respectively  to  tho 
statute  mile;  that  is  to  say, 

Irish  acre  :  Imperial  acre  : :  196  :  121 ; 
Also,  Irish  acre  :  Scottish  acre  :  Imperial  acre 
:  :  1-6198      :       12612         :  1-0000  nearly. 

6.  The  Measures  of  Folnme  used  in  British  civil  engineering  are — 

The  Cubic  Inch. 

The  Cable  Foot  of  1,728  cubic  inches. 
The  Cable  Yard  of  27  cubic  feet. 

In  the  engineering  of  water-works,  the  Galiea  is  used  in  stating 
quantities  of  water.     Its  statutory  value  is 

277*274  cubic  inches,  or  0-16046  cubic  foot; 

but  it  is  convenient  in  calculation,  and  in  general  sufficiently  accu- 
rate for  purposes  of  water  supply,  to  use  the  approximate  values, 

One  gallon  ...  =0*16  cubic  foot,  nearly;  and 
One  cubic  foot=     6£  gallons,  nearly. 

Other  special  measures  of  volume  are  employed  for  certain  kinds  of 
materials  and  work ;  but  these  will  be  explained  further  on. 

7.  Srales  far  Flans. — The  scale  on  which  a  plan  is  drawn  means 
the  proportion  which  distances,  as  represented  on  the  plan,  bear  to 
the  corresponding  distances  on  the  ground.  Amongst  continental 
European  nations  it  is  customary  to  express  that  proportion  by 
means  of  a  fraction,  such  as  1-1 0,000th.  In  Britain,  it  is  customary 
to  refer  to  two  units  of  length,  a  short  unit  for  the  paper,  and  a 
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lit  for  the  ground.  For  example — "six  inches  to  one  mile" 
es  the  scale  which,  according  to  the  continental,  system, 
be  called  l-10,56Uth.  Amongst  continental  nations,  also,  tho 
ooat  commonly  used  are  those  in  which  the  proportion  of  the 
ions  of  the  plan  to  thoae  of  the  ground  is  some  exact  decimal 
i,  such  as  MO.OOOth  =  -0001,  l-2,500th  = -0004,  l-500th  =  . 
c  ;  in  Britain,  the  scales  most  commonly  used  are  those  in 
i  distance  of  a  certain  number  of  miles,  chains,  or  feet  on  the 
is  represented  by  a  distance  of  a  certain  number  of  inches, 
lot  parts  of  an  inch,  on  the  paper. 

magnitude  of  the  scale  which  is  bent  suited  for  the  plan  of 
cular  survey  varies  according  to  the  minuteness  and  com- 

of  the  objects  to  be  represented.  Thus,  a  larger  scale 
red  in  plans  of  towns  than  in  those  of  the  open  country; 
i  smaller  and  more  intricate  the  buildings  and  the  divisions 
erty  are,  the  larger  should  the  scale  be ;  and  a  plan  to  be 

the  final  designing  and  setting-out  nf  works  should  be  on  & 
wale  than  one  to  be  used  for  the  selection  of  a  line  of  com- 
tion,  and  for  preliminary  or  parliamentary  purposes. 
following  table  enumerates  some  of  the  scales  for  plans  most 
uly  used  in  Britain,  together  with  a  statement  of  the 
»  to  which  they  are  best  adapted: — 


Dt^mlkm 

Fixrlton  of 

t*sfflk 

Dillons. 

Cm. 

iDchtO 

, 

Sol*  of  the  smaller  ordnance  maps  of 
Britain.    Tb  is  scale  la  well  adapted 

63,3(10 

for  maps  lo  be  mod  In  exploring  tb* 

Smallest  Mile  permitted  by  lbs  Blind- 

10,840 

ing  orders  of  parliament  for  tbe  de- 
posited plana  of  proposed  work*. 

Scale  of  tho  larger  ordnance  map*  of 

10,91)0 

Great  Britain  and  Ireland.  Tbii 
scale,  being  Jnit  large  enough  lo 
•how  buildings,  roadj,  and  other 
Important  object*  distinctly  In  ihrir 
trns  forma  and  proportions,  and  at 

enable  tba  ere  of  the  engineer  lo 
embrace  tbe  pUn  of  a  considerable 
extent  of  country  at  one  view,  is  on 
tho  whole  the  beat  adapted  lor  tbe 
selection  of  lines  for  engineering 
works,  and  for  parliamentary  plana 
and  preliminary  animates. 

S3S  inches  to  >  mile,... 

Decimal  scale  pnss  suing  the  Mm*,  ad- 

10,000 

nuajw 
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Ordinary  Dfignattan 
of  Scale. 


(5.)  400  feet  to  an  inch,... 


(6.)  6  chains  to  an  inch,. 


(7.)  15*84  inches  to  a  mile,... 


(8.)  6  chains  to  an  inch,  or] 
16  inches 


in  inch,  or) 
to  a  mile,) 


(9.)  25-844  inches  to  a  mile, 


Fraction  of 

real 
Dimension*. 


(10.)  200  feat  to  an  inch,. 


(11.)  8  chains  to  an  inch,. 


(12.)  100  feet  to  an  inch,. 


(18.)  88  feet  to  an  inch,  or) 
60  inches  to  a  mile,/ 

(14.)  68*86  inches  to  a  mile,.. 

(16.)  44  feet  to  an  inch,  or) 
120  inches  to  a  mile,) 

(16.)  126-72  inches  to  a  mile, 


(17.)  80  feet  to  an  inch,.., 


(18.)  20  feet  to  an  inch,. 
(19.)  10  feet  to  an  inch, 


«>.».*>« 


4,800 

1 

4,752 

4,000 

1 
8,960 


2,500 

1 

2,400 

1 
2,376 

1 
1,200 

1 
1,056 

1 
1,000 

1 
528 

1 
500 

1 
860 

1 

240 
1 

120 
&c. 


Use. 


Smallest  scale  permitted  by 
ing  orders  of  parliament 
Urged  plans"  of  buildii 
land  within  the  cartilage  c 

Scale  answering  the  same  p 


Scales  well  suited  for  tb 
surveys  and  land  plac 
engineering  works,  am 
larged  parliamentary  p] 

(Scale  8  is  that  prescribed  it 
ing  orders  of  parliament 
sections'*  of  proposed  raih 
ing  alterations  of  roads  ) 

Scale  of  plans  of  part  of  tb 
survey  of  Britain,  from 
maps  before  mentioned  a 
Well  adapted  for  land  p 
gineering  works  and  plan: 

Scale  suited  for  similar 
Smallest  scale  prescribed 
land  or  contract  plans  in 

Scale  of  the  Tithe  Commissic 
Suited  for  the  same  puri 
above. 

Scale  suited  for  plans  of  t( 
not  very  intricate. 

Scale  of  ordnance  plans  of  I 
tricately  built  towns. 

Decimal  scale  having  the 
perties. 

Scale  of  ordnance  plans  o 
intricately  built  towns. 

Decimal  scale  having  the 
perties. 


Scales  for  special  purpos 
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8.  Scale*  far  Sccttoaa. — Except  in  a  few  cases  of  rare  occurrence, 
the  scale  for  horizontal  distances  on  a  section  should  he  the  same 
with  the  scale  of  the  plan  with  which  it  corresponds.  One  of  the 
exceptions  is  that  of  the  parliamentary  section  of  a  road  upon 
the  level  or  position  of  which  it  is  intended  to  make  an  alteration 
for  the  purpose  of  carrying  a  railway  across  it,  whether  over 
or  under;  in  this  case,  the  horizontal  scale  of  the  section,  as  pre- 
scribed by  the  standing  orders,  is  to  be  Jive  chains  to  an  inch  (see 
No.  8  in  the  table  of  the  last  article).  The  plan  may  be  on  the 
same  scale,  but  not  necessarily  so;  in  fact,  its  scale  in  general  is 
much  smaller. 

The  vertical  scale,  or  scale  for  heights,  is  almost  always  much 
greater  than  the  horizontal  scale,  because  the  differences  of  elevation 
between  points  on  the  ground  are  in  general  much  smaller  than 
their  distances  apart,  and  require  to  be  represented  on  a  greater 
scale  on  paper,  in  order  that  they  may  be  equally  conspicuous  to  the 
eye;  and  also,  because  in  the  execution  of  engineering  works, 
accuracy  in  levels  is  of  more  importance  than  accuracy  in  horizontal 
position,  and  vertical  heights  should  be  represented  with  greater 
precision  than  horizontal  distances.  The  proportion  in  which  the 
vertical  scale  is  greater  than  the  horizontal  scale  is  called  the 
exaggeration  of  the  scale.    The  following  table  gives  some  examples : 


Ordinary  Designation 
of  Vertical  Scale. 


I* 


(1.)  100  feet  to  an  inch, 


(2.)  40  feet  to  an  inch, 


(3.)  80  feet  to  an  inch, 


(4.)  20  feet  to  an  inch, 


&c 


ractkm 
of  real 
Height 


1,200 


1 
480 


1 
860 

1 
240 

&c. 


Horizontal  Scales 

with  which  tho 

Vertical  Scale  is 

usually  combined. 


Exag- 
geration. 


i-to-JL 


15,840      10,560 


JL_to_I 


4,800        8,960 


I_to_L 


8,960        2,876 


to 


8,960        2,876 


From 
13*2  to  8-8 


10  to  8-25 


11  to  6-6 


16*5  to  9-9 


&c 


Use. 


Smallest  scale  per- 
mitted by  the 
standing  orders 
of  parliament  for 
sections  of  pro- 
posed works. 

Smallest  scale  per- 
mitted by  the 
standing  orders 
of  parliament  for 
cross  sections, 
showing  altera- 
tions of  roads. 


Scales  suitable  for 
working  sections. 
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Fig.  1. 
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Vertical  sections  wUJiout  exaggeration,  showing  the  horizontal 
and  vertical  dimensions  of  the  ground  in  their  real  proportions  to 
each  other,  are  required  at  the  sites  of  proposed  large  works  in 
masonry,  timber,  and  iron,  such  as  viaducts.  These  sections  are 
in  general  drawn  on  a  larger  scale  than  the  vertical  scale  of  the 
ordinary  working  sections. 

9.  methods  in  Surreying. — There  are  two  principal  methods  fol- 
lowed in  surveying,  each  characterized  by  the  elementary  mathe- 
matical process  which  it  involves :  the  metliod  of  distances  and  offsets, 
used  for  filling  up  the  details  of  a  survey,  and  the  method  of  triangles, 
used  chiefly  for  ascertaining  the  positions  of  certain  stations,  but 
occasionally  applied  to  filling  up  the  details  also. 

First  Method — By  Distances  and  Offsets. 

In  fig.  1,  A  is  the  representation  on  paper  of  a  station,  or  fixed 
and  marked  point  on  the  ground,  and  A  D  that  of  a  line  extending 

from  A  in  a  known  direction.  To 
ascertain  and  lay  down  the  position 
of  a  point  C  relatively  to  A,  a  per- 

pendicular  is  let  fall  on  the  ground 

»     i'rom  C  upon  A  D,  meeting  that  line 

in  B;  the  distance  A  B  and  offset 
B  C  are  measured,  and  these  being  laid  down  on  the  plan  to  a 
suitable  scale,  the  point  C  on  the  plan  which  represents  C  on  the 
ground  is  marked  or  plotted.  In  some  cases  the  angle  at  B  may  be 
some  measured  oblique  angle  instead  of  a  right  angle ;  but  in  most 
cases  it  is  a  right  angle.  This  is  the  method  of  surveying  by 
distances  and  offsets,  and  is  that  by  which  the  details  of  a  survey 
are  in  almost  all  cases  filled  in. 

The  same  figure  may  be  taken  as  representing  the  elementary 
operation  of  levelling,  if  A  D  be  held  as  marking  the*  datum  hori- 
zontal surface,  and  C  B  the  height  above  that  surface  of  a  point 
C,  whose  horizontal  distance  from  A,  the  commencement  of  the 

section,  is  A  R 

Second  Method — By  Triangles. 

A  and  B,  upon  the  paper,  represent  two 
stations  or  points  on  the  ground,  whose 
relative  position — that  is,  their  distance 
apart,  and  the  direction  of  the  line  joining 
them — has  been  ascertained.  It  is  re- 
quired to  ascertain  and  lay  down  on  the 
paper  the  position  of  a  third  point  C  rela- 
tively to  those  two.  This  is  to  be  done  by  measuring  any  two  out 
of  the  following  four  quantities : — 


Fig.  2. 
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the  distances  A  C  and  B  C; — 
the  angles  C  A  B  and  C  B  A,— 

and  plotting  or  laying  down,  on  the  paper  the  representation  either 
of  the  quantities  actually  measured,  or  of  others  calculated  from 
them.  The  object  of  such  calculation  is  in  most  cases  to  lay  down 
the  distances  A  C  and  B  C  on  paper,  when  the  angles  at  A  and  B 
have  been  measured  on  the  ground ;  for  on  the  ground,  angles  are 
more  easily  measured  with  precision  than  distances;  and  on  paper, 
distances  can  be  laid  down  more  accurately  than  angles. 

10.  Vw  •€  Trigonometry. — The  figure  to  be  measured  on  tho 
ground  and  laid  down  on  the  paper  being  in  most  cases  a  triangle, 
the  branch  of  mathematics  by  which  the  necessary  calculations  are 
to  be  performed  is  that  which  relates  to  the  figures  and  dimensions 
of  triangles :  that  is,  Trigonometry. 

When  the  triangle  formed  by  the  three  points  is  of  such  extent 
that  the  curvature  of  the  earth  may  be  neglected,  its  sides  are 
sensibly  straight  lines,  and  the  rules  of  Plane  Trigonometry  are  to 
be  used.  When  the  curvature  of  the  earth  has  a  sensible  effect, 
the  sides  of  the  triangle  arc  to  be  considered  as  being  nearly  arcs  of 
circles,  o£  a  radius  equal  to  that  of  the  earth,  and  recourse  must  be 
had  to  Spherical  Trigonometry,  This,  however,  is  of  rare  occurrence 
in  surveys  made  expressly  for  engineering  purposes.  The  principles 
of  spherical  trigonometry  are  also  occasionally  required,  when  an 
angle  has  been  measured  on  an  inclined  plane,  to  compute  the  cor- 
responding angle  as  projected  on  a  horizontal  plane. 

In  Chapter  IIL  will  be  given  a  summary  of  those  trigonometrical 
formulae  which  are  useful  in  surveying. 

11.  The  General  Order   of  Operations   la    Engineering   Geodesy 

is  the  following,  or  nearly  so : — 

I.  The  reconnaissance  or  exploring  of  the  country  by  the  engineer, 
with  a  view  to  ascertaining  in  a  general  way  the  facilities  which 
it  affords  for  the  proposed  work,  and  determining  approximately  the 
best  site  or  course  for  that  work.  In  this  process  the  engineer 
will  pay  attention  to  the  geological  structure  of  the  ground,  and 
the  sources  from  which  useful  materials  may  be  obtained :  he  will 
be  aided  by  obtaining  the  best  existing  maps  or  plans  upon  a 
suitable  scale,  if  any  such  are  to  be  had,  and  by  the  taking  of — 

n.  Flying  levels. — These  are  observations  for  ascertaining  the 
elevations  of  detached  points  of  primary  importance  as  regards  the 
practicability  and  cost  of  the  work,  and  the  selection  of  the  lino 
for  it;  such' as  passes  across  ridges  and  valleys,  and  points  where 
structures  of  magnitude  may  be  required. 

The  engineer  having  thus  determined  generally  where  his  pro- 
poned work  will  be  situated,  proceeds  to  make  a  more  definite 
selection  of  its  site,  by  the  aid  of — 


uy 
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III.  Preliminary  Trial  Station*,  made  by  taking  continuous 
lines  of  levels  in  which  distances  as  well  aa  heights  are  measured. 
These  may,  or  may  not,  be  accompanied  by  a  rough  turret/  and 
plan, — the  necessity  for  which  will  depend  very  much  on  the 
character  of  the  existing  maps.  The  engineer  is  now  enabled  to 
determine  the  site  of  the  work  with  a  degree  of  precision  depend- 
ing on  the  care  and  skill  that  have  been  bestowed  on  the  pre- 
liminary operations,  and  to  fix  accordingly  what  extent  of  ground 
is  to  be  embraced  in  the— 

IV.  Detailed  Survey  and  Plan,  as  to  the  oondnct  of  which 
further  remarks  will  be  made  in  Article  12.  The  time,  labour, 
and  money  expended  on  this  survey  will  be  the  less,  the  greater 
the  precision  with  which  the  best  line  has  been  found  by  means  of 
the  preliminary  operations. 

V.  Additional  Trial  Sections,  both  longitudinal  and  transverse, 
are  now  to  be  made  with  the  aid  of  the  detailed  plan,  bo  as  to 
fix  exactly  the  best  line  for  the  proposed  work  that  can  be  found. 

VI.  Marking  lie  Line. — The  line  so  fixed  is  to  be  drawn  on  the 
plan,  and  marked  on  the  ground  by  stakes,  or  other  suitable 
objects.     (See  Article  13.) 

YII.  The  Detailed  Section  is  now  to  be  prepared  by  careful 
and  accurate  levellings,  so  as  to  exhibit  a  datum  horizontal  line, 
a  line  representing  the  surface  of  the  ground,  and  &  line,  or  lines, 
marking  the  levels  of  the  proposed  work.  Certain  heights  and 
other  information  should  be  marked  in  figures,  as  will  afterwards 
be  explained.     (See  Articles  14,  IS,  and  16.) 

VIII.  Trial-Pits  and  Borings  will  be  proceeded  with,  while  the 
levelling  for  the  detailed  section  is  in  progress,  in  order  to 
ascertain  the  strata  of  the  ground.  Borings  are  the  less  costly,  in 
time,  labour,  and  damage  to  the  ground;  but  pits  are  the  more 
satisfactory  to  the  engineer  and  the  contractor.  The  results  of 
the  trial  pits  and  borings  may  be  marked  on  a  plan  and  section 
for  the  use  of  the  engineer.  (See  Article  17.)  Further  remarks 
will  be  made  on  these  matters  under  the  head  of  earthwork. 

jy,  Designs  and  Estimates. — The  engineer  will  now  design  the 
structures  required  for  the  proposed  work  with  sufficient  precision 
to  enable  him  to  estimate  their  probable  cost     (See  Article  17.) 

X.  Parliamentary  Proceedings. — In  the  event  of  its  being 
necessary  to  apply  for  an  act  of  parliament  for  the  execution  of 
the  work,  a  plan  and  section  and  book  of  reference  to  the  plan 
will  be  prepared,  and  copies  of  them  deposited  in  certain  public 
offices,  in  conformity  with  the  standing  orders  of  the  House  of 
Lords,  and  also  with  those  of  the  House  of  Commons.  No 
attempt  is  made  in  this  treatise  to  give  any  summary  of  those 
^Muidiiig  orders,  because,  as  they  are  liable  to  be  amended  and 
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added  to  in  each  session  of  parliament,  the  only  means  of  ensuring 
compliance  with  them  is  for  the  engineer  to  provide  himself  with  a 
copy  of  the  standing  orders  for  the  session  during  which  the  act  is 
to  be  applied  for.  Those  for  a  previous  session,  even  for  that 
immediately  preceding,  are  unsafe  guides. 

XI  Improving  Lines  and  Level*,  under  Powert  of  Deviation. — 
In  the  first  preparation  of  the  plan  and  section  of  a  work  requiring 
the  authority  of  parliament,  there  is  seldom  or  never  time  to  select 
the  best  line  and  levels  with  precision.  In  order  to  afford  an 
opportunity  for  afterwards  amending  the  line  and  levels,  powers  of 
deviating  from  those  shown  on  the  parliamentary  plan  and  section 
are  taken,  the  extent  of  the  power  of  lateral  deviation  being 
indicated  on  the  plan  by  dotted  lines.  The  usual  extent  of  those 
powers  of  deviation  is,  laterally,  100  yards  either  way  in  the 
country,  and  10  yards  either  way  in  towns ;  and  vertically,  five 
feet  upwards  or  downwards  in  the  country,  and  two  feet 
upwards  or  downwards  in  towns;  hut  greater  or  less  powers  are 
conferred  in  special  cases.  After  the  act  of  parliament  has  been 
obtained,  the  engineer  will  avail  himself  of  the  power  of  deviation 
to  make  the  work  more  economical,  or  otherwise  to  improve  it 

The  following  four  operations  will  then  proceed  together  : — 

XII.  Survey  for  Land  Plane. — If,  as  ia  often  the  case,  the 
previous  survey  referred  to  under  Operation  IV.,  has  been  executed 
too  hastily,  or  plotted  on  too  small  a  scale,  to  serve  for  the  plana 
that  are  to  be  used  in  the  purchase  of  land  and  execution  of  the 
work,  a  more  accurate  survey  must  now  be  made  for  that  purpose ; 
but  this  new  survey  being  confined  to  the  ground  finally  selected 
for  the  site  of  the  work,  will  be  of  comparatively  small  extent 
(See  Article  18.) 

XIII.  Banging  and  Setting-out  the  Line,  consists  in  marking,  by 
stakes  or  otherwise  on  the  ground,  the  centre  line  of  the  proposed 
work,  as  finally  fixed. 

XIV.  Working  Section*  are  prepared  by  taking,  with  great  caro 
and  precision,  tiie  levels  of  the  ground  along  the  finally  selected 
centre  line,  and  as  many  lines  of  transverse  sections  as  may  be 
hi.  1. 1  mm  j,  plotting  the  results  on  a  sufficiently  large  scale  (see 
Article  8,  p.  7),  and  drawing  on  the  sections  of  the  ground  so 
made,  lines  to  represent  the  intended  levels  of  the  work.  (See 
Articles  14,  IS,  and  16.) 

XV.  Setting-out  the  Breadth*  of  Land  required  for  the  work  is 
performed  both  on  the  ground  and  on  the  land  plans  after  those 
breadths  have  been  calculated. 

The  land  required  can  now  be  fenced,  and  the  execution  of  the 
work  proceeded  with.  A 

-  -■  la  CM  DculM  •arm,— It  will  SOW  \fl 
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stated,  in  greater  detail,  what  steps  are  taken  in  making  the  survey 
referred  to  under  Head  IV.  of  Article  11,  p.  10. 

(a.)  Selecting  Principal  Stations. — The  surveyor,  making  a  general 
exploration  of  the  ground  to  be  surveyed,  will  choose  a  series  of 
stations  placed  generally  on  the  highest  and  most  open  ground ;  so 
that  each  station  may  command  as  extensive  a  view  as  possible  of 
the  ground  to  be  surveyed,  and  that  a  pole  or  other  signal  placed 
at  each  station  may  be  distinctly  visible  from  the  neighbouring 
stations.  These  stations  should  also  be  chosen  so  that  the  imagi- 
nary lines  connecting  them  with  each  other,  and  with  a  series  of 
conspicuous  objects  in  their  neighbourhood,  such  as  towers  and 

spires,  may  cover  the  district  to  be 
surveyed  with  a  network  of  large 
triangles,  having  no  angle  less  than 
30°,  or  more  than  150°;  two  angles 
at  least  of  each  triangle  being  accea- 
tv  able  stations. 

With  the  exception  of  harbours, 
most  great  engineering  works  are 
long  lines  of  communication,   such 
as  railways,  roads,  and  canals;  and 
the  survey  required  for  a  work  of 
that  sort  embraces,   in  general,   a 
long  narrow  band  of  country,  usually 
about  a  quarter  of  a  mile,  and  seldom 
more  than  half-a-mile  wide.    Let  the 
two  dotted  lines  in  fig.  3  represent 
part  of  the  band  of  country  to  be 
surveyed ;  the  principal  stations,  A, 
B,  C,  D,  E,  &c,  are  to  be  chosen  so 
as  to  form  the  junctions  of  a  series  of 
straight  lines   running    along  that 
band,  each  line  as  long  as  may  be 
practicable  consistently  with  obtain- 
ing good  points  for  stations.     These 
are   called  base  lines,   or  principal 
station  lines.     The  network  of  tri- 
angles is  to  be  completed  by  select- 
ing a  series  of  lateral  objects,  F,  G, 
H,  &c.,  which  may  be  high  buildings, 
conspicuous  trees,  <fec 
The  principal  stations  are  to  be  marked  permanently  by  stakes, 
and  temporarily,  when  required,  by  poles  and  flags. 

(b.)  Hanging  Principal  Station  Lines. — When  the  lines  are  of 
great  length,  or  have  uneven  ground  and  other  obstacles  in  their 


Fig.  8. 
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course,  it  may  be  necessary  to  mark  intermediate  points  in  them 
by  stakes  and  poles,  as  well  as  the  extremities.  This  is  alway* 
necessary  when  there  are  parts  of  a  station  line  from  which  its  ends 
are  not  visible. 

(e.)  Main  TrianguiaHon.  Chaining  Base  Lines— The  survey 
of  the  network  of  great  triangles  might  be  made  by  measuring  one 
base  line  only,  and  finding  the  lengths  of  all  the  other  sides  of 
triangles  by  calculation  from  their  angles.  But  for  the  purposes  of 
the  long  narrow  surveys  required  for  engineering  projects,  it  is 
more  convenient  to  measure  each  of  the  principal  station  Hues  AB, 
BC,  CD,  Ac.,  by  the  chain,  in  order  to  ascertain  the  positions  ct" 
intermediate  points  suitable  for  secondary  stations,  and  also  of  the 
points  where  the  principal  station- lines  cross  roads,  fences,  streams, 
and  other  objects  on  the  ground.  The  term  "  base  line"  is  specially 
applied  to  station  lines  which  are  thus  directly  measured.  The 
relative  directions  of  the  base  lines  are  determined  by  measuring 
the  angles  z:ABC,^BCD,^CDE,ic.  The  measurements 
of  the  angles  made  by  distant  objects  with  the  base  lines,  such  as 
^ABF,^FBC,^CBG,  ^BCF,  ^:BCG,  ^GCD, 
^1  DCH,  Ac,  serve,  by  the  aid  of  trigonometrical  calculation,  to 
check  the  accuracy  of  the  other  linear  and  angular  measurement'-, 
as  will  afterwards  be  shown. 

This  combination  of  linear  and  angular  measurement  is  called 
traversing.  It  has  now  been  described  as  practised  on  a  great 
scale,  with  principal  station  lines  of  several  miles  in  length;  but  it 
is  also  practised  on  a  small  scale  in  surveying  objects  which  arc 
long,  narrow,  and  winding,  such  as  roads  and  streams. 

(ct)  Secondary  Triangles. — The  surveyor  will  choose  a  set  of 
secondary  stations,  some  in  the  course  of  the  principal  station  lines ; 
as,  a,  b,  e,  d,  e,f, — others  at  convenient  lateral  points;  as,  g,  A,  i,  j,  k, 
I,  m,  n;  the  whole  so  situated  that  the  lines  connecting  them. 
which  form  a  network  of  smaller  or  secondary  triangles,  may  lie 
sufficiently  near  to  tho  fences,  streams,  buildings,  and  other 
objects  of  detail,  to  enable  these  to  be  surveyed  from  them  by 
the  first  method  of  Article  9,  p.  8, — that  is,  by  distances  and 
offsets. 

(«.)  Survey  of  Details.  —  This  may  be  performed  wholly  by 
means  of  distances  and  offsets;  but  time  and  trouble  may  often  be 
saved  by  the  occasional  use  of  angular  measurements. 

In  order  to  save  time,  trouble,  and  money  as  far  as  possible,  the 
five  operations  which  have  just  been  enumerated  should  be  carried 
on  either  together  or  alternately. 

13.    Diuuen,  T-ereU.  and    othrr    iDbmilin  written   an  Plan- — 

Vhen  the  plan  shows  the  centre  line  of  a  railway,  canal,  or  other 
line  of  communication,  a  scale  of  distances  is  to  be  marked  along 
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the  whole  of  its  length,  commencing  at  one  of  its  cuds  or 
"  termini."  According  to  standing  orders  which  have  been  in 
force  for  many  years,  that  scale  of  distances  on  the  plan  of  a  pro- 
posed railway,  is  to  show  each  mile  and  furlong  from  the  com- 
mencement of  the  centre-line ;  all  radii  of  curves  which  do  not  exceed 
one  mile  are  to  be  written  on  the  plan  in  furlongs  and  chains; 
and  the  lengths  of  proposed  tunnels  in  yards.  The  information  thus 
written  on  the  plan  is  useful  to  the  engineer,  independently  of 
its  being  prescribed.  It  is  also  useful  to  the  engineer,  although 
not  prescribed,  to  have  the  levels  of  important  points  written  on  the 
plan,  or  shown  by  the  aid  of  contour  lines  (which  will  be  further 
explained  afterwards),  especially  when  the  plan  is  to  be  used  in 
selecting  a  line. 

14.  BMhm,  Dura^lnl,  Height!,  anil  niher  lB(*rn»U«  written 

•■  taa  smiibb, — The  horizontal  datum-line  of  the  section  should  have 
marked  on  it  a  scale  of  distances  corresponding  with  those  marked 
along  the  centre-line  on  the  plan,  in  order  that  corresponding 
points  on  the  plan  and  section  may  be  readily  found ;  and  great 
care  should  be  taken  that  horizontal  distances  on  the  plan  and 
section  exactly  agree. 

Alongside  the  datum-line  on  the  section  there  should  be  a 
written  statement  of  the  elevation  or  depression  of  the  horizontal 
surface  which  it  represents  as  compared  with  what  is  called  the 
"  Datum  fixed  point ;"  that  is,  a  well-marked  and  easily  found  point 
on  some  permanent  object,  which  (as  prescribed  in  the  standing 
orders  of  parliament)  should  be  "near  one  of  the  termini"  of  the 
proposed  work.  The  chief  requisites  of  an  object  for  that  purpose 
are,  permanence  of  position  and  easy  identification;  so  that,  on 
the  whole,  some  portion  of  the  masonry  of  a  building  (a  public 
building,  if  possible),  such  as  the  upper  side  of  a  window-sill, 

Slinth,  or  string-course,  may  be  considered  as  the  best  Door-sills  are 
eficient  in  permanence  because  of  their  liability  to  be  worn  down  by 
the  feet  of  persons  passing  in  and  out ;  nevertheless,  they  are  frequently 
used  as  datum-points,  and  not  objected  to.  The  upper  surface  of  the 
rails  of  a  railway  at  some  specified  point  is  often  referred  to  as 
a  datum,  and  considered  sufficient,  although  its  elevation  is  far 
from  being  permanent.  Amongst  objects  utterly  unsuitable  for 
this  purpose  may  be  mentioned,  all  surfaces  whose  levels  are 
continually  changing,  how  slight  soever  the  change  may  be,  such 
as  the  "  top  water  level "  of  a  canal,  and  all  ideal  horizontal 
surfaces. 

Amongst  other  information  to  be  marked  in  writing  on  a  section 
are,  the  heights  of  the  principal  parts  of  the  proposed  work  above 
the  horizontal  datum-line,  and  in  particular,  in  the  case  of  a  rail- 
way, those  of  the  upper  surface  of  the  rails  at  the  points  whore  the 
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inclination  varies;  the  several  rates  of  inclination  of  proposed  rail- 
ways, and  of  roads  to  be  altered  for  the  purpose  of  making  them; 
the  greatest  depths  of  cuttings  and  heights  of  embankments  ;  the 
lengths  of  tunnels  and  viaducts;  the  alterations  of  level  and  in- 
clination to  be  made  in  existing  lines  of  communication;  the 
character  of  the  structures  to  be  used  for  passing  them,  whether 
bridges  over  or  under,  or  level  crossings;  and  in  the  case  of 
proposed  bridges  for  existing  roads,  the  width  of  roadway  which 
they  will  provide,  and  if  they  pass  over  the  roads,  the  height  of 
headroom.  So  far  as  those  items  of  information  are  required  by 
the  standing  orders  of  parliament,  reference  must  be  made  for 
details  to  those  standing  orders  themselves,  as  has  been  already 
stated  under  Head  X.  of  Article  11. 

A  working  section  should  state,  in  writing,  the  level  of  the 
ground,  the  level  of  the  proposed  work,  and  the  height  of  embank- 
ment or  depth  of  cutting,  at  every  point  of  the  ground  whose  level 
has  been  taken ;  those  quantities  being  found  by  calculation,  not 
by  measurement  on  the  paper.  It  should  also  state  the  positions 
and  levels  of  all  "  Bench  marks." 

15.  Beach  uiark*  are  fixed  objects  whose  levels  are  known, — in 
fact,  subordinate  datum-points, — distributed  along  the  course  of  the 
intended  work,  at  distances  of  from  half-a-mile  to  a  mile,  and  near 
the  sites  of  all  intended  structures  of  importance,  such  as  bridges. 
If  suitable  existing  objects  cannot  be  found,  the  heads  of  large 
stakes  driven  for  the  purpose  will  answer.  They  should  be  placed 
where  they  will  not  be  disturbed  during  the  execution  of  the 
work. 

16.  Checking  i*evels  consists  in  taking  the  levels  of  points  over 
again,  to  test  the  correctness  of  previous  levelling.  In  preliminary 
and  parliamentary  sections,  the  levels  of  the  more  important  points 
only,  such  as  summits  of  hills  and  bottoms  of  valleys,  crossings  of 
existing  lines  of  communication,  and  bench  marks,  require  to  be 
checked ;  for  working  sections,  every  level  taken  should  be  checked. 

17.  Estimate*  and    Borings   marked    on    Plan   and    Section. — It 

is  useful  to  the  engineer  to  have  a  copy  of  the  plan  and  section  of 
a  proposed  work  on  which  the  results  of  trial-pits  and  borings  are 
marked,  and  the  estimated  cost  of  each  part  of  the  work  written 
opposite  to  its  position  on  the  paper. 

18.  Centre  LIm  a*  a  Bue   for  Land-Plan   Surrey. — When  the 

centre  line  of  a  proposed  railway  has  been  carefully  ranged  and 
staked  out,  it  may  be  used,  whether  straight  or  curved,  as  a  base 
for  the  secondary  triangulation  of  the  survey  for  the  land-plans, 
the  great  triangulation  being  dispensed  with,  and  each  stake 
regarded  as  a  station  in  the  survey. 

19.  Dunafle  to  Property  to  he  avoided.— All  operations  of  6Ugl- 
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neering  field-work  ought  to  be  so  conducted  as  to  do  as  little 
damage  as  possible  to  the  property  traversed. 

20.    Arrangement   «f  tho  euaning  Chapters. — The    operations    of 

surveying,  levelling,  and  setting-out,  having  been  enumerated  and 
explained  in  a  general  way  in  the  present  chapter,  the  remaining 
chapters  of  this  part  will  be  devoted  to  the  explanation  of  details 
relative  to  certain  branches  of  the  subject,  in  the  following 
order : — 

Surveying  with  the  chain. 

Surveying  by  angular  measurements. 

Levelling. 

Setting-out  works. 

Marine  surveying. 

Copying,  enlarging,  and  reducing  plans. 

The  explanation  of  some  of  the  peculiarities  of  surveys  for 
particular  classes  of  works  will  be  reserved  until  those  works  them- 
selves come  to  be  considered. 


CHAPTER  II. 

OF  SUBTZTDTG  WITH  THE  CHAIN. 

21.  m*rka  urn*  Slamt*. — The  marks  fixed  at  stations  to  enable 
them  to  be  readily  found  are  usually  stakes,  of  size  and  strength 
sufficient  to  guard  against  the  risk  of  their  being  disturbed.  In 
most  cases  they  should  be  driven  to  the  head,  or  nearly  so.  If,  for 
sv  particular  station-mark,  greater  permanence  is  desired  than  can 
be  obtained  by  means  of  a  stake,  a  block  of  stone  may  be  used, 
having  a  cross  cut  on  its  upper  surface. 

When  a  mark  fixed  at  the  station  itself  would  be  liable  to  lie 
disturbed,  four  stakes  may  be  driven  so  that  the  intersection  of  the 
straight  linen  joining  them  diagonally  may  mark  the-  station;  «r 
two  or  more  stakes  may  be  driven,  and  the  distances  of  the  station 
from  them  measured  and  noted  down ;  or  the  distance  of  the  station 
from  any  two  or  more  well-defined  permanent  objects,  such  an 
corners  of  buildings,  may  be  measured  and  noted  down ;  or  if  two 
permanent  objects  can  be  found  which  lie  in  one  straight  line  with 
the  station,  that  fact  can  be  noted,  together  with  the  distance  of 
the  station  from  one  of  the  objects.  The  points  where  station-lines 
cross  fences  are  marked  by  notches  upon  timber  and  grooves  upon 

The  signals  set  up  at  stations  to  make  them  visible  from  a  dis- 
tance usually  consist  of  poles,  with  or  without  flags.  Ordinary  poles, 
to  be  carried  about  in  the  field,  may  be  from  six  to  nine  feet 
long,  painted  in  alternate  lengths  of  black  and  white,  and  shod  with 
iron.  For  flags,  although  white  is  the  colour  that  is  seen  farthest, 
red  is  more  generally  employed,  as  being  more  easily  distinguished 
from  surrounding  objects  by  those  who  have  no  defect  in  the  per- 
ception of  colour.  To  mark  the  ends  of  long  station -lines,  poles  of 
greater  lengths,  such  as  twenty  or  thirty  feet,  are  often  required ; 
these  generally  need  rope  stays  to  keep  them  upright 

Great  care  should  be  taken  to  set  up  and  keep  all  poles  in  a  truly 
vertical  position;  and  tall  permanent  poles  should  be  adjusted  by 
means  of  a  plumb-line. 

For  the  temporary  marking  of  points  in  surveying  details,  bits  of 
paper  are  used,  held  in  cleft  sticks.     These  are  called  "  whites." 
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To  facilitate  the  tanging  of  long  station-lines,  it  is  useful  to 
choose  them,  when  opportunities  occur,  so  as  to  run  directly  towards 
some  conspicuous  existing  object,  such  as  a  tree,  a  spire,  or  a  large 
chimney. 

22.  The  BarTcrlng  Chain. — For  measuring  with  extraordinary 
accuracy  the  bases  of  national  trigonometrical  surveys,  rods  of  glass 
and  of  metal  hare  been  used— a  correction,  for  expansion  by  heat 
being  made  either  by  calculation  or  by  mechanism :  also,  steel 
chains,  made  of  flat  links  connected  at  the  ends  by  pins,  and  sup- 
ported in  accurately  levelled  troughs,  the  tension  being  maintained 
constant  by  a  weight  hanging  over  a  pulley,  and  the  correction  for 
expansion  made  by  calculation. 

In  ordinary  surveys  for  engineering  works  so  great  a  degree  of 
accuracy  is  unnecessary;  and  the  instrument  generally  used  for 
measuring  distances  is  the  common  surveying  chain,  which  consists 
of  one  hundred  straight  links  of  iron  or  steel  wire  of  equal  length, 
having  eyes  on  their  ends,  and  connected  together  by  oval  rings. 
There  are  usually  three  of  those  rings  between  each  pair  of  straight 
links.  The  joints  of  the  rings,  and  those  of  the  eyes  of  the  links, 
should  be  welded  i  the  chain  is  thus  rendered  much  less  liable  to 
stretch  than  if  those  joints  are  open.  Each  distance  of  ten  liuks 
from  either  end  of  the  chain  is  marked  by  a  peculiarly  shaped  piece 
of  brass,  so  that  the  mark  at  ninety  links  from  one  end  is  similar 
to  that  at  ten  links,  that  at  eighty  links  to  that  at  twenty,  and  so 
on,  the  middle  of  the  chain  being  marked  by  a  round  piece  of  brass. 
At  each  end  of  the  chain  is  a  handle. 

The  chain  should  measure  its  correct  length  from  outside  to  out- 
side of  the  handles. 

As  every  chain  which  is  in  daily  use  in  the  field  is  liable  to  have 
its  length  increased  by  the  continual  strain  upon  it,  and  diminished 
by  the  bending  of  the  links,  and  by  dirt  getting  into  the  rings,  it 
ought  to  have  its  length  tested  every  day  by  comparison  with  a 
"  standard  chain,"  used  for  the  sole  purpose  of  testing  other  chains, 
or  with  two  marks  on  a  wall,  or  on  a  pair  of  stakes,  whose  distance 
apart  has  been  very  accurately  adjusted.  The  length  of  the  working 
chain,  when  found  to  be  erroneous,  can  be  corrected  by  straighten- 
ing the  links  and  cleansing  the  rings,  and  by  hammering  the  latter 
so  as  to  make  them  longer  or  shorter  as  may  be  required. 

The  chains  most  commonly  used  in  Britain  are,  "Gunter's  Chain" 
of  66  feet  (in  which  each  link  is  -66  of  a  foot  or  7'92  inches),  and 
the  chain  of  100  feet  The  advantages  of  Gunter's  chain  are,  its 
being  an  exact  decimal  fraction  of  a  mile  (one-eightieth,  or  -0123), 
and  the  square  described  upon  it  being  one-tenth  of  an  acre.  The 
100-foot  chain  has  the  advantage  of  giving  at  once  dimensions  in 
feet,  which  are  convenient  in  the  calculation  of  quantities  of  work. 
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When  a  "chain*'  is  spoken  of  without  qualification,  Gunter's  chain 
is  meant 

The  chain  is  usually  accompanied  by  ten  skewers  called  "arrows," 
made  of  iron  or  steel  wire,  having  a  point  at  one  end  and  a  Jarge 
ring  at  the  other,  marked  with  a  piece  of  red  cloth  to  make  it 
visible  from  a  distance.  Some  surveyors  prefer  to  use,  in  chaining 
long  lines,  nineteen  arrows,  nine  of  iron  or  steel,  and  ten  of  brass. 

The  chain  is  carried  by  two  men,  called  respectively  the  "  leader*' 
and  the  "follower."  In  measuring  the  length  of  a  station-line,  the 
follower,  in  a  crouching  attitude,  holds  one  end  at  the  commence- 
ment of  the  line,  and  the  leader,  carrying  with  him  all  the  arrows, 
fixes  his  eyes  on  the  object  which  marks  the  distant  end  of  the  line, 
and  walks  straight  towards  it,  dragging  the  other  end  of  the  chain 
along  with  him.  When  the  chain  is  tightened,  the  leader  crouches 
down  at  one  side  of  the  line,  holding  near  the  ground  an  arrow 
exactly  upright,  in  the  same  hand  which  grasps  the  handle  of  the 
chain.  The  follower  sees  that  the  chain  is  tight,  straight,  and 
unentangled,  and  directs  the  leader  by  words  or  gestures  so  as  to 
make  him  stick  the  arrow  into  the  ground  exactly  in  the  align- 
ment* The  leader  and  follower  then  rise,  and  advance  until  the 
follower  reaches  the  arrow  that  marks  the  end  of  the  first  chain- 
length,  and  proceed  to  lay  off  a  second  chain- length  and  fix  a  second 
arrow  as  before,  and  so  on.  The  follower  picks  up  the  arrows  as  ho 
advances,  so  that  by  counting  the  arrows  in  his  hand  he  can  tell  at 
any  moment  how  many  entire  chain-lengths  have  been  measured. 
On  fixing  the  tenth  arrow,  the  leader  cries  in  a  loud  voice  "  ten," 
or  "change;"  the  surveyor  notes  in  his  field-book  that  ten  chains 
have  been  measured ;  the  leader  stands  still  until  the  follower  has 
advanced  to  him  and  handed  him  the  nine  previously  picked-up 
arrows;  the  follower  holds  his  end  of  the  chain  at  the  mark  made 
by  the  tenth  arrow,  which  the  leader  (if  there  are  ten  arrows 
only)  then  picks  up,  and  advances  with  all  the  ten  arrows  in  his 
hand  to  commence  the  measurement  of  the  next  ten  chains.  If 
there  are  nine  iron  arrows  and  ten  brass  ones,  the  leader,  having 
expended  all  the  iron  arrows  in  marking  the  first  nine  chains,  marks 
the  end  of  the  tenth  chain  with  a  brass  arrow ;  and  when  the 
follower  comes  up  to  him,  takes  only  the  nine  iron  arrows,  leaving 
the  brass  arrow  to  be  picked  up  by  the  follower  when  the  next 
chain-length  has  been  measured.  In  this  case  the  follower,  at  any 
moment,  can  tell  the  number  of  entire  tens  of  chains  which  have 

•  Mr.  Haskoll  (Engineering  Field-work)  judiciously  recommends  that  words  alone 
be  used  for  this  purpose,  in  order  that  the  leader  may  fix  his  eyes  on  the  arrow,  and 
keep  it  exactly  vertical,  the  follower  directing  him  to  move  it  to  one  side  or  the 
other  by  saying  "to  you"  and  "from  yon,"  and  to  fix  it  in  the  ground  by  the 
word  "mark." 


been  chained  by  counting  the  brass  arrows  in  his  hand,  and  the 
number  of  chains  over  and  above  the  entire  tens  of  chains  by  count- 
ing the  iron  arrows;  and  thus  a  check  is  kept  upon  the  number  of 
entire  tens  of  chains  noted  in  the  surveyor's  field-book.  At  the 
end  of  each  hundred  chains  the  leader  receives  back  all  the  brass 
arrows  as  well  as  tho  iron  ones. 

If  the  leader  takes  care  while  advancing  to  keep  his  eyes  fixed 
on  the  signal  at  the  distant  end  of  the  line,  he  will  be  able  to  drag 
the  chain  forward  in  the  true  alignment  with  very  little  direction 
from  the  follower. 

The  follower  while  advancing  should  allow  the  chain  to  slacken, 
and  should  take  care  to  keep  it  clear  of  the  arrow,  and  of  objects 
which  may  entangle  it 

As  the  chaining  goes  on,  the  surveyor  notes  the  distances  from 
the  commencement  at  which  the  station-line  crosses  all  fences, 
boundaries,  banks  of  streams,  sides  of  roads,  and  other  objects  to 
be  shown  on  the  plan ;  also  where  it  crosses  other  station -lines,  and 
where  points  occur  suitable  for  intermediate  stations  in  the  survey. 

S3,  training  •■  a  BmHtST- Kcdncllon  I*  (he  LercL — In  chain- 
ing up  or  down  a  slope,  the  distance  actually  measured  must  be 
reduced  on  the  plan  to  the  projection  of  that  distance  on  a  hori- 
zontal plane.  The  most  convenient  way  of  effecting  this  is  by 
means  of  a  correction  in  links  and  fractions  of  a  link  to  be  deducted 
from  each  chain.  This  correction  being  known,  may  be  applied 
mechanically  during  the  chaining,  by  pulling  the  chain  forward  at 
each  chain-length  through  a  distance  equal  to  the  required  correction. 

The  following  are  various  fomiubje  for  computing  the  correction  :— 

When  the  angle  of  inclination  has  been  measured  by  a  "clino- 
meter" or  other  angular  instrument; 
Correction  in  links  per  chain,  =  100  x  versed  sine  of  inclination,  (1.) 

When  the  vertical  fall  in  links  for  each  chain  of  distance  on  the 
slope  is  known ; 

Correction  in  links  per  chain  =  100  -  ^10,000 -fall*;  (2.) 
and  when  the  slope  is  gentle,  tho  following  approximate  formula 
will  answer: — 

Correction  in  links  per  chain  =  =j=nr  nearly (3.) 

To  save  calculation,  most  clinometers  and  theodolites  have  the 
correction  for  declivity  marked  on  the  "limb"  or  graduated  are 
on  which  angles  in  a  vertical  plane  are  measured. 

Experienced  surveyors  learn  to  estimate  this  correction  with 
considerable  accuracy  by  the  eye. 

Its  use  may  often  be  dispensed  with  by  stretching  the  chain  in  a 
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horizontal  position ;  the  up-hill  end  touching  the  ground,  and  the 
point  on  the  ground  exactly  below  the  down-hill  end  being  found 
by  means  of  a  plumb-line,  or  a  ranging  pole  held  vertically,  or  by 
dropping  an  arrow  or  a  stone.  This  process  is  called  stepping,  and 
may  be  carried  on  by  half-chains  or  shorter  distances,  instead  of 
whole  chains,  on  very  steep  ground. 

24.  Offsets  (to  which  reference  has  already  been  made  in  Article 
9,  Division  I.,  p.  8)  are  ordinates  or  transverse  distances,  measured 
from  known  points  in  a  station-line  to  objects  whose  position  is  to 
be  ascertained;  such  as  bends  and  intersections  of  fences,  of  the 
sides  of  roads,  of  the  banks  of  streams,  and  of  other  boundaries, 
corners  of  buildings,  and  so  forth.  The  surveyor  notes  in  his  field- 
book  the  distance  in  links  from  the  commencement  of  the  station- 
line  at  which  the  offset  is  made  (  A  B,  fig.  1,  p.  8),  and  the  length 
of  the  onset  (B  0  in  the  same  figure);  the  side  of  the  page  on  which 
the  latter  is  noted  showing  at  which  side  of  the  station-line  the 
offset  lies,  as  will  be  further  explained  in  Article  28. 

Offsets  are  almost  always  at  right-angles  to  the  station-line.  To 
ensure  accuracy  they  should  seldom  exceed  about  one  chain  in  length 
(although  offsets  of  two  or  three  chains  may  be  made  to  boundaries 
which  are  nearly  parallel  to  the  station-line) ;  and  the  secondary 
station-lines  from  which  the  details  of  the  ground  are  surveyed 
should  be  laid  out  accordingly.  The  position  and  direction  of  short 
offsets  may  be  laid  off  by  the  eye ;  but  the  longer  offsets,  especially 
if  they  run  to  important  objects,  should  be  laid  off  by  letting  fall  a 
perpendicular  from  the  object  (at  which,  if  necessary,  a  pole  or  a 
"white"  may  be  placed)  upon  the  station-line,  by  means  of  the 
M  CToss-staflH  or  of  the  "  optical  square." 

The  Cross-Staff  is  simply  a  staff  with  a  spike  on  the  lower  end, 
and  two  pair  of  sights  at  right  angles  to  each  other  at  the  upper 
end. 

The  Optical  Sqvare,  which  has  almost  superseded  the  cross-staff, 
is  a  brass  box,  containing  two  small  silvered  plate-glass  mirrors, 
whose  planes  make  with  each  other  an  angle  of  45°;  so  that  every 
ray  of  light  which  falls  upon  the  first  mirror,  and  is  thence  reflected 
to  the  second  mirror,  is  again  reflected  from  the  second  mirror  in  a 
direction  at  right  angles  to  its  original  direction.  A  portion  of  the 
second  mirror  is  unsilvered,  so  that  the  surveyor  can  see  through 
it.  He  places  himself  on  the  station-line,  and  looks  through  the 
unsilvered  glass  towards  the  signal  at  one  end  of  it,  and  then  moves 
backwards  and  forwards  along  the  station-line  until  he  sees  the 
reflected  image  of  the  lateral  object  apparently  coinciding  in  direc- 
tion with  the  signal  on  the  station-line ;  the  directions  of  those  two 
objects  are  then  at  right  angles,  and  the  point  on  the  ground  directly 
below  the  optical  square  is  the  commencement  of  the  offset  required. 
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To  adjust  the  optical  square,  make  a  rest  for  it  by  driving  a  picket 
or  small  post  (which  may  be  called  A)  four  and  a-half  or  five  feet 
high,  with  a  flat  top.  Set  up  a  pole  two  or  three  chains  off  in  any 
convenient  direction  (which  pole  may  be  called  B) ;  look  towards  it 
through  the  unsilvered  glass;  send  an  assistant  to  set  up  a  second 
pole  (C)  in  such  a  direction  that  its  reflected  image  apparently 
coincides  in  direction  with  B.  Then  the  lines  A  B  and  A  C  are  or 
ought  to  be  at  right  angles.  In  the  same  way,  let  the  assistant  set 
up  a  third  pole,  D,  at  the  same  angular  distance  from  C,  and  a 
fourth  pole,  E,  at  the  same  angular  distance  from  D.  Then  on 
looking  directly  towards  E,  if  the  optical  square  is  correctly  adjusted, 
the  reflected  image  of  B  will  be  seen  apparently  coinciding  in  direc- 
tion with  E.  Should  it  not  be  so,  correct  one  quarter  of  the  error 
by  means  of  the  adjusting  screw  which  acts  upon  one  of  the  mirrors, 
and  repeat  the  whole  operation  until  the  adjustment  is  exact.  . 

The  purpose  of  an  optical  square  may  be  answered  by  a  box- 
sextant,  the  index  being  set  to  90°.  This  instrument  will  be 
described  in  Chapter  III.  Lines  at  right  angles  to  each  other 
may  sometimes  be  marked  on  the  ground  by  setting  out  with  the 
tape-line  or  chain  a  right-angled  triangle  of  any  convenient  dimen- 
sions ;  the  proportions  of  the  sides  being  determined  by  the  principle, 
that  the  sum  of  the  squares  of  the  sides  which  enclose  the  right 
angle  is  equal  to  the  square  of  the  hypothenuse,  or  side  opposite 
the  right  angle. 

Amongst  the  proportions  of  whole  numbers  which  fulfil  that 


condition  are  the  following : — 

Sides  enclosing  the 
right  angle. 


3 

5 

7 
8 

20 


4 

12 
24 

21 


The  most  useful  of  these  proportions 

3         :        4 


Hypo- 
then  use. 

5 

i3 

25 

17 
29 

is  the  first  and  simplest, 
5-# 


*  The  following  is  a  general  method  for  finding  any  number  of  seta  of  whole  num- 
bers which  are  proportional  to  the  sides  of  right-angled  triangles. 

Choose  any  two  numbers  whatsoever,  m  and  n,  m  being  the  greater;  and  if  they 
are  either  both  even,  or  both  odd,  make 

w=mn;  y  = — —  ;  «= — -  -  ; 


but  if  one  is  even  and  the  other  odd,  multiply  each  of  the  above  expressions  by  2. 
Then,  a,+  yt=«*"j 

and  x,  y,  and  z  are  proportional  to  the  three  sides  of  a  right-angled  triangle,  a  corre- 
sponding to  the  hypothenuse. 


TAPE-UHE— OFFSET-STAFF— OBLIQUE  OFFSETS— CHAINED  TRIANGLES.  2$ 


Fig.  4. 


When  two  persons  are  available  to  measure  the  lengths  of  offsets, 
either  a  second  chain  or  a  Tape-line  may  be  used  The  surveyor 
may  measure  offsets  without  assistance  with  the  offset-staff, — a  light 
and  strong  wooden  pole  tipped  with  brass  or  iron,  ten  links  long 
from  end  to  end,  and  divided  into  links. 

25.  Obii^ae  OMmctm  may  be  made,  if  convenient,  with  the  aid  of 
an  angular  instrument,  such  as  a  box-sextant  or  a  light 
theodolite,  to  measure  the  angles  which  they  make  with 
the  station-line.  But  in  surveying  by  linear  measure- 
ments alone,  oblique  offsets  are  made  in  pairs  from 
different  points  in  the  station-line  to  the  same  object, 
in  order  to  determine  its  position  with  more  accuracy 
than  is  attainable  by  a  single  rectangular  offset.  For 
example  (see  fig.  4.),  the  position  of  the  object  D  is 
found  by  measuring  to  it  a  pair  of  offsets,  B  D,  C  D, 
from  two  different  points,  B  and  C,  in  the  station-line 
ABC.  This  process,  in  fact, belongs  to  the  method  of 
surveying  by  triangles,  B  D  C  being  a  triangle  of  which 
the  three  sides  are  measured. 

The  nearer  the  angle  between  the  two  offsets,  ^ 
B  D  C,  approaches  to  a  right  angle,  the  more  accurately 
is  the  position  of  the   object  determined;   and   care 
should  therefore  be  taken  to  make  that  angle  neither  very  acute 
nor  very  obtuse. 

If  a  check  on  the  accuracy  of  the  operation  is  desired,  a  third 
offset,  £  D,  may  be  measured  to  the  object  from  a  third  point,  E, 
in  the  station-line. 

The  principal  objects  for  which  the  additional  accuracy  given  by 
oblique  offsets  is  desirable,  are  corners  and  inter- 
sections of  boundaries,  angles  of  buildings,  mile-posts, 
and  the  like.  When  the  object  is  a  corner  of  a 
building,  such  as  D  in  fig.  5,  it  is  convenient  to  make 
fach  of  the  offsets,  if  possible  (or  at  all  events  one 
of  them),  lie  in  a  straight  line  with  a  face  of  the 
building,  and  so  to  determine  the  direction  of  such 
face  or  faces. 

No  general  rules  can  be  laid  down  for  surveying 
the  details  of  an  intricate  building,  except  that  in 
many  cases  a  rectangle  may  be  set  out  so  as  to 
enclose  it,  and  the  sides  of  that  rectangle  used  as 
station-lines  from  which  to  take  offsets  to  the  faces 
and  corners  of  the  building.  To  survey  some 
buildings  completely  it  is  necessary  to  have  access 
to  the  inside.  Fig.  6.  ^ 

26.  data*  TriMghfc— It  has  already  been  stated  in  Article* 
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0  and  12,  that  the  relative  positions  of  different  station-lines,  and 
of  the  stations  which  they  connect,  are  determined  by  so  arranging 
them  as  to  form  a  complete  network  of  triangles  over  the  district 
surveyed.  In  the  absence  of  angular  instruments,  the  figure  of 
each  of  those  triangles  must  be  determined  by  measuring  with  the 
chain  the  length  of  each  of  its  sides. 

In  fig.  6,  let  A  B  represent  a  station-line  whose  length  and 

position  are  known ;  0,  a  third  station  lying 
out  of  the  line.  Then  by  measuring  the  two 
remaining  sides,  AC,  BC,  of  the  triangle 
A  B  C,  so  that  the  lengths  of  all  its  three 
sides  may  be  known,  the  position  of  C  is 
determined. 

Agreeably  to  the  principle  already  noted 
in  the  last  article,  that  determination  is  the 
more  accurate  the  less  the  angle  ACB  differs 
from  a  right  angle.     Supposing  a  certain 
F,'ff'  Ct-  error  to  have  been  committed  in  measuring 

one  of  the  lines  BC  or  AC,  the  consequent  error  in  finding  the 
position  of  C  is  equal  to  the  original  error  if  AC  B  is  a  right  angle; 
but  if  that  angle  is  either  acute  or  obtuse,  the  error  in  the  position 
of  C  is  greater  than  the  original  error  in  the  proportion  of  the 
cosecant  of  the  angle  AC  B  to  radius. 

Triangles  in  which  the  angle  at  the  point  to  be  determined  is  less 
than  30°,  or  more  than  150*,  are  said  to  be  "ill-conditioned,"  and 
are  avoided  by  skilful  surveyors.  In  an  ill-conditioned  triangle,  the 
error  in  the  position  of  C  is  more  than  double  of  the  corresponding 
error  in  the  measurement  of  a  side  of  the  triangle. 

The  accuracy  of  the  measurements  in  every  important  triangle 
should  be  checked  by  measuring  a  " tie-line"  from  one  of  its  angles 
to  a  known  point  in  the  opposite  side,  such  as  C  D  in  fig.  6.  The 
agreement  of  the  length  of  that  line  with  the  result  of  the  measure- 
ments of  the  sides  may  be  tested  on  the  plan  when  plotted.  It  may 
hIro  be  tested  by  calculation;  for  if  all  the  measurements  are  correct, 
the  following  equation  will  be  verified, 


CD2  = 


ACP-BD  +  BCF-AD 

AB  "~ 


-AD-DB 


\iy 


27.  Gups  la  Stattoa-Lines. — A  long  station-line,  otherwise  well 
adapted  for  its  purpose,  may  have  one  or  more  places  in  its  course 
through  which,  owing  to  the  intervention  of  buildings,  woods, 
precipices,  water,  swamp,  or  other  obstacles,  it  may  be  difficult  or 
impossible  to  chain  along  the  line  with  accuracy;  and  in  some  cases 
also  it  may  be  impossible  to  range  the  line  directly  across  the 
obstacle.     These  difficulties  are  most  readily  met  by  the  use  of 
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angular  instruments ;  but  in  the  absence  of  such  instruments,  the 
chain  alone  may  be  used,  according  to  methods  which  may  be 
varied  to  suit  the  circumstances  of  each  particular  case. 

Three  kinds  of  cases  may  be  distinguished : — First,  those  in 
which  the  obstacle  can  be  seen  over  from  side  to  side,  and  chained 
round,  but  not  chained  across.  Secondly,  those  in  which  it  can 
neither  be  seen  over  nor  chained  across,  but  can  be  chained 
round  ;  and  Thirdly,  those  in  which  the  obstacle  can  be  seen  over, 
but  neither  be  chained  across  nor  chained  round. 

In  each  of  the  figures  that  illustrate  this  article,  the  inaccessible 
part  of  the  station-line  is  marked  by  dots,  and  the  direction  in 
which  the  measurement  proceeds  is  indicated  by  an  arrow. 

Case  I. —  Wlien  tiie  obstacle  can  be  seen  over,  the  first  operation 
is  to  plant  a  ranging  pole  in  the  station-line  at  the  further  side  of 
the  obstacle ;  and  the  problem  to  be  solved  is,  to  find  the  distance 
to  that  pole  from  some  point  already  chained  to  on  the  nearer 
side. 

Fiust  Method  (By  a  parallel  line,  see  fig.  7). — 
Let  A  and  D  be  marks  at  the  nearer  and  further 
sides  of  the  obstacle  respectively.  By  the  optical  square 
or  otherwise,  range  A  B,  DC,  at  right  angles  to  the 
station-line;  make  these  perpendiculars  equal  to  each 
other,  and  of  any  length  that  may  be  requisite  in  order  to 
chain  past  the  obstacle  along  B  C,  which  will  be  parallel 
and  equal  to  AD,  the  distance  required ;  that  is  to  say, 

AD  =  BC (1.) 

Second  Method  (By  a  triangle,  see  fig.  8). — A  and 
D  as  before  being  points  in  the  station-line  at  the  nearer  and 
further  sides  of  the  obstacle,  set  out  a  triangle  A  B  C  of  any  form 
and  size  that  will  conveniently  enclose  the  obstacle, 
subject  only  to  the  conditions,  that  B  and  C  are  to 
be  ranged  in  one  straight  line  with  D,  and  that 
the  angles  at  B  and  C  are  neither  to  be  very 
acute  nor  very  obtuse.  Measure  with  the  chain  the 
lengths  A  B,  A  C,  B  D,  D  C.  Then  the  inaccessible 
distance  A  D  is  given  by  the  formula. 


\ 


Fig. 


4, 


AD 


V{ 


AB^CD  +  ACPBD 
BO 


-BDC 


»};<*> 


n^.  8. 


the  computation  of  which  will  be  much  facilitated 
by  the  use  of  a  table  of  squares. 

That  distance  may  also  be  found  by  plotting  the  triangle  and 
the  point  D  in  its  base  on  a  sufficiently  large  scale,  and  measuring 
A  D  on  the  paper.  A 
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The  figure  of  the  obstacle  may  be  surveyed  by  offsets  from  the 
sides  of  the  triangle. 

Third  Method  (By  two  triangles,  see   fig.   9).  —Let  b  and 

c  be  points  in  the  station-line  at  the  nearer 
and  further  side  of  the  obstacle  respectively. 
From  a  convenient  station  A,  chain  the  lines 
A  b,  A  c,  being  two  sides  of  the  triangle  A  b  e ; 
connect  those  lines  by  a  line  B  C  in  any 
position  which  will  form  a  well-conditioned 
triangle  A  B  C,  of  as  large  a  size  as  is 
practicable:  measure  its  three  sides.  Then 
the  inaccessible  distance  is  given  by  the 
Fig.  9.  formula, 

6c=  a/  {  A6*  +  A  c*-|^£.(AB2+ACS-BC*;}  ..  (3.) 

The  following  modification  of  this  formula,  though  less  simple  in 
appearance,  is  better  adapted  to  computation  by  the  help  of  a  table 
of  squares; 

*       .    /   /am^a    •        (A6  +  Ac)2-(A6-Ac)2 
6C  =  V    tA6  +Ac--rABTAO)MABTACf 

(A  B2  +  A  CP-B  C2).  1  (3A) 

The  points  B  and  C  are  shown  in  the  first  instance  as  lying 
between  A  and  the  station-line ;  but  if  necessary,  they  may  be 
taken  in  the  prolongations  of  A  e  and  A  b  beyond  the  station-line,  as 
at  B'  and  C,  or  in  their  prolongations  beyond  A,  as  at  B"  and  C, 
and  the  same  formula  will  still  apply. 

The  formula  is  much  simplified  if  A  B  and  A  C  can  be  laid  off  so 
as  to  be  respectively  proportional  to  A  6  and  Ac;  for  then  the 
triangles  ABC  and  A  b  c  become  similar,  B  C  is  parallel  to  be,  and 
the  inaccessible  distance  is  simply 


6c  =  BC 


Aft 
AB 


<*■> 


In  this  method,  as  well  as  in  the  preceding,  the  inaccessible  dis- 
tance may  be  found  by  plotting. 

Case  II. — When,  tfie  obstacle  can  be  chained  round,  but  not 
chainel  across  nor  seen  over. 

First  Method  (By  parallel  lines,  see  fig.  10).  —  From  A  and 
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B,  two  points  in  the  station-line  on  the  nearer  side  of  the  obstacle, 
and  at  least  as  far  apart  as  the  distance  across  it  is  judged 
to  be,  lay  off,  by  the  optical  square  or  otherwise,  the 
equal  perpendiculars  A  C,  B  D,  of  length  sufficient  to  r 
enable  a  straight  line  CDEF,  parallel  to  the  station- 
line,  to  be  ranged  and  chained  past  the  obstacle.     Com- 
mence the  chaining  of  this  parallel  line  at  D,   in  con-  * 
tinuation  of  that  of  the  station-line  at  B.     As  soon  as  the 
obstacle  is  passed,  lay  off  the  perpendicular  E  G  equal  to 
A  C  and  B  D ;  then  G  will  be  a  point  in  the  station- 
line  beyond  the  obstacle,  and  the  inaccessible  distance 
will  be 


i> 


o 


62 


BG  =  DE (5.) 

By  continuing  the  parallel  line  and  repeating  the  same  c 
process,  additional  points  in  the  station-line,  such  as  H,  ' 

may  be  found.  *" 


may 

Second  Method  (By  similar  triangles,  see  fig.  11).  —  From  a 
point  A,  as  far  back  as  practicable  from  the  end  B  of  the  chained 
station-line  on  the  nearer  side  of  the  obstacle, 
range  two  diverging  lines  A  F,  A  E,  past  the 
two  sides  of  the  obstacle,  in  which  measure  the 
distances  A  D,  A  C,  of  two  points  D  and  C, 
which  lie  in  one  straight  line  with  B.  Con- 
tinue the  chaining  of  A  F  and  A  E,  and  make 
those  distances  respectively  proportional  to  A  D 
and  A  C,  so  that  ADC  and  A  F  E  may  be 
similar  triangles.  Measure  D  C,  in  which  note 
the  position  of  B.  Measure  E  F,  in  which 
take  the  point  G,  dividing  E  F  in  the  same 
ratio  in  which  B  divides  C  D  ;  then  G  will  be 
a  point  in  the  station-line  beyond  the  obstacle ; 
and  points  still  further  on  may  be  found,  if 
necessary,  by  a  similar  process. 

The  inaccessible  distance  B  G  is  found  by  the  formula, 


v 

r1 


rig.  n. 


BG  = 


AB-CE 
AC 


.(0.) 


The  boundaries  of  the  obstacle  can  be  surveyed  by  offsets  from 
the  sides  of  the  quadrilateral  C  D  F  E. 

Third  Method  (By  transversals,  see  figs.  12,  13).  — Let  a  and 
b  be  two  points  in  the  chained  station-line  at  the  near  side  of  the 
obstacle,  about  as  far  apart  as  the  inaccessible  distance  b  c  is 
judged  to  be.     Mark  a  station  C  so  as  to  form  a  well-conditioned 
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triangle  with  a  and  5/  prolong  the  lines  b  C  and  a  C  until  two 
points  A  and  B  are  reached  through  which  a  straight  line  can  be 
ranged  and  chained  past  the  further  side  of  the  obstacle. 

In  some  cases  it  may  be  advisable  to  begin  by  choosing  the 
stations  A  and  B,  then  to  choose  C,  and  then  to  range  the  lines 
B  C  a,  and  A  C  6  (as  in  Gg.  1 2),  or  A  b  C  (as  in  fig.  1 3). 


Hg.  12.  Fig.  13. 

All  the  sides  of  the  two  triangles  ABC,  a  b  C,  are  to  be 
measured. 

Then,  to  find  tlie  point  cattJve  intersection  of  the  station-line  with 
A  B,  compute  the  distance  of  that  point  from  B  by  one  or  other  of 
the  following  formulas  : — 

If  c  lies  in  A  B  produced,  as  in  fig.  12, 

ABaB-6C 


Bc= 


Ca-A6-aB&C' 


(7.) 


If  c  lies  between  A  and  B,  as  in  fig.  13, 

A  B  •  a  B  •  b  C 


Bc  = 


Ca-Ab  +  aBbi? 


(7  A.) 


Next,  to  find  the  inaccessible  distance  b  c,  use  the  following  formula 
(which  is  applicable  to  both  figures)  : — 

ab-Ab-BC 


5c  = 


CA-aB-A&-BC' 


(8.) 


The  same  problems  may  also  be  solved  by  plotting  the  figure 
a  b  c  A  B  C  a,  and  producing  a  b  till  it  cuts  A  B,  as  in  fig.  13,  or 
A  B  produced,  as  in  fig.  12.  In  a  purely  mathematical  point  of 
view,  it  is  unnecessary  to  measure  both  A  B  and  a  b,  as  either  of 
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those  linos  im^ht  1)0  ciiloulati'il   from   the  otln-r  :   1  »u t  In/h   -JimiM 
nevertheless  be  chained,  us  a  chock  on  possible  errors."* 

Case  1IL  —  When  tJte  obstacle  can  be  seen  over,   but  neit/ier 
chained  across  nor  chained  round.     This  is  the  case  of  a  station- 
line  interrupted  by  a  deep  ravine,  or  a  deep  and 
rapid  river.    The  first  operation,  as  in  Case  I,  is  to     I 
range  and  fix  a  pole  at  e  (fig.  14)  in  the  station-     I 
line  beyond  the  obstacle.     The  next  is  to  find 
the  distance  b  c. 

First  Method  (By  transversals). — On  the  nearer 
side  of  the  obstacle,  range  the  stations  A  and  B  in  ^ 
a  straight  line  with  c,  making  the  angle  b  c  B 
greater  than  30°,  and  place  them  so  tliat  the  inter- 
secting lines  Ab,  B  a,  connecting  them  with  two  ' 
points  a  and  b  in  the  station-line,  shall  form  a  pair 
of  well-conditioned  triangles  a  b  C,  A  B  C,  as  in  the 
last  problem.  Measure  the  sides  of  these  triangles, 
and  compute  the  inaccessible  distance  b  c  by  equation  8, already  giv#t >. 

As  a  check  upon  the  position  thus  found  for  the  point  e.  com- 
pute also  the  inaccessible  distance  B  c  by  means  of  equati'm  7. 

This  problem  is  solved  graphically  by  plotting  the  figure  a  h 
c  A  B  C  a,  and  producing  a  b  and  A  B  till  they  internet  in  e.+ 

Second  Method  (By  the  optical  square,  when  the  inaccewib! 


Fis.14. 
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distance  does  not  much  exceed  three  or  four  chains, 
see  fig.  15).  B  D  being  the  inaccessible  distance,  at 
B,  with  the  optical  square,  set  out  B  C  perpendicular 
to  the  station-line,  and  of  a  length  such  as  to  make 
B  C  D  a  well-conditioned  triangle.  At  C,  with  the  / 
optical  square,  range  C  A  perpendicular  to  C  U,c4r- 
cutting  the  station-line  in  A.  Measure  A  B,  B  C ; 
then 

BD  =  ?-J IX, 

AB  '  im  U. 


•  A 


J 


•  The  feOoving  are  tbt  fcnnnUe  fur  adrotalag  A  B  fm  « I ; — 
Id  Fig.  IX;  AB=W    J 


_  DC    CA  I 


iCC« 


In  Fig.  11;    AB=*/  Jb<?+C  A'+^^T^  *C**Cw'-«p/  , 

A  B,  klinhf  At  |  MiiiM  <f  A  — i  «,  fc  am i  k,  timn**" 


li  tmimi  mOmmr* 
4#  A*  jdrtot 
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Methods  for  measuring  gaps  in  station-lines  by  the  aid  of  angular 
instruments  will  be  explained  in  Chapter  III. 

28.  Field-Book. — The  writing  and  sketching  in  field-books  is 
made  either  with  ink  or  with  an  indelible  pencil  If  the  book  can 
be  protected  from  rain,  ink  is  to  be  preferred. 

The  field-book  of  a  survey  should  commence  with  a  sketch 
showing  the  general  arrangement  of  the  stations  and  station* 
lines  relatively  to  the  more  conspicuous  objects  on  the  ground  to 
be  surveyed,  made  by  the  surveyor  when  he  explores  the  country, 
as  mentioned  under  head  (a)  of  Article  12,  page  12.  Those  stations 
may  be  distinguished  by  letters  or  by  numbers.  Principal  stations 
are  usually  marked  thus  /^ .  The  remainder  of  the  book  will  con- 
tain the  detailed  notes  of  the  distances  chained  along  the  several 
station-lines,  and  the  offsets  measured  from  them. 

.  In  order  that  forward  and  backward,  light  and  left,  on  the 
ground,  may  be  represented  by  forward  and  backward,  right  and 
left,  in  the  book,  the  successive  notes  written  on  each  page  begin 
at  the  bottom  and  proceed  towards  the  top;  and  the  pages  are 
numbered  from  right  to  left.  In  the  middle  of  each  page  is  a 
vertical  column  broad  enough  to  contain  numbers  of  five  or  six 
figures.     That  column  represents  the  station-line. 

The  surveyor  begins  at  the  bottom  of  the  first  page,  by  writing  in 
the  central  column  a  letter,  or  other  mark,  to  denote  the  station  at 
which  the  line  about  to  be  chained  commences,  and  beside  it,  a 
note  stating  between  what  stations  the  line  runs  :  for  example, 
"from  A  to  B."  As  the  chaining  advances,  he  notes  in  the  central 
column,  proceeding  upwards,  the  distances  at  which  the  station-line 
crosses  boundaries,  and  traverses  intermediate  stations,  and  at 
which  offsets  are  taken.  Each  distance  of  an  intermediate  station 
from  the  commencement  is  distinguished  by  enclosing  it  in  an 
oblong  or  oval,  and  writing  opposite  to  it  the  designation  of  the 
station,  together  with  a  reference  to  the  other  pages  of  the  field- 
book  in  which  the  same  station  is  referred  to,  and  a  note  of  its 
position  upon  other  station-lines  which  traverse  it.  To  the  right 
and  left  of  the  central  column  are  written  the  offsets  measured  to 
the  right  and  left  respectively,  each  opposite  the  figures  denoting 
its  distance  from  the  commencement  of  the  line  ;  and  those  offsets 
are  accompanied  by  a  sketch-plan  of  the  objects  to  which  they  are 
measured,  with  explanatory  notes  when  required. 

On  arriving  at  the  end  of  a  station-line,  the  relative  direction 
of  the  next  line  chained  may  either  be  stated  in  words — as,  "  turn 
to  the  right,"  "  turn  to  the  left  "—or  indicated  by  symbols  like  the 
following  :  \*  <*/.  At  the  commencement  of  each  new  station- 
line  will  be  stated  the  position  of  the  point  from  which  it  starts 
upon  a  former  station-line. 
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Oblique  offsets,  small  triangles,  measurements  of  buildings,  and 
the  like,  are  best  recorded  by  sketching  a  diagram  of  the  lines 
measured,  and  writing  their  lengths  along  them. 

The  preceding  explanation  shows  the  general  principles  accord' 
ing  to  which  field-books  of  chained  surveys  are  kept.  The  details 
vary  very  much  in  the  practice  of  individual  surveyors.  It  is  to  be 
recommended  that  every  surveyor  should  keep  his  field-book  so 
distinctly  that  it  may  be  possible  for  a  draughtsman  to  plot  tbo 
survey  from  the  field-book  without  receiving  any  explanation  from 
the  surveyor. 

29.  PUnlBK  a  Chained  Barrcy. — In  plotting  a  survey,  great  atten- 
tion should  be  paid  to  the  absolute  flatness  of  the  drawing-board  or 
table  on  which  the  paper  is  to  be  strained  or  laid,  and  to  the  perfect 
straightncss  of  the  straight-edge  by  which  s  bit  ion-lines  are  to  be 

If  the  plan  is  to  be  mounted  on  cloth,  the  paper  should  be 
mounted  before  the  plan  is  plotted;  otherwise  the  mounting  will 
alter  its  dimensions.  On  the  whole,  it  is  better  not  to  "  strain  "  the 
paper  on  which  a  survey  is  plotted  on  a  drawing-board,  in  the  way 
practised  for  architectural  and  mechanical  drawings  ;  because,  when 
the  paper  is  cut  away  from  the  board,  and  so  relieved  from  the 
strain,  it  will  contract,  and  perhaps  contract  unequally  in  different 
directions. 

Each  day's  work  should  be  plotted  as  soon  as  possible  after 
having  been  surveyed. 

The  scale  according  to  which  the  survey  is  plotted  should  at 
once  be  drawn  on  the  plan,  when  it  will  contract  and  expand  along 
with  the  paper. 

The  plotting  is  commenced  by  marking  with  a  needle  or  pricker 
a  point  to  represent  the  first  station;  drawing  a  straight  line 
through  that  point  to  represent  the  first  station-line,  and  laying 
down  on  that  line,  with  a  pair  of  beam-compasses,  the  positions  of 
the  other  stations  which  it  traverses. 

The  operations  which  follow  consist  chiefly  in  plotting  triangles, 
and  plotting  distances  and  offsets. 

30.  puuiaa  Triaaaiea. — The  great  triangles,  whose  sides  connect 
the  principal  stations,  are  to  be  first  plotted :  then  the  secondary  tri- 
angles, until  the  whole  network  is  completed.    The  £ 
operation  of  plotting  a  triangle  whose  three  sides              /  \ 

have  been  measured  is  as  follows: — A.  and  B,  /      \ 

fig.  16,  represent  two  stations  already  plotted;  /  \ 

the  distances  A.  C,  B  C,  of  a  third  station  from  -*&  —  -jr6""" 
those  stations  are  known.     With  these  distances  **'     " 

as  radii,  describe  with  the  beam-compasses  a  pair  of  small  circular 
area  about  A.  and  B  respectively;  the  intersection  of  those  area 
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marks  the  required  station  C  on  the  plan.     Then  with  the  straight- 
edge rule  the  lines  A  C,  B  C,  and  the  triangle  is  complete. 

It  is  usual,  for  the  satisfaction  of  the  engineer,  and  for  future 
reference,  to  draw  permanently  on  the  plan,  in  a  faint  red  colour, 
the  principal  station-lines,  forming  the  primary  network  of  triangles. 
Those  lines  are  sometimes  called  "  lines  of  construction."  In  some 
cases  it  is  useful  to  draw  permanently  in  the  same  way  a  portion 
of  the  secondary  network  of  triangles :  so  far,  at  least  as  they  can 
be  used  in  computing  areas. 

When  the  plan  of  a  survey  extends  over  several  sheets,  it  is 
necessary,  in  order  to  show  the  connection  between  two  adjacent 
sheets,  that  a  portion  of  at  least  one  station-line,  containing  at 
least  one  principal  station,  should  be  plotted  on  each  of  the  two 
sheets. 

31.  In  Plotting  DUuuacc*,  Od*«cu,  and  Details,  a  flat  ivory  or  box- 
wood  scale  is  laid  on  the  paper  exactly  parallel  to  the  station-line, 
and  loaded  to  keep  it  at  rest:  the  divisions  marked  on  its  edge 
represent  distances.  A  shorter  flat  scale,  having  broad  ends  exactly 
perpendicular  to  its  edges,  is  laid  on  the  paper  with  one  end  against 
the  edge  of  the  scale  for  distances :  it  is  slid  successively  to  the 
several  distances  from  the  station  noted  in  the  field-book,  and  the 
offsets  are  laid  down  by  pricking  with  a  needle  opposite  the  projier 
graduations  on  one  of  its  edges.  Care  should  be  taken  that  the 
offcS3t-scale  is  exactly  rectangular. 

Oblique  offsets  are  plotted  like  the  sides  of  triangles. 

In  estate  plans,  on  a  large  scale,  different  kinds  of  fences,  such 
as  stone- walls,  hedges,  palings,  «fec.,  are  distinguished  from  each 
other  by  conventional  modes  of  marking;  but  in  plans  for  engineer- 
ing projects,  it  is  sufficient  to  distinguish  between  fenced  and  uu- 
fenced  lines  of  division  of  land,  marking  the  former  by  plain  and 
the  latter  by  dotted  lines.  In  working  plans  on  a  large  scale,  walls 
may  be  shown  of  their  proper  thickness,  and  coloured  red.  Boun- 
daries of  parishes,  counties,  boroughs,  and  other  legal  divisions  of 
the  country,  are  marked  with  peculiarly  shaped  and  arranged  dots. 
Eoads  are  coloured  drab;  streams  and  pieces  of  water  light  blue, 
with  a  darker  shade  along  their  edges.  Dwelling-houses  are  col- 
oured light  red,  out-buildings  dark  grey,  public  buildings  light  grey. 
In  engraved  plans  buildings  are  shaded  by  diagonal  hatching. 
Railways  are  marked  by  parallel  lines  representing  rails ;  and  in 
some  cases  these  are  crossed  by  short  fine  lines  to  indicate  sleepers. 
Canals  are  distinguished  from  streams  by  their  greater  uniformity 
of  width  and  regularity  of  course.  Trees  are  indicated  by  sketch- 
ing small  figures  somewhat  resembling  them. 

There  are  conventional  modes  of  indicating  the  nature  of  the 
surface  of  the  ground,  whether  garden  ground,  arable  land,  pasture, 
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marsh,  heath,  and  the  like ;  but  in  plans  for  engineering  project*  it 
■  is  sufficient  to  refer  by  numbers  written  on  the  plan  to  correspond- 
ing numbers  in  the  book  of  reference,  in  which  are  stated  the 
owner  or  reputed  owner,  lessee  or  reputed  lessee,  occupier,  and 
description  of  each  portion  of  property  shown  on  the  plan. 

32.  Bwwihi  Amu. — The  elementary  methods  of  measuring 
areas  which  are  useful  in  surveying  are  of  three  kinds: — the 
method  of  triangles, — the  method  of  ordioates,— and  the  method 
by  mechanism. 

I.  Method  of  Triangle*. — Let  o,  b,  e,  denote  the  lengths  of  the 
sides  of  a  triangle,  and 

a  +  6  +  c 

*' 1-' 

n  by  the 


.  J.  (—«)<.-*)  (,-e); (1.) 


log.  ar»=g|log.«  + log.  <*-<.)  + log.  («-6)  +  log.(s-c)l  (2.) 

Another  formula  is  as  follows :  let  a  be  any  one  of  the  sides  of  a 
triangle;  p  the  perpendicular  upon  that  side  from  the  opposite 
angle;  then — 


..(3.) 


Every  right-lined  figure  can  have  its  area  calculated  by  dividing 
it  into  triangles,  computing  their  areas  by  one  or  other  of  the  pre- 
ceding formnhe,  and  adding  them  together. 

The  areas  of  figures  with  curved  outlines  can  be  found  approxi- 
mately by  this  method,  preceded  by  the  process  called 
"  equalizing ;"  which  consists  in  drawing  through  the 
curved  boundaries  a  set  of  straight  lines  so  as  to  en- 
close, as  nearly  as  the  eye  can  judge,  the  same  area. 

11.  The  Method  of  Ordinate*  is  applicable  to  a.  long 
piece  of  ground  of  varying  breadth,  such  as  the  stripe 
of  land  required  for  a  railway,  or  the  area  repre- 
sented in  fig.  17.  An  axis  is  drawn  along  the  greatest 
length  of  the  figure;  breadths  are  measured  along 
ordinates  at  right  angles  to  that  axis,  sufficiently  close 
together  to  make  the  spaces  between  them  approxi-  ( 
mate  to  trapezoids.  Then  let  d  be  the  distance  along 
the  axis  between  two  adjacent  ordinates,  and  b,  V,  the 
breadths  of  the  figure  at  those  ordinates;  the  area  con- 
tamed  between  that  pair  of  ordinates  is —  **■  "■ 


u 
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2    a'  « 

and  the  area  of  the  whole  figure,  being  the  sum  of  the  areas  of  the 
parts  into  which  it  is  divided  by  ordinates,  is  expressed  as  follows : — 

Area=2'C"ir'<*); '-<4> 

2  being  a  symbol  of  summation. 

If  the  ordinates  are  at  equal  distances  apart,  all  the  values  of  c?  are 
equal,  and  the  preceding  formulae  becomes 

Area=  (■£  +  &1  +  62  +  68  +  <fcc...  +  -aY«*J (&) 

b0  and  bn  being  the  breadths  at  the  two  ends  of  the  figure,  and  bv 
by  &c.,  the  intermediate  breadths. 

A  modification  of  the  last  formula,  founded  on  the  assumption 
that  the  lateral  boundaries  of  the  figure  consist  of  short  parabolic 
arcs,  is  as  follows,  the  number  of  divisions  being  even : — 

Area  =  <b0  +  bm  +  2(b2  +  bA  +  &xs....)  +  (4b1  +  b3  +  &c...)>  .  *...(6.) 

The  most  accurate  way  to  find  the  areas  of  all  the  pieces  of  land 
included  in  a  survey,  is  to  use  the  dimensions  as  given  in  the  field- 
book  alone,  calculating  the  areas  of  the  triangles  by  formula  1  or  2, 
and  the  areas  of  the  stripes  of  land  lying  between  the  station-lines 
and  the  fences  surveyed  from  them  by  formula  4,  in  which  b  and  b' 
are  to  be  taken  to  represent  a  pair  of  adjacent  offsets,  and  d  the 
distance  between  them. 

This  process,  however,  is  very  laborious,  and  may  in  many  cases 
be  dispensed  with,  by  equalizing  boundaries  and  taking  measure- 
ments on  the  plan. 

III.  Method  by  Mechanism, — Instruments  for  measuring  areas 

^  on  plans  by  mechanism  are  called  "  Plani- 

meters"  and  "Platometers;"  and  several 
have  been  contrived  by  different  in- 
ventors; amongst  others,  General  Morin 
and  Mr.  Sang. 

The  simplest  Planimeter  is  Amstler  s, 
of  which  a  sketch,  showing  its  general 
principle,  is  given  in  fig.  18.  A  is  a 
loaded  disc  which  rests  on  the  table, 
and  serves  as  a  fixed  support  for  the 
instrument.  In  its  centre,  at  B,  is  an 
upright  pin,  upon  which  turns  the  arm 
B C;  to  which  at  0  is  hinged  the  arm  CD;  so  that  the  tracing 


Fig.  18. 
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point  at  D  can  be  moved  in  all  directions  over  the  paper.  Exactly 
in  the  straight  line  C  D  is  the  axis  £  of  the  small  wheel  F,  whose 
edge  rests  on  the  paper. 

When  the  tracing  point,  D,  is  carried  round  the  outline  of  any 
figure,  such  as  G  H  I,  so  as  to  return  finally  to  the  point  from  which 
it  started,  it  can  be  proved,  that 

and  consequently  that 

Area  of  Figure  =  CDx  Distance  rolled  by  the  wheel  F. 

C  D  is  a  measured  constant  length.  The  distance  rolled  by  the 
wheel  is  measured  by  a  graduated  circle  and  vernier  at  one  side  of 
the  wheel;  the  number  of  complete  revolutions  being  recorded  hy 
another  wheel,  driven  by  an  endless  screw  on  the  shaft  E.  This 
wheel  and  screw  are  omitted  in  the  sketch.  In  Britain,  the  gradua- 
tions on  the  circle  usually  represent  square  inches  of  area  on  the 
paper. 
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CHAPTER  ILL 

OF  SURVEYING  BY   ASOULAR  MEASUREMENTS. 
33.   BMMWT  "f  Trif.nomelrlcol  Formula  iwl  lu  Marreria*. 

I.  Relations  between  Angles  and  Arcs. — The  angle  or  difference  of 

direction,  BAG,  between  two  straight  lines,  A  B,  A  C,  which  meet 

at  the  point  A,  is  expressed  as  a  quantity,  as  is  well  known,  by 

.,         stating  how  many  of  certain  aliquot  parts 

•*'       ""n.      ,'■'        of  a  right  angle  it  contains;  those  parta 

being,  the  degree,  or  ninetieth  part  of  a 

right  angle,  the  minute,  or  sixtieth  part  of 

n  degree,  the  second,  or  sixtieth  part  of  a 

minute,  and   the  decimal  fractions  of  n 

ysiixmii     This  mode  of  expressing  angles 
is  the  most  convenient  for  trigonometrical 
FLr  19  calculation.     Another  way  of  representing 

R'  the  same   method  is  to  conceive  that  a 

circle  D  E  F  is  described  about  A  in  the  plane  of  A  B  and  A  C  with 
any  radius;  that  the  circumference  of  that  circle  is  divided  into 
360  equal  arcs  called  degrees,  each  degree  into  60  minutes,  each 
minute  into  60  seconds,  and  so  on :  and  that  the  number  of  such 
divisions  of  the  circle  contained  in  the  arc  D  £  which  subtends  the 
angle  B  A  C  is  ascertained 

A  second  method  of  expressing  the  angle  B  A  C  is  to  take  the 
ratio  which  the  circular  arc  D  £  subtending  it  hears  to  the 
radius  AD.  In  this  case  the  angle  is  said  to  be  expressed  in 
terms  of  arc  to  radius  unity,  or  in  circular  measure.  This  method, 
though  less  simple  than  the  former,  and  less  commonly  employed, 
is  useful  in  certain  cases. 

The  two  methods  of  expressing  the  same  angle  are  compared  with 
each  other  by  the  aid  of  our  knowledge  of  the  ratio  which  the 
circumference  of  a  circle  bears  to  its  diameter;  which  ratio,  although 
it  cannot  be  expressed  with  absolute  exactness  by  any  number  of 
arithmetical  figures,  can  be  calculated  to  any  required  degree  of 
accuracy  by  successive  approximations.  It  has  been  computed  to 
about  250  places  of  decimals;  but  seven  places  of  decimals  are 
sufficient  for  ordinary  purposes.  The  following  table  gives  that 
ratio  to  eight  places  of  decimals,  with  its  common  logarithm,  and 
i  several  ratios  and  logarithms  deduced  from  it:— 
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Ci  reumference  of  a  circle  to  diameter  1 j") 

-  Length  of  a  semicircle  to  radius  1 ;  I  3*14159265  < 

-Area  of  a  circle  to  radius  l=r') 

Quadrant,  or  arc  subtending  a  right  I    * 

angle,  to  radius  1;    .....Z..(   2  "  tSW&S*  0-1961199 

Arc  subtending  one  degree  to  ra-1         *  „ 

dinsl; „ 7r. }  =I85  =  OOI7<53>9  82418774 

Arc  subtending  one  minute  to  ra->  onn     ,    , 

dius  1; „ }  0-0002908882  6-4637261 

Arc  subtending  one  second  to  ra-)  „  „     _      ,„ 

ding  1; J         0000004848137  4*6855749 

Arc  cq«u]  to  radius, expressed  in  degi-ees,  57°'<957795   17581226 

_  _  —    in  minutes,     3437'  747  3*5362739 

—  —  —     in  seconds, 3o6264,'8  53144254 
_             _            _    in  degrees,  )       .      .      .- 

minutes,  and  seconds,  j   ■"      '   " 

—  —  —      'n  ^ec'm*'l  _L    Qi-nicci  a 
fractions  of  the  circumference,)  2»~       ° 

Surface  of  a  hemisphere  to  radius  1  ;  ...  27-62831853  07981799 
The  indices  of  the  logarithms  of  fractions  in  the  above  tabic  are 
affixed  according  to  the  system  which  is  employed  in  trigouometric:il 
calculations  in  order  to  avoid  negative  indices;  that  is  to  say,  the 
index  in  each  case  is  the  complement  of  the  proper  negative  index 
to  10 ;  or  the  logarithm  is  that  of  the  product  of  the  fraction  into 
10,000,000,000. 

The  "centesimal"  division  of  the  quadrant  into  100  degrees  or 
"grades,'1  10,000  minutes,  and  1,000,000  seconds  is  now  nearly 
obsolete,  even  in  France. 

II.  Relatione  amongst  Trigonometrical  Function*  of One  Angle. — 
The  simplest  mode  of  defining  the  trigonometrical  functions  of  a 
given  angle,  snch  as  the  sine,  cosine,  Ac,  is  to  state  that  they  are  the 
ratios  to  each  other  of  the  sides  of  a  right-angled  triangle  containing 
the  given  angle.  Another  mode,  and  the  more  common,  is  to  state 
that  they  are  represented  by  lines  drawn  in  particular  positions  with 
respect  to  a  circular  arc  of  the  radius  unity,  subtending  the  given 

In  fig.  20,  and  also  in  fig.  21,  A  B,  A  C,  are  a  pair  of  straight 
lines  "y>-Ht)g  with  each  other  an  acute  angle,  B  A  C. 

In  fig.  20,  0  is  any  point  whatsoever  in  one  of  those  lines,  and 
C  B  a  perpendicular  let  fall  from  that  point  upon  the  other  line,  so 
as  to  form  *  right-angled  triangle,  ABC 
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In  fig.  21,  a  circle  of  the  radius  unity  is  described  about  A, 
cutting  off  from  each  of  the  two  lines  a  part  equal  to  the  radius, 


viz.:- 


AD  =  AC  =  1. 

A  F  is  a  third  radius,  perpendicular  to  A  D. 

0  B  and  0  H  are  perpendiculars  let  fall  from  C  upon  A  D  and 


Fig.  20.  Fig.  21. 

AF  respectively;  DE  and  FG  are  straight  lines  touching  the 
circle  at  D  and  F  (perpendicular,  therefore,  to  A  D  and  A  F),  and 
cutting  A  C  produced  in  E  and  G  respectively. 

Then  the  definitions  of  the  several  trigonometrical  functions  of 
the  angle  BAG,  according  to  the  two  methods,  are  as  follows : — 

In  Fig.  20.  Id  Fig.  21. 

Sine,  J°  BO  =  AH 

AB 


-Cosine,  

Tersed  Sine, 


Coversed  Sine, 


Tangent, 
Cotangent, 


Secant, 


Cosecant, 


AC 

AO-AB 

AG 

AC-BC 

AC 

BO 

AB 

AB 

BO 

AO 

AB 

AO 

,AB  =  CE 


BD 


,HF 


DE 


FG 


AE 


BC 


AG 


In  fig.  20,  the  angles  B  A  C  and  B  C  A  are  complementary  to 
each  other,  being  together  equal  to  a  right  angle  ;  so  also  are  the 
angles  BAG  and  C  A  F  in  fig.  21 ;  and  when  this  relation  exists 
between  a  pair  of  angles,  the  sine  of  each  is  the  cosine  of  the  other, 
and  so  of  all  the  other  functions  by  pairs. 
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Denoting  the  angle  B  A  C  for  brevity's  sake  by  A,  the  following 
equations  give  the  most  important  relations  amongst  its  trigo- 
nometrical functions : — 

*A_.n=ra-££-_jLI, N 

A  —  J\ *  T cot*"  A  _     1     .         ,„, 

coaecA  —  sec  A' 

versin  A  =  1  —  cos  A  ; (3.) 

coversin  A  =  l  —  sin  A; (4.) 

tan  A  =  ^4-  =— - —    -  tin  A  •  sec  A  =  Vsee*A— I;  (5.) 

cos  A       co  tan  A  *    ' 

cotanA  =  ^^=JL^cosA-cosecA  =  VcosecaA  — 1;<6.) 

sin  A     tan  A  *   ' 

secA  =  — L  -  Vl+ton!A; (7.) 

coaecA  =  -, =v'l  +  cotanaA.  (8.) 

sinA  *   * 

The  trigonometrical  functions  of  an  obtuse  angle  are  denned  as 
follows : — 

In  fig.  20,  and  also  in  fig.  21,  let  Ac  be  a  straight  line  making 
■with  the  line  B  A  produced  beyond  A  an  angle  6Ac=BAC, 
Then  the  obtuse  angle  B  A  c  is  the  supplement  of  the  acute  angle 
B  A  C,  and  is  denoted  by 

180°  —  A. 

From  c  in  both  figures  let  fall  c  b  perpendicular  to  A  6.  In  fig. 
21,  draw  c  H  perpendicular  to  A  F,  and  the  tangents  d  e,  F  </, 
catting  A  c  produced  in  e  and  g. 

Then  in  fig.  20,  the  right-angled  triangle  A  b  c  is  similar  to 
ABC;  and  in  fig.  21,  the  combination  of  lines  on  the  right  of  A  F 
is  similar  and  equal  to  the  combination  of  lines  on  the  left ;  from 
which  it  appears,  that  all  the  trigonometrical  functions  of  the  obtuse 
angle  180°  —  A  (with  one  exception  to  be  presently  pointed  out), 
are  equal  in  numerical  valve  to  the  corresponding  functions  of  its 
supplementary  acute  angle  A  The  one  exception  is  the  versed 
sine,  which  in  fig.  21  is  represented  by  D6  =  AD+A6=  2  AD 
—  DB. 
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In  order  the  better  to  distinguish  between  trigonometrical 
functions  of  acute  and  obtuse  angles,  the  principle  is  adopted, 
that  inasmuch  as  A  B  and  A  b  (in  both  figures)  lie  in  apposite 
directions  from  A,  they  shall  be  regarded  as  having  opposite 
signs  : — that  is,  A  B  being  positive,  A  b  is  negative ;  which 
amounts  to  laying  down  the  rule,  that  cosines  of  obtuse  angles  are 
negative.  The  following  are  the  relations  between  the  trigo- 
nometrical functions  of  an  obtuse  angle  180°  —  A,  and  its  sup- 
plementary acute  angle  A,  which  arise  from  that  rule  : — 

sin  (180°  —  A)  =  sin  A; 

cos  (180o  —  A)  =  —  cos  A; 

versin  (180°  —  A)  =  1  +  cos  A  =  2  —  versin  A ; 

coversin  (180°  —  A)  =  coversin  A ; 

tan  (180°  —  A)  =  —  tan  A; 

cotan  (180°  —  A)  =  —  cotan  A; 

sec  (180o  —  A)  as  —  sec  A; 

cosec  (180°  —  A)  ==  cosec  A 

From  these  equations  it  is  to  be  understood,  that  in  applying  to 
obtuse  angles  trigonometrical  formulae  which  were  originally 
intended  for  acute  angles,  the  algebraical  signs  of  all  sines  and 
cosecants  of  such  angles  are  to  be  kept  unchanged,  and  those  of 
cosines,  tangents,  cotangents,  and  secants  reversed. 

In  analytical  geometry  a  further  distinction  is  drawn  between 
the  sines  of  angles,  whether  acute  or  obtuse,  lying  to  the  right  and 
left  of  a  fixed  direction,  which  are  regarded  as  positive  and  negative 
i-espectively.  In  geodesy  it  is  unnecessary  to  introduce  that  dis- 
tinction, except  in  one  case,  to  be  explained  afterwards. 

III. — Trigonometrical  Functions  of  Two  Angles. 

8mA  =  2sin4.cos^=— — a — ~  A  -\  /  1~ cos2  A  go) 

2  2      cotan  -±  +  tan  ~      V  2  v     ' 

2  2 

cos  A  =  cos*4  —  sin2  £=  1  --  2sin2  £=  2  cos*  ^  —  1  ==  ' 
2  2  2  2 


A  A 

cotan  -g  —  tan  j  /l+cos2A 

=  V  2 


cotan  -r  -f  tan  - 
2  T  2 


H"-> 


TRIGONOMETRICAL  FUNCTIONS  OF  TWO  ANGLES. 
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tan  A  = 


cotan tan  — -       v     1 

Jt  2 


sin  2  A 


+  cos2  A 
1  —  cos2A 


(12.) 


l  +  cos2A""      tdnU    " 
Let  A  and  B  be  any  two  angles. 

sin  (A  +  B)  =  sin  A  cos  B  +  cos  A  sin  B ; (13.) 

sin  (A  —  B)  =  sin  A  cos  B  —  cos  A  sin  B; (14.) 

cos  (A  +  B)=cos  A  cos  B —  sin  A  sin  B; (15.) 

cos  (A  —  B)  =  cos  A  cos  B  +  sin  A  sin  B ; (16.) 

■-<*+■>- 1 -i*".' <■'■) 


tan  (A  —  B)  = 


tan  A  —  tan  B 
1  +  tan  A  tan  B  y 


(18.) 


sinA  +  sinB  =  28inA+2.co8  A"~"  B; ...  (19.) 

2  2 

sin  A  — sin  B  =  2  sin  ^-^?.  cos  ^J-?; (20.) 


cosA  +  cosB  =  2cos  ^t-?.  cos  Azi?; ...  (21.) 


2 


2 


cos 


B  — cos  A=  2  sin  ^ZL?.  sin  A  +  B ; ...  (22.) 

2  2 


to  A  +  tm  B  «  *L&±=1; .-. 

cos  A .  cos  B 


tanA-tanB=    *&=$ ; 

cos  A  cos  B 


octanA  +  cotanB  =  55^+^; 

sin  A  •  sin  B 


(23.) 


(24.) 


(25.) 


cotan  B — cotan  A  =    ...    -J: 

sin  A  sin  B 


(26.) 
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sin2  A  —  sin2 B  =  cos2 B — cos2  A  =  sin  (A  — B)  '1 /0*\ 

sin(A+B); JV47"' 

cos2  A  —  sin2  B=cos2B  —  sin2A  =  cos(A  —  B)  )  /OQ  * 

cos(A  +  B); /  V28-) 

tan2A-tan2B-  sin  (A  ~  B)  sin  (A  +  B)  (m 

cos2  A  •  cos2  B  v     ' 

cotan*  B  -  cotan*  A  =  "a  ( A  -  B)  •  sin  ( A  +  B)  M  } 

ain2A*sin2B         '       v      ' 

IV.  Formula  for  the  Solution  of  Plans  Triangles. — Ail  these 
formulae  are  deduced  from  the  two  following  principles  : — 

The  sum  of  the  three  angles  of  a  plane  triangle  is  equal  to  two 
right  angles. 

The  sides  of  a  plane  triangle  are  proportional  to  the  sines  of  the 
opposite  angles. 

When  the  computations  are  to  be  made  without  the  aid  of 
logarithms,  the  simplest  formulae  are  the  best ;  but  when  logarithms 
are  used,  formulae  of  greater  complexity  are  often  employed,  in 
order,  as  far  as  possible,  to  dispense  with  additions  and  subtrac- 
tions, and  make  the  calculation  consist  of  multiplications  and 
divisions. 

Fig.  22  represents  a  plane  triangle,   whose  three  angles   are 

%    denoted  by  A,  B,  0,  and  the  three  sides 
respectively  opposite  them  by  a,  b,  c. 

The  following  equations  express  in  vari- 
ous forms  the  relation  between  the  three 
angles,  and  enable  this  problem  to  be 
solved,  given,  two  of  tJie  angles,  or  trigono- 
metrical functions  of  them :  to  find  the  third 


Fig.  22. 
angle,  or  a  trigonometrical  function  of  it. 

A  +  B  +  C=180°;. 

Let  A  and  B  be  given ;  then 

C=180°  —  A  —  B; 


(31.) 


(32.) 


sinC  =  sin(A  +  B);  cos  C  =  —  cos  (A  +  B);  ...  (33.) 


.      n     tanA+tanB    .      C  A  +  B 

^C  =  tanAtiuiB~l;t^2-==COtan~2~''^34':> 
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Problem  First. — tth—  *»  i^in  ■■!  ■■«  nw«  ■■«  gtnajnt  ci  bo 
the  given  side;  then  the  other  two  aides  are 

.  sinB  sinC  ,     x 

6  =  a'aEA;C=sa'5nA; P*> 

or  by  logarithms, 

log  b  =  log  a  +  log  sin  B-log  sin  A; )  ,**     v 

log  c  =  log  a  +  log  sin  C  —  log  sin  A.  /  *         ' 

PROBLEM  SECOND. — Wbea  Twt  SMm  and  the  lactaM  Angto  are 

sires,  let  a,  6,  be  the  given  sides,  G  the  given  included  angle; 
then 

1.  To  find  the  third  side,  the  simplest  formula  is, 

c=  J(a*  +  b*-2abcoaC)',  (36.) 

(observing,  that  if  0  is  obtuse,  the  third  term  within  the  brackets 
is  to  be  added  instead  of  subtracted). 

But  this  formula  being  unsuitable  for  logarithmic  calculation, 
one  or  other  of  the  following  processes  is  substituted  for  it. 

First  Method: — 

make  sin  D=    *   .  .cos— :  then 

a  +  6  2' 

c=(a  +  b)  cos  D (37.) 

Second  Method : — 

make  tan  E  =  2  J*6,  sing;  then 

a  -  b  2 

c=(a-b)  sec  E. (3a) 

2.  To  find  the  remaining  angle*,  A  and  B. 
If  the  third  aide  has  been  computed, 

sin  A=-  •  sin  0;  sin  B=  --sin  0 (39.) 

c  o 

If  the  third  side  has  not  been  computed, 

A4B      ^     C   .      A-B    a-b     .      0  ^ 
tan.__=c^n^;tan-^  =  (r5Tcotan5-;l 

A+B    A-B    p    A+B    A-B         (K     } 
A*-~ 2~+"^";  2,  2~ *        ) 
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PROBLEM  THIRD. — Whea  the  Three  Sides  ere  ghri 

To  find  any  one  of  the  angles,  such  as  0,  the  simplest  formula  is 
the  following : — 


C08  O  = -n . — 

2ab 


(41.) 


but  this  formula  being  unsuited  for  logarithmic  calculation,  one  or 
other  of  the  four  following  formula)  is  employed  instead  when 
logarithms  are  used.  Let  the  half-sum  of  the  sides  of  the  triangle 
be  denoted  by 


a  +  b  +  c    xl 
*  =  — 0 — j  then 


(42.) 


n  C  C 

When  ^  is  a  large  angle,  the  expressions  for  cos  <r  and  cotan- ^ 

are  the  most  convenient  in  calculation;  when  it  is  a  small  angle, 

C  C 

those  for  sin  -^  and  tan  ~  are  to  be  preferred.     A  fifth  formula,  less 

used  than  the  preceding,  is 


.    n      2j8(8-a)(8-b){8-c). 

a  o 


sin 


(43) 


but  this  is  unsuitable  if  C  is  nearly  a  right  angle. 

PROBLEM  FOURTH. — Twe  Bides  ^Iren,  aed  the  Aegle  eppeelte  eec  ef 

n  ihe»B.— In  fig.  23,  let  A  be  the  given  angle, 

and  a,  c,  the  given  sides,  of  which  a  is  opposite, 
A.     The  sine  of  the  angle  opposite  c  is  given  by 
the  expression, 


Fig.  28. 


-.  sin  A: 
a 


(44.) 


but  this  may  apply  either  to  the  acute  angle  C  or  to  its  supplement, 
the  obtuse  angle  C'=  180°-  C;  C  and  tf  being  the  two  points  in 
the  straight  line  AC'C  which  are  at  the  distance  a  from  R  Unless, 
therefore,  it  is  known  by  observation  whether  the  angle  opposite 
the  side  c  is  acute  or  obtuse,  the  solution  of  the  problem  is  ambigu- 
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ous.  Should  that,  however,  be  known,  the  angles  can  be  computed, 
and  thence  the  remaining  side,  by  the  method  of  the  first  problem. 
In  general,  problems  that  fall  under  the  fourth  case  ought  to  be 
avoided  in  surveying,  especially  when  the  angle  opposite  c  is  nearly 
a  right  angle. 

In  all  trigonometrical  problems,  it  is  to  be  borne  in  mind,  that 
small  acute  angles,  and  large  obtuse  angles,  are  most  accurately 
determined  by  means  of  their  sines,  tangents,  and  cosecants,  and 
angles  approaching  a  right  angle  by  their  cosines,  cotangents,  and 
secants. 

Problem  Fifth. — To  mi™  a  Right-angled  Triangle. — All  the  pre- 
ceding formulae  are  applicable  to  this  case ;  but  they  become  very 
much  simplified  owing  to  the  values  assumed  by  the  trigonometrical 
functions  of  the  right  angle,  viz. : — 

Sin  90°  =1;  cos90°=0;  tan  90°  infinite;  ootan  90°  =  0;  sec 
903  infinite ;  cosec  90°=  1. 

Let  C  denote  the  right  angle ;  c  the  hypothenuse  ;  A  and  B  the 
two  oblique  angles ;  a  and  b  the  sides  respectively  opposite  them. 
Then  A  and  B  are  complementary  angles,  and  the  sine  of  each  is 
the  cosine  of  the  other,  as  explained  under  Head  IL  of  this  article. 
The  following  cases  may  be  distinguished : — 

1.  Given,  the  right  angle,  another  angle  B,  the  hypothenuse  c. 
Then 

A  =  90°-B;  a  =  ccosB;6=cainB. (45.) 

2.  Given,  the  right  angle,  another  angle  B,  a  side  a, 

A=90°-B;  6  =  atanB;  c  =  a-secB (46.) 

3.  Given,  the  right  angle,  and  the  sides  a,  b, 

tanA=j;  tanB=|;  c=Ja*  +  b* (47.) 

4.  Given,  the  right  angle,  the  hypothenuse  c ;  a  side  a, 

ainA=co8B=— ;  b=zJc*—oT.  (48.) 

5.  Given,  the  three  sides  a,  b,  c,  which  fulfilling  the  equation 
c*  = a1  +  b*,  the  triangle  is  known  to  be  right-angled  at  C. 

on  As-;  sinB=- (49.) 
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Problem  Sixth. — To  express  the  area  of  a  plane  triangle  in  terms 
of  ite  sides  and  angles. 

Case  1.  Given,  one  side,  c,  and  the  angles. 

_c*    sin  A  sin  B 
Area~  2  *      sin  0        -  (50' 

Case  2.  Given  two  sides,  b,  c,  and  the  included  angle  A. 

.            6  c  •  sin  A  ,  .  . 

Area  = ^ (*!•) 

Case  3.  Given,  the  three  sides.     See  Article  32,  page  33. 

V.  Formula  for  the  Solution  of  Spherical  Triangles. 

These  formulae  are  all  consequences  of  the  two  following 
principles : — 

The  sum  of  the  three  angles  of  a  spherical  triangle  exceeds  two  right 
angles  by  an  angle  which  oears  the  same  proportion  to  four  right 
angles  that  the  area  of  the  triangle  bears  to  the  surface  of  tlie  liemi- 
sphere. 

The  sines  of  the  angles  of  a  spherical  triangle  are  proportional  to 
the  sines  of  the  angles  subtended  at  the  centre  of  the  sphere  by  the  sides 
to  which  they  are  respectively  opposite. 

Problem  First. — To  compute  approximately  the  angles  sub- 
tended by  arcs  on  the  earth's  surface,  and  vice  versd. 

In  this  calculation  it  is  sufficiently  accurate  for  the  purposes  of 
engineering  geodesy  to  treat  the  earth's  surface  as  a  sphere  of  the 
diameter  stated  in  Article  3,  p.  2,  viz. : — 

41,778,000  feet  =  7912£  statute  miles; 

so  that,  referring  to  the  present  Article,  Division  I.,  p.  37,  for  the 
proportions  borne  to  the  radius  by  arcs  subtending  various  units  of 
angle,  we  find,  for  the  mean  lengths  of  such  arcs  on  great  circles  of 
the  earth's  surface,  the  following  values, —  * 

*  If  it  is  desired  to  compute  the  lengths  of  small  ares  on  great  circles  somewhat 
more  precisely,  the  following  formula)  may  be  need: — 

Let  3  denote  the  difference  between  the  latitude  of  the  place  and  45°,  the  sign  + 
er —  indicating  whether  that  latitude  is  greater  or  less  than  46°.  Than  the  length 
in  feet  of  an  arc  of  the  meridian  which  subtends  one  minute  is 


^1=3=    J0Q     J, 


m=:607C*6  (  izfcr-ann-    j  (1.) 
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Mean  length  in  Feet  Logarithm. 

Arc  equal  to  radios, 20,889,000  7*3199176 

Arc  subtending  one  degree, 364,582  5*5617950 

Arc  subtending  one  minute, 6076-36  37836437 

Arc  subtending  one  second, ioi'273  2*0054925 

Hence,  let  a  be  the  length  in  feet  of  an  arc  on  the  earth's  surface ; 
*,  the  angle  subtended  by  it  in  seconds ;  then 

*==  a  -f- 101  -273  nearly (52.) 

Problem  Second. — To  compute  approximately  the  sines  of  the 
angles  subtended  by  small  arcs  on  the  earth's  surface,  and  vice  versd. 

Let  -  be  the  ratio  of  a  small  arc  a  to  the  earth's  radius  r  :  «  the 

r  ' 

angle  subtended  by  it.     Then  it  is  known  that  the  two  following 


the  length  in  feet  of  an  arc  subtending  one  minute,  on  a  great  circle  perpendicular  to 
the  meridian,  is 


»'=6076-S6  [l+mzt=  WJ; (2.) 


and  the  length  in  feet  of  an  arc  subtending  one  minute  on  a  great  circle  which  makes 
an  angle  i  with  the  meridian,  is 

oi"=smcosV  +  ni'sinV  (3.) 

The  mean  length  of  all  the  arcs  subtending  one  minute  on  great  circles  which  can  be 
drawn  through  a  given  point  is 


m+mf 
~2~ 


=  6076-36 


/,       1      .    8in2J\ 

0+6-oo^-aUoJ <*•> 


At  the  parallel  of  30°  of  latitude,  which  divides  the  surface  of  the  hemispheroid  into 
two  nearly  equal  parts,  the  factor  of  this  expression  within  the  brackets  is  reduced  to 
unity,  and  the  length  of  the  arc  to  its  mean  value ;  and  the  area  of  the  surface  of  the 
spheroid  is  almost  exactly  equal  to  that  of  a  sphere  of  the  radius  of  20,889,000  feet, 
corresponding  to  that  value  of  the  arc.  It  is  for  these  reasons  that  6076*86  feet  has 
been  adopted  in  this  work  as  the  true  mean  length  of  a  nautical  mile,  rather  than  the 
length  of  a  minute  of  the  equator. 

The  area  in  square  feet  of  a  square,  each  of  whose  sides  subtends  one  minute  at  a 
given  latitude,  is 

»«'=(6076.36)«-  (l  +  ^0- =*=^) nearly;  (5.) 

and  this  quantity  also  has  its  mean  value  at  the  parallel  of  30°;  viz.  (6076*36)*. 
The  length  in  feet  of  a  minute  of  longitude  is  given  by  the  formula 

w^ssm" cos  'latitude  (6.) 

In  the  preceding  formulas,  the  figure  of  a  level  surface  is  treated  as  if  it  were  an 
tact  spheroid  of  revolution  with  the  polar  and  equatorial  diameters  in  the  ratio  of 
699  to  601,  and  no  account  is  taken  of  various  irregularities  in  the  form  of  that  sur- 
face, whose  existence  has  been  proved,  but  which  have  not  yet  been  reduced  to  any 
genatml  principle,-  ■  (Sea  "Addenda/*  p.  xr. ) 
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series  give  approximations  to  the  value  of  each  of  those  quantities 
in  terms  of  the  other; 

—  =  sin  «  +.— 0  0 .  sin  8*  +  x  ,  e  sin  5«  +  Ac.  •..  (54.) 
r  12-3  2-4-5  x     ' 

In  most  cases  which  occur  in  engineering  geodesy,  the  first  two 
terms  of  each  of  those  series  are  sufficient,  and  they  may  he  thus 
expressed  : — 

sin  «  =  "(l  -^nearly;  (55.) 


-  =  sin«f  1  +  — ^-^jnearly. (56.) 


For  logarithmic  calculation .  the  following  approximate  formula 
arc  convenient : — 


a        **^^t  a2 


log  sin  «  =  log •  0723824  -s- 

T  f* 


=  log  a  (in  feet) -7-3199176-  -0723824^; ..  (55  a.) 

log  a  (in  feet)  =  7-3199176  +  log  sin  «  +  •  0723824  sin  2*  (56  a.) 
(•  0723824  =  modulus  of  the  common  logarithms  -f-  6.) 

Problem  Third. — Given,  the  area  of  a  spherical  triangle  on  the 
earth's  surface ;  to  find  the  excess  of  the  sum  of  the  three  angles 
above  two  right  angles  (or  as  it  is  called,  the  "spherical  excess"). 

Let  S  be  the  area  of  the  triangle,  r  the  earth's  radius,  X  the 
spherical  excess ;  then 

X  =  360°-  iU 

g 
=  angle  subtended  by  arc  equal  to  radius  •  -^; (57.) 

that  is  to  say — 

v  ,.  ,  .      206264-8  S  (in  square  feet) 

X  (in  seconds)  =      436>350^21,000,000 

_    S  (in  square  feet)  .-R  . 

""  2,1 15,500,000  nearly5   <     ' 

or  by  logarithms, 

k   log  X  (in  seconds)  =  log  S  (in  square  feet)— 9  3 254 101...  (58  A.) 


sor-cnoir  or  a 
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Id  Mating  rules  for  the  solution  of  spherical  triangles,  the  word 
"  aide  "  is  used  for  brevity's  sake,  when  "  the  angle  subtended  by  a 
side  at  die  centre  of  the  sphere"  is  meant.  In 
fig.  24,  A,  B,  C  are  the  three  angles  of  a  spherical 
triangle;  a,  b,  c,  the  sides  respectively  opposite 
them.  The  angles  subtended  respectively  by  these 
sides,  which  angles  are  called  "  the  sides "  in 
atsting  the  roles,  will  be  denoted  by  «,  fi,  y,  * 

Pboblex  Fourth. — Given,  two  angles  of  a 
spherical  triangle,  and  the  side  between  them ;  to 
find  the  remaining  sides  and  angle — 

Let  A,  B  be  the  given  angles,  and  y  the  given 
side.     Then  to  find  the  remaining  Jdes  m  and  fl — 
A-B 


Fig.  14. 


+  fi     «-3. 


m+$    «-3 


To  find  the  remaining  angle  C,  we  have  the  proportion — 

sin  «  :  sinfl  :  aii]  y  :  :  aiu  A  :  sin  B  :  sin  C. (GO.) 

Problem  Fifth. — Given,  two  sides  of  a  spherical  triangle  and 
the  angle  between  them ;  to  find  the  remaining  aide  and  angle — 
Let  «,  6  be  the  given  aides;  C,  the  given  angle. 
Firtt  MtlhodL — -To  find  the  remaining  side  y; 

cos  y  =  cos  <**  cos  £ -t- sin  »'sin  S •  cob  C  :  (*>3.) 

bat  this  formula  being  ununited  to  calculation  by  logarithms,  the 
following  has  been  deduced  from  it; 


Make  sin  D  =  cos-; 


■  a/ sin  «■  sin /J;  then 

and  to  find  the  remaining  angles,  we  have  the  proportion, 

..(63.) 


:  sin  fr  :  :  sin  C  ;  sin  A  :  sin  B.  . 


Sammd  Mttiod. — To  find  the  remaining  angles,  A,  R 

—M        ,      C 

—  .oot*n-5 


.     A  +  B 
taa-s- 


..(6*.) 


A+B     A-B 


B  = 


A+B     A-B 


The  remaining  side  y  is  found  by  the  proportion  (63). 

Problem  Sixth. — The  three  sides  of  a  spherical  triangle  being 
given ;  to  find  the  angles — 

Let  C  be  the  angle  sought  in  the  first  instance.     Then 


cosC=       y.  ";    (65.) 

sin » -sinS       '  v     ' 

bat  as  this  formula  is  not  adapted  for  logarithmic  calculation,  one 
or  other  of  the  following,  which  are  deduced  from  it,  is  to  be  em- 
ployed for  that  purpose : — 

I*.-S±j±»' 

0 


0      .    /sin.  •  sin  (r-,.)      .   0      .   /i 


denote  the  half  sum  of  the  sides . 
C 


.(.-  .)(m.- 

.   0 


(66.) 


cos  ■    is  best  when  ^  approaches  a  right  angle;  sin  ^  when  -  in  amnJL 

These  formulas  will  serve  alike  to  compnte  any  angle.  If  it  in 
desired  to  express  the  angle  sought-  by  A  or  by  B,  the  following 
substitutions  are  to  bo  made  in  the  formula; : — 

For  the  following  symbols  in  the  formula  for  C, ...     *    $    v 
Substitute  respectively  in   the  formula  for  A,  ...     fly* 
—  —  —  —         for  B,  ...     y     m     9 

Problem  Seventh. — In  a  right-angled  spherical  triangle,  the 
right  angle  and  any  two  other  parts  being  given,  to  find  the  remain- 
ing parts. 

Let  G  be  the  right  angle,  and  y  the  side  opposite  to  it 

Case  1. — Two  sides   being  given,  the  third  is  found  by  the 


s  » -cos y9  =  cosy; 


...(67.) 
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Lnd  the  oblique  angles  by  the  equations — 

cos  A  =  colony  tan  0;  cos  B  =  cotan  y  ■  tan  «;  ...(68.) 
>r  by  the  equations — 

cotan  A  =  cotan  «•  sin  P;  cotan  B= cotan  $  -sin  «....(69.) 
Case  2. — Given,  a  side  («)  and  the  opposite  angle  (A).     Find 
die  side  fi  by  the  formula — 

sin  0  =  tan  «■  cotan  A;  (70.) 

then  find  y  by  (67)  and  B  by  (68)  or  (69). 

Case  3. — Given,  a  side  (*)  and  the  adjacent  angle  (B).  Find 
the  side  v  by  the  formula — 

cotan  y  =  cos  A'cotao.0; (71.) 

then  find  *  by  (67)  and  B  by  (68)  or  (69). 
Case  4. — Given,  two  angles,  A,  B — 

coe«i  =  — .— =;  <xeP=-. — r:  cos  -/-cotan  A'cotnn  B.  (72.) 
sinB'  wnA*  v     ' 

TX  Approximate  Solutions  of  Spherical  Triangles,  used  in 
Trigonometrical  Surveying. 

As  the  largest  triangles  formed  in  trigonometrical  surveying  do 
not  measure  more  than  100  miles  in  the  side,  and  the  ordinary 
triangles  much  less,  the  curvature  of  the  arcs  forming  their  sides 
is  very  slight,  and  their  areas  are  very  small  fractions  of  that  of  a 
hemisphere  of  the  earth ;  and  consequently  approximate  methods 
of  calculation  can  be  applied  to  them,  by  which  much  of  the 
labour  is  saved  that  would  be  required  by  a  strict  adherence  to  the 
rules  of  spherical  trigonometry. 

Problem  Fibst.— Given,  in  a  triangle  on  the  earth's  surface  the 
length  of  one  side,  e,  and  the  adjacent  angles,  A,  E;  to  find 
approximately  the  third  angle,  G. 

Calculate,  by  equation  50,  p.  46,  the  approximate  area,  of  the 
triangle,  as  if  it  were  plane.  From  that  area,  by  equation  58,  or 
58  a,  p.  48,  calculate  the  "  spherical  excess  "  X.     Then 

C  =  180'  +  X-A-R  (73.) 

Problem  Second. — To  find  approximately  the  remaining  sides, 
a,  b,  of  the  same  triangle.  Let  «,  P,  y  be  the  angles  subtended  by 
the  sides. 

Method  FirM  (By  spherical  trigonometry). — Find  the  arc  y  sub- 
tended by  the  given  side  e  by  equation  52,  p.  47;  or  else  find 
sin  ■/  directly  from  c  by  equation  55  or  55  A,  p.  48.     Then 

sin  A  sin  y     .    .    sinBsiny  ,,, , 

sin»  = .     ~  -*-;sini3=  — ^-r-, — ; (74.) 

sinC  am  (J     '  v     • 
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from  which  find  s  and  $  in  seconds ;  then  the  lengths  of  the  sides  in 
feet  are — 

o  =  101-273.;  6  =  101-273,8; (75.) 

or  a  and  b  may  be  calculated  directly  from  sin  ■  and  sin  A  by  equa- 
tion 56  or  96  a,  p.  48. 

Method  Second  (By  plane  trigonometry). — From  each  of  the 
angles  subtract  one  third  of  the  spherical  excess,  and  then  treat  the 
triangle  as  if  it  were  plane.     That  is  to  say — 

Problem  Third. — Given,  in  a  triangle  on  the  earth's  surface,  two 
aides  a,  b,  and  the  included  angle  C;  to  find  the  remaining  side,  e, 
and  angles,  A,  B. 

Method  First  (By  spherical  trigonometry). — As  in  the  last  prob- 
lem, find  the  angles  *,  3,  subtended  by  the  sides,  by  means  of 
equation  52,  p.  47,  or  the  sines  of  those  angles  by  means  of  equation 
56  a,  p.  48.  Then  solve  the  triangle  aa  a  spherical  triangle,  by  means 
of  equations  62  and  63,  p.  49,  or  equation  64,  p.  50.  Lastly,  make 
o  in  feet=  101-273-/ in  seconda (77.) 

Afetfuxl  Second  (By  plane  trigonometry ), — Compute  the  approxi- 
mate area  by  equation  51,  p.  46,  aa  if  the  triangle  were  plane; 
thence  compute  the  spherical  excess  X  by  equation  56  or  58  A,  p. 
46,  and  deduct  one-third  of  it  from  the  given  angle.  Then  consider 
the  triangle  as  a  plane  triangle,  in  which  are  given  the  two  sides  a,  b, 

and  the  included  angle  C  =  C  -  ■=-.  Find  the  third  side  c  by  equa- 
tion 37,  or  equation  38,  p.  43;  and  the  remaining  angles  A',  B*,  of 
die  supposed  plane  triangle,  hy  the  equations  39  or  40,  p.  43;  and 
for  the  remaining  angles  of  the  real  spherical  triangle,  take 

A  =  A'+~;B  =  B+^ (78.) 

Problem  Fourth. — To  diminish  as  far  as  possible  the  effects  of 
small  errors  in  angular  measurements. 

Such  small  errors  are  detected  by  measuring  the  whole  three 
angles  of  a  spherical  triangle,  and  adding  them  together.  If  the 
measurements  are  perfectly  correct,  we  shall  find 

A  +  B  -f-  C  =  180°  +  X, 
(X  being  the  spherical  excess,  if  it  is  appreciable).     But  if  small 
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errors   have   been   committed 
find 

A'  +  F  +  C=180°  +  X 


where  E  is  the  total  e 
the  corrected  angles  a: 

A  =  A'  = 


measuring  the  angles,  we  shall 
E, 
oat  probable  values  of 


for.     Then  for  the  most 
i  to  be  taken 


E 


..(79.) 


The  correction  of  each  angle  being  one-third  of  the  total  e 
opposite  in  sign. 

34.  The  ThM4*iite  is  an  instrument  whose  chief  use  is  to 
angles  in  a  horizontal  plane,  or  " azimuths"  and  which  is  occa- 
sionally used  to  measure  also  vertical  angles,  or  altitudes  and 
depressions. 

When  the  word  Asimut/t  is  used  without  qualification,  it  usually 
means  the  number  of  degrees,  minutes,  and  seconds  by  which  the 
direction  of  a  vertical  plane  passing  through  a  station  and  a  given 
object  deviates  to  the  right  of  a  vertical  plane  passing  through  the 
station  and  the  North  Pole.  When  "  Magnetic  Azimuth"  is  speci- 
fied, the  angular  deviation  is  reckoned  from  the  magnetic  meridian 
instead  of  the  true  meridian. 

But  the  relative  azimuth  of  any  two  objects  may  be  measured  at 
a  given  station;  that  is  to  say,  the  number  of  degrees,  minutes,  and 
seconds  by  which  a  vertical  plane  traversing  the  station  and  one  of 
the  objects  deviates  to  the  right  of  a  vertical  plane  passing  through 
the  station  and  the  other  object. 

An  azimuth  exceeding  180"  denotes  that  the  direction  of  the 
object  to  which  it  is  measured  lies  to  the  left  of  the  direction  from 
which  azimuths  are  measured,  by  an  angle  equ»l  to  the  difference 
between  the  azimuth  and  360*. 

For  example :  in  fig.  25,  let  A  denote  a  station;  A  B  the  direc- 
tion of  the  pole,  or,  as  the  case  may 
be,  of  the  object  from  which  azimuths 
are  measured,  and  which  is  held  to  p  _ 

have  the  azimuth  0°.  C  being  an  object  £  --Ox 

which  lies  to  the  right  of  A  B,  its  '"-.  \ 

azimuth,  being  the  number  of  degrees, 
4c.,  subtended  by  the  arc  b  c,  is  equal 
to  the  angle  B  A  C.  On  the  other 
hand,  D  being  an  object  lying  to  the 
left  of  A  B,  its  azimuth,  being  the 
number  of  degrees,  &c.,  subtended  by  jf 
the  arc  b'  d,  is  equal  to  the  difference 
between  the  angle  B  A  D  and  360°. 


Fig.  as. 


The  horizontal  angle  between  any  two  directions  is  the  difference 


of  their  azimuths,  if  that 


Fig.  SB. 


less  than  180°;  if  it  is 

than  180°,  the  excess  of 
360°  above  the  difference 
of  the  azimuths  is  the 
angle  between  the   diivc- 

Altitudes  and  depre&sum* 
are  the  angles,  alwayB 
acute,  which  the  directions 
of  objects,  as  seen  from  a 
given  station,  make  above 
and  below  a  horizontal 
plana  The  use  of  these 
angles  will  be  farther  ex- 
plained under  the  head  of 
Levelling. 

The  structure  of  theo- 
dolites varies  very  much; 
but  there  are  certain  essen- 
tial parts  which  are  com- 
mon to  all,  and  which  will 
now  be  enumerated,  com- 
mencing at  the  top,  as  they 
are  found  in  the  "  Transit 
Theodolite."  The  usual 
material  is  brass,  except 
for  the  "limb"  or  gradu- 
ated ring  of  each  of  the 
circles,  which  is  of  silver 
or  palladium 

I.  The  Tdaeope  AB 
consists  of  two  tabes,  one 
sliding  within  the  other. 
The  outer  tube  has,  at  its 
further  end  A,  the  object- 
glass,  which  forms  at  its 
focus  an  inverted  image  of 
the  object  looked  at.  The 
inner  tube  has,  at  its  nearer 
end  B,  a  combination  of 


§  asses  called  the  "eye-piece,"  which  magnifies  that  inverted  image, 
y  the  use  of  an  additional  tube  and  certain  additional  glasses,  an 
"  erecting  eye-piece"  may  be  formed,  which  makes  the  object  appear 
erect;  but  this  causes  loss  of  light,  aud  pflflamea  so  particular 
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Fig.  27. 


advantage.  By  moving  the  inner  tube  inwards  and  outwards  by 
a  rack  and  pinion,  turned  by  the  milled  head  b,  the  foci  of  the  object- 
glass  and  eye-piece  are  adjusted  till  they  coincide, 
which  is  known  by  the  distinct  and  steady  appear- 
ance of  the  image. 

At  the  common  focus  of  the  object-glass  and  eye- 
piece, where  the  inverted  image  is  seen,  there  is  a 
"diaphragm"  or  partition,  with  a  round  hole  in  the 
middle  crossed  by  three  spider's  lines,  or  equally 
fine  platinum  wires  (see  fig.  27);  one  horizontal,  A  £,  and  the 
other  two,  CD,  EG,  deviating  slightly  to  opposite  sides  of  a  ver- 
tical plane.  The  point  F  where  those  wires  cross  each  other  should 
be  exactly  in  the  axis  or  "line  of  colliTnation"  of  the  telescope ;  and 
the  heads  of  four  screws  for  adjusting  it  to  that  position  are  shown 
at  a,  a,  a,  a,  in  fig.  26. 

II.  lThe  Spirit-Level  e  is  attached  to  the  outer  telescope-tube 
by  screws,  by  means  of  which  it  can  be  set  exactly  parallel  to  the 
line  of  coUimation ;  so  that  when  the  air-bubble  is  in  the  centre  of 
the  level,  the  telescope  is  horizontal.  The  construction  and  use  of 
jpirit-levels  will  be  further  explained  under  the  head  of  levelling. 

TITT  The  Horizontal  Axis  C,  when  the  instrument  is  in  adjust- 
ment, is  exactly  at  right  angles  to  the  line  of  collimation,  and 
exactly  level ;  jo  that  the  telescope  may  turn  about  on  the  bearings 
of  that  axis  in  a  truly  vertical  plane. 

TV.  The  Frames  or  Supports  (D,  D,)  of  the  horizontal  axis  are  high 
enough,  in  the  transit  theodolite,  to  admit  of  the  telescope  being 
turned  completely  over  in  a  vertical  plane ;  a  motion  which  is  use- 
ful in  making  certain  observations.  In  Colonel  Everest's  theodo- 
lite the  supports  are  made  low,  for  the  sake  of  compactness;  but 
the  telescope  may  be  turned  completely  over  when  required,  by 
lifting  the  horizontal  axis  out  of  its  bearings.  In 
the  common  theodolite  the  telescope  is  not  fixed 
in  the  middle  of  that  axis,  but  is  supported  in  two 
forked  rests  called  Y's,  at  the  ends  of  a  bar  which 
is  fixed  at  right  angles  to  the  horizontal  axis ;  so 
that  the  telescope  can  be  turned  end  for  end  by 
lifting  it  out  of  the  Y's.  When  not  required  to  be 
lifted  out,  the  telescope  is  clasped  firmly  in  its  Y's 
by  two  semicircular  arcs  called  "clips,"  which 
are  hinged  to  the  Y's  at  one  side  and  fastened  with  pins  at  the 
other. 

V.  The  Vertical  Circle  or  Altitude  Circle  E  is  fixed  upon  the 
horizontal  axis.  It  is  divided  into  four  quadrants,  the  degrees 
in  each  of  which  are   numbered  from   0°  to  90°.  as    indicated 


Fig.  28. 


in  the  sketch,  fig.   28.     The  two   0's  are  at  the  ends  of  the 
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diameter  parallel  to  the  line  of  collimation  of  the  telescope;  the 
two  90's  at  the  ends  of  the  diameter  perpendicular  to  the  former. 
There  are  two  indices  with  verniers,*  at  opposite  ends  of  a 
horizontal  bar,  read  by  the  microscopes  e,  e;  when  the  line  of  col- 
limation is  horizontal,  each  of  those  indices  reads,  or  ought  to 
read,  0°. 

In  directing  the  telescope  to  any  object,  it  is  turned  at  first  by 
hand  as  nearly  in  the  required  direction  as  possible;  then  the 
vertical  circle  is  "  clamped,"  by  turning  a  damp-screw  which  lays 
hold  of  its  lower  edge ;  and  then,  by  the  tangent-screw  d,  a  slow 
motion  is  given  to  the  circle  and  telescope  until  the  line  of  collima- 
tion points  exactly  towards  the  object. 

In  Colonel  Everest's  theodolite,  instead  of  a  complete  vertical 
circle,  there  are  two  opposite  sectors  of  about  90°  each,  so  as  to  be 
capable  of  measuring  altitudes  and  depressions  as  far  as  45°;  and 
the  spirit-level  is  attached  to  the  index-bar,  instead  of  to  the 
telescope. 

In  the  common  theodolite,  instead  of  a  vertical  circle  there  is  a 
semicircle  only,  having  but  one  index  and  vernier. 

VI.  The  Vernier-Plate  F  (fig.  26),  is  a  circular  plate,  fixed  on 
the  top  of,  and  exactly  perpendicular  to,  the  inner  vertical  axis  (con- 
cealed in  the  figure).  It  carries  at  its  sides  the  supports  D,  D,  of 
the  horizontal  axis,  in  its  centre  a  magnetic  compass  with  a  glass 
top,  and  near  its  edge  a  pair  of  spirit-levels  ft  f,  at  right  angles  to 
each  other.  At  two  points  on  its  edge,  diametrically  opposite  to 
each  other,  are  two  indices  with  verniers,  read  by  means  of  the 
microscopes  <7,  g.  (In  many  theodolites  there  is  but  one  microscope 
for  this  purpose,  which  is  shifted  round  to  the  one  or  the  other 
vernier  as  required.) 

In  Colonel  Everest's  theodolite  the  place  of  the  lower  horizontal 
circle  is  supplied  by  three  horizontal  arms  diverging  from  the  top 
of  the  inner  vertical  axis  at  equal  angles  of  120°,  and  having  indices 
and  verniers  at  their  ends;  and  instead  of  the  two  spirit-levels  fff, 
there  is  one  spirit-level  fixed  parallel  to  the  horizontal  axis. 

VII.  The  Horizontal  Circle  G  has  its  edge  or  limb  bevelled  to 
the  figure  of  the  frustum  of  a  cone,  and  graduated;  the  degrees 
being  numbered  continuously  round  it  towards  the  right,  up  to 

*  According  to  the  ordinary  construction  of  a  vernier,  its  total  length  consists  of 
a  number  of  divisions  of  the  primary  scale  less  by  one  than  the  number  of  smaller 
divisions  into  which  those  divisions  are  to  be  subdivided.  Suppose,  for  example, 
that  the  limb  of  one  of  the  circles  of  a  theodolite  is  divided  to  third  parts  of 
a  degree,  or  20',  and  that  it  is  to  be  subdivided  by  a  vernier  to  third  parts  of  a 
minute,  or  20",  each  subdivision  being  one-sixtieth  part  of  a  primary  division :  the 
length  of  the  vernier  will  be  60  —  1  =  69  divisions  of  the  primary  scale,  and  it  will 
be  divided  into  60  equal  parts,  each  equal  to  69-60ths  of  a  division  of  the  primary 
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360°,  as  indicated  by  the  sketch,  fig.  29.  The  faces  of  the  verniers 
sure  portions  of  the  same  conical  surface.  An  arm  projecting  from 
the  vernier-plate  (or  in  Colonel  Everest's  theodolite,  from  the  inner 
vertical  axis)  carries  the  clamp  H  for  laving  hold  of  the  circle 
after  the  telescope  has  been  turned  approximately  towards  an 
object  by  hand,  and  the  tangent-screw  I  for 
giving  the  vernier-plate  a  slow  motion  until 
the  line  of  collimation  points  exactly  towards 
the  object. 

The  size  of  the  circles  of  a  theodolite,  both 
horizontal  and  vertical,  and  the  minuteness 
of  their  graduations,  depends  on  the  extent 
and  accuracy  of  the  operations  for  which 
they  are  intended.  Four  inches  and  eight 
inches  in  diameter  are  about  the  extreme  F. 

limits  of  diameter  for  horizontal  circles  in  lg*     * 

those  made  for  any  ordinary  purpose,  though  a  few  have  been  made 
of  larger  sizes.  Those  most  commonly  used  in  surveying  have  circles 
of  five  inches  in  diameter,  divided  into  half-degrees,  and  subdivided 
by  the  verniers  to  single  minutes,  and  by  estimation  with  the  eye  to 
half  or  quarter  minutes.  For  such  purposes  as  the  principal  tri- 
angulation  of  the  survey  for  a  line  of  railway,  and  for  ranging 
curves,  a  larger  theodolite  is  requisite:  it  is  generally  sufficient 
to  use  one  with  circles  of  six  inches  in  diameter,  divided  to  twenty 
minutes,  and  subdivided  by  the  verniers  to  twenty  seconds,  and  by 
estimation  with  the  eye  to  ten  seconds. 

VIIL  The  Outer  Vertical  Axis  K  is  fixed  to  the  horizontal 
circle,  and  is  a  tube,  containing  within  it  and  accurately  fitting 
the  inner  vertical  axis.  It  turns  round  on  a  ball-and-socket  joint 
at  its  lower  end;  and  is  clamped  in  any  required  position  by 
means  of  a  collar  with  a  tightening-screw  k.  From  the  collar 
projects  an  arm,  acted  upon  by  means  of  the  tangent-screw  t,  so 
as  to  give  a  slow  motion  in  azimuth  to  the  horizontal  circle  when 
the  outer  vertical  axis  is  clamped.  The  fixed  nut  of  this  screw  is 
attached  to — 

IX.  The  Upper  Parallel  Plate  L,  through  a  cylindrical  socket  in 
which  the  outer  vertical  axis  passes,  so  as  to  be  always  at  right 
angles  to  it  The  four  plate-screws  I,  I,  I  (and  a  fourth  concealed), 
serve  to  place  the  vertical  axes  truly  vertical,  by  adjusting  the 
position  of  the  plate  L  relatively  to— 

X.  The  Lower  Parallel  Plate  M,  to  the  centre  of  which  the  outer 
vertical  axis  is  attached  by  means  of  the  ball-and-socket  joint 
before  mentioned.     This  plate  is  screwed  upon — 

XI.  The  Staff-Head  N,  which  is  supported  by  three  strong 
wooden  legs.     In  the  middle  of  the  lower  side  of  the  staff-head, 
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directly  under  the  vertical  axis,  is  screwed  a  hook  (concealed 
in  the  figure),  from  which  a  plummet  is  hung,  in  order  to  ascertain 
whether  the  centre  of  the  theodolite  is  exactly  over  the  station 
on  the  ground. 

Instead  of  the  upper  parallel  plate,  Colonel  Everest's  theodolite 
has  three  diverging  arms  (fig.  30),  as  in  an  astronomical  circle, 
with  a  vertical  foot-screw  supporting  the  end  of  each.     The  lower 
end  of  each  acre-;/  has  a  shoulder,  by  means  of  which  it  is  held 
down  to   the  plate  which 
VeJ**  _^    forms  the  top  of  the  etaff- 

i**»\_         i  I  C~ ~ '■  head;  and  those  shoulders 

form  the  only  attachment 
between  the  staff-head  and 
the  instrument.  The  chief 
advantage  of  this  construc- 
tion is,  that  the  three  foot- 
screws  can  be  adjusted  with 
one  hand;  whereas  the  ad- 
justment of  the  four  plate- 
screws  in  the  ordinary 
construction  requires  both 

In  some  theodolites  a 
second  telescope  is  attached 
below  the  horizontal  circle, 
in  order,  by  directing  that 
telescope  on  an  object,  to 
test  whether  the  circle  has 
been  disturbed  during  the  interval  between  two  observations. 

35.  A(U»tneiM>  nf  iho  Thcndaiiic — The  adjustments  of  the 
theodolite,  as  well  as  those  of  every  other  surveying  instrument, 
may  be  distinguished  into  temporary  adjustments,  which  are  made 
by  the  user  of  the  instrument  each  time  that  it  is  set  up,  and  per- 
manent adjustments,  which  are  made  by  the  manufacturer,  and 
only  tested  and  corrected  occasionally  by  the  user. 

L  The  Temporary  Adjustment*  will  now  be  described,  on  the 
supposition  that  the  permanent  adjustments  are  correct. 

(1.)  Place  the  theodolite  at  the  station  by  the  aid  of  the  plumb- 
line  mentioned  in  Division  XI.  of  the  last  Article. 

(2.)  To  "level  the  instrument " — that  is,  to  place  the  vertical 
axis  truly  vertical — the  easiest  process  is  to  make  the  vernier- 
plate  truly  horizontal  by  means  of  the  spirit-levels/,/  For  that 
£urpose  it  is  to  be  turned  into  such  a  position  that  the  two  spirit- 
ivela  I,  I  shall  be  parallel  respectively  to  the  two  diagonals  of  the 
square  formed  by  the  plate-screws.     Then  the  bubble  is  to   be 
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brought  to  the  centre  of  each  level  by  turning  the  pair  of  plate- 
acrews  to  whose  plane  the  level  lies  parallel 

A  more  exact  adjustment,  however,  can  be  made  by  means  of 
the  level  c  attached  to  the  telescope,  because  it  is  larger  and  more 
delicate  than  those  attached  to  the  vernier-plate.  To  effect  this 
adjustment,  turn  the  vernier-plate  till  the  telescope  is  over  one  pair 
of  plate-screws :  by  the  aid  of  the  tangent-screw  d,  adjust  the 
vertical  circle  carefully  to  0° ;  turn  the  pair  of  plate-screws  under 
the  telescope  until  the  bubble  is  brought  to  the  centre  of  the  spirit- 
level  :  turn  the  vernieivplate  round  through  180°;  if  the  bubble 
now  deviates  from  the  centre  of  the  spirit-level,  correct  one-half  of 
the  deviation  by  the  tangent-screw  d,  and  the  other  half  by  the 
plate-screws  :  turn  the  vernier-plate  through  90°,  so  as  to  bring  the 
telescope  over  the  other  pair  of  plate-screws,  by  means  of  which 
bring  the  bubble  to  the  centre  of  die  level  again  :  the  vertical  axis 
is  now  truly  vertical. 

If  the  bubbles  are  not  now  at  the  centres  of  the  vernier-plate 
levels  fff9  those  levels  are  not  truly  perpendicular  to  the  vertical 
axis ;  but  the  correction  of  this  error  belongs  to  the  permanent 
adjustments. 

In  Colonel  Everest's  theodolite  the  vertical  axis  is  adjusted  by 
means  of  the  level  which  is  parallel  to  the  horizontal  axis,  by  first 
placing  that  level  parallel  to  a  line  joining  any  two  of  the  three  foot- 
screws,  and  bringing  the  bubble  to  the  centre  by  turning  one  or  both 
of  them,  and  then  turning  the  upper  part  of  the  instrument  through 
90%  and  bringing  the  bubble  to  the  centre  of  the  level  in  its  new 
position  by  means  of  the  third  foot-screw. 

(3.)  To  adjust  the  telescope  for  the  prevention  of  "  parallax  " — 
that  is,  to  bring  the  foci  of  the  glasses  to  the  cross-wires, — look 
through  the  telescope,  and  shift  the  eye-piece  in  and  out  until 
the  cross- wires  are  seen  with  perfect  distinctness.  Then  direct  the 
telescope  to  some  well-defined  distant  object,  and  by  means  of  the 
milled  head  by  shift  the  inner  tube  in  and  out  until  the  image  of 
the  object  is  seen  sharp  and  clear,  coinciding  apparently  with  the 
cross-  wires. 

The  latter  part  of  this  adjustment  has  to  be  made  anew  for  each 
new  object  at  a  different  distance  from  the  preceding  one.  The 
nearer  the  object,  the  further  must  the  inner  tube  be  drawn  out. 

A  good  test  of  the  adjustment  for  parallax  is  to  move  the  head 
from  side  to  side  while  looking  through  the  telescope.  If  the  ad- 
justment is  perfect,  the  image  of  the  object  will  seem  steadily  to 
coincide  with  the  cross-wires  :  if  imperfect,  the  image  will  seem  to' 
vraver  as  the  head  is  moved.  If  the  image  aeems  to  shift  in  the 
opposite  direction  to  the  head,  the  inner  tube  must  be  drawn  out 
further ;  if  in  the  same  direction,  it  must  be  drawn  inwards. 
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II.  The  Permanent  Adjustment*  should  be  tested  from  time  to 
time;  but  in  a  well-made  theodolite  they  will  seldom  require 
correction.  Before  testing  those  adjustments,  the  temporary  ad- 
justments should  be  made  with  care. 

(1.)  The  Adjustment  of  the  Line  of  Collimation,  in  a  transit  theo- 
dolite, and  also  in  Colonel  Everest's,  consists  in  placing  that  line 
precisely  at  right  augles  to  the  horizontal  axis.  To  effect  this, 
direct  the  line  of  collimation  towards  some  very  distinct  distant 
object,  bringing,  by  means  of  the  taugent-screw  of  the  horizontal 
circle,  the  cross-wires  to  coincide  in  azimuth  with  the  image  of  a 
well-defined  point  in  that  object  The  vertical  circle  should  be 
undamped.  Now  lift  the  horizontal  axis  out  of  its  bearings,  and 
replace  it  with  the  ends  reversed,  so  that  the  telescope  is  upside 
down  ;  if  the  cross-wires  now  coincide  in  azimuth  with  the  same 
object,  the  line  of  collimation  is  perpendicular  to  the  horizontal 
axis  ;  if  not,  one-half  of  the  deviation  is  to  be  corrected  by  shifting 
the  cross-wires  by  means  of  the  horizontal  adjusting-screws  of  the 
diaphragm,  and  the  other  half  by  the  tangent-screw  of  the  horizontal 
circle.  Reverse  the  horizontal  axis  again,  and  repeat  the  operation 
till  the  adjustment  is  perfect. 

In  the  transit  theodolite  there  is  another  mode  of  reversing  the 
telescope  to  perform  this  adjustment,  which  consists  in  turning 
the  telescope  over  on  its  horizontal  axis,  and  then  turning  it  round 
through  exactly  180°  in  azimuth. 

In  the  common  theodolite  the  line  of  collimation  is  adjusted  by 
turning  the  telescope  half  round  in  its  Y's  about  its  own  axis,  and 
observing  whether  the  cross-wires  continue  to  coincide  with  the 
same  object.  Should  they  deviate,  half  the  deviation  is  to  be 
corrected  by  the  diaphragm-screws,  and  the  other  half  by  the 
tangent-screw  of  the  horizontal  circle.  This  adjustment  places  the 
line  of  collimation  in  coincidence  with  the  axis  of  the  Y's.  The 
adjustment  of  the  latter  line  perpendicular  to  the  horizontal  axis  is 
left  to  the  instrument  maker. 

(2.)  The  Adjustment  of  the  Level  attached  to  the  Telescope  can  only 
be  effected,  in  the  transit  theodolite,  by  methods  which  will  be 
explained  in  treating  of  the  adjustment  of  levelling  instruments. 
The  same  may  be  said  of  the  adjustment  in  a  vertical  direction  of 
the  line  of  collimation.     (See  Art  50.) 

In  the  common  theodolite,  having  levelled  the  level  attached  to 
the  telescope  by  the  tangent-screw  of  the  vertical  circle,  lift  the 
telescope  out  of  the  Y's  and  set  it  down  again  turned  end  for  end. 
If  the  bubble  deviates  from  the  centre  of  the  level,  correct  half  the 
error  by  the  adjusting-screws  which  connect  the  level  with  the 
telescope,  and  the  other  half  by  the  tangent-screw  of  the  vertical 
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(3.)  To  ascertain  the  Index-error  of  the  Vertical  Circle,  set  the 
vertical  axis  truly  vertical  with  great  care,  as  described  under  the 
head  of  temporary  adjustments ;  set  the  spirit-level  on  the  tele- 
scope exactly  level;  observe  the  reading  on  the  vertical  circle;  if 
it  is  0°,  there  is  no  error;  if  it  differs  from  0°,  the  difference  is  an 
error  in  the  position  of  the  index  of  the  vertical  circle,  to  bo 
allowed  for  in  each  angle  measured. 

(4.)  The  Adjustment  of  the  Horizontal  Axis  exactly  jyerpoidicular 
to  the  Vertical  Axis  is  generally  left  to  the  instrument  maker;  but 
in  some  theodolites  there  are  adjusting-screws  for  the  supports  of 
the  horizontal  axis.  In  this  case  the  perpendicularity  of  the  hori- 
zontal to  the  vertical  axis  may  be  tested  by  directing  the  telescope 
on  an  object  whose  altitude  is  considerable ;  then  turning  it  round 
through  exactly  180°  in  azimuth,  and  turning  it  over  in  a  vertical 
plane  so  as  to  look  at  the  same  object.  If  the  cross-wires  can 
again  be  brought  to  coincide  with  the  object,  the  adjustment  is 
correct ;  if  not,  half  the  deviation  is  to  be  corrected  by  the  tangent- 
screw  of  the  horizontal  circle,  and  the  remainder  by  the  adjusting- 
screws  of  the  supports ;  and  the  operation  is  to  be  repeated  till  the 
adjustment  is  found  to  be  correct 

This  adjustment  may  also  be  tested  by  observing  whether,  when 
the  instrument  is  clamped  in  azimuth,  the  cross-wires  traverse  an 
object  and  its  image  as  reflected  from  a  level  surface  of  fluid. 

36.  MftMriif  Horizontal  Aafles  with  Ike  Theodolite. — To  measure 

the  horizontal  projection  of  the  angle  subtended  at  a  given  station 
A,  by  the  direction  of  two  objects  B  and  C, — in  other  words,  the 
difference  of  azimuth  of  the  two  objects, — set  up  the  theodolite  at 
the  station,  and  make  the  temporary  adjustments  as  described  in 
the  preceding  Article.  The  outer  vertical  axis  being  clamped,  and 
the  vernier-plate  and  vertical  circle  A  undamped,  direct  the  tele- 
scope towards  one  of  the  objects  (as  B),  as  accurately  as  possible 
by  the  hand;  clamp  the  vernier-plate,  and  by  its  tangent-screw 
bring  the  cross-wires  to  cover  the  object  exactly.  Read  the 
degrees,  minutes,  and  seconds  indicated  by  one  vernier,  and  the 
minutes  and  seconds  indicated  by  the  other,  and  note  them  down. 
Find  the  mean  arc  indicated,  by  setting  down  the  entire  degrees  as 
read  on  the  first  vernier,  and  the  mean  between  the  additional  ai*cs 
in  minutes  and  seconds  as  read  by  the  two  verniers. 

Unclamp  the  vernier-plate,  direct  the  telescope  towards  the  other 
object  (C),  and  proceed  as  before,  taking  care  to  read  the  entire 
degrees  on  the  same  vernier. 

The  difference  between  the  mean  arcs  read  off  when  the  line  of 
collimation  is  directed  towards  B  and  C  respectively,  is  the  required 
difference  of  azimuth,  or  the  horizontal  angle  BAG. 

The  object  of  reading  the  minutes  and  seconds  on  both  verniers, 
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and  taking  the  mean,  is  to  correct  the  effect  of  any  errors  which 

might  arise  from  the  vertical  axis  not  being  exactly 
concentric  with  the  graduated  limb  of  the  hori- 
zontal circle.  In  fig.  31,  let  E  C  and  D  B  be  two 
straight  lines  cutting  each  other  in  A,  a  point  not 
in  the  centre  of  the  circle  B  C  D  EL  The  eccen- 
tricity of  that  point  produces  equal  and  opposite 
Fig.  31.  deviations  in  the  arcs  B  C  and  D  E  from  the 
arc  which  would  subtend  an  angle  equal  to  B  A  C  at  the  centre 
of  the  circle ;  so  that  the  mean  of  those  arcs  is  exactly  equal  to 
the  arc  which  correctly  measures  the  angle  B  A  C,  how  great 
soever  the  eccentricity  may  be. 

The  same  object  is  attained  in  Colonel  Everest's  theodolite  by 
taking  the  mean  of  the  arcs  read  off  by  the  three  equidistant  ver- 
niers, which  are  used  in  order  to  give  better  security  against  errors 
in  graduation  than  two  verniers  give. 

In  the  transit  theodolite,  errors  arising  from  the  horizontal  axis 
not  being  exactly  perpendicular  to  the  vertical  axis  may  be  elimi- 
nated by  turning  the  telescope  over  about  the  horizontal  axis,  and 
half  round  about  the  vertical  axis,  repeating  the  measurement 
of  the  angle  in  this  new  position,  and  taking  the  mean  of  the 
results* 

When  a  series  of  horizontal  angles  has  been  measured  at  a 
station  between  a  series  of  objects,  returning  at  last  to  the  object 
with  which  the  observations  commenced,  the  accuracy  of  the  obser- 
vations may  be  tested  by  adding  the  angles  together ;  when  their 
sum  ought  to  be  exactly  360°.  Should  it  differ  by  a  small  arc  from 
360°,  the  most  probable  values  of  the  several  angles  will  be  found 
by  dividing  the  total  error  by  the  number  of  errors  to  find  the 
correction,  which  is  to  be  added  to  or  subtracted  from  each  of  them 
according  as  their  sum  is  too  small  or  too  large. 

When  very  great  accuracy  is  required  in  measuring  a  horizontal 
angle,  the  effect  of  errors  of  graduation  may  be  diminished  to  any 
required  extent  by  the  process  called  Repetition,  which  is  as 
follows  : — 

Clamp  the  vernier-plate,  and  read  the  verniers. 
Unclamp  the  vertical  axis ;  direct  the  telescope   towards    B ; 
clamp  the  vertical  axis,  and  direct  the  line  of  collimation  exactly 
towards  B  by  the  tangent-screw  of  the  vertical  axis. 

Unclamp  the  vernier-plate ;  direct  the  telescope  towards   C ; 
clamp  the  vernier-plate,  and  direct  the  line  of  collimation  exactly 
towards  C  by  the  tangent-screw  of  the  vernier-plate, 
Unclamp  the  vertical  axis,  <fcc.  (as  before). 

Repeat  the  whole  operation  as  many  times  as  it  is  required  to 
reduce  the  errors  of  graduation,  observing  always  to  direct  the 


linir  of  eollimataou.  towards  B  by  turning  the  vertical  aiia,  and 
towards  C  by  taming  the  vernier-plate.  Finally,  the  line  of  col- 
limatioD  being  pointed  towards  C,  read  the  verniers,  remembering 
to  reckon  3G0°  for  each  complete  revolution  of  the  vernier- pi  ate 
upon  the  horizontal  circle. 

The  difference  between  the  arcs  read  at  the  beginning  and  at  the 
end  of  the  process  will  be  equal  to  the  arc  subtended  by  the  angle 
B  A  C  multiplied  by  the  number  of  repetitions  ;  and  being  divided 
by  that  number  will  give  the  required  angle.  The  multiplied  aro 
will  be  affected  by  only  one  error  of  graduation,  which  will  be 
divided  in  finding  the  required  arc  ;  so  that  the  error  in  the  final 
result  will  be  equal  to  the  original  error  divided  by  the  number  of 
repetitions. 

This  process  diminishes  the  effect  of  errors  of  observation  some- 
what, but  not  in  the  same  proportion  with  errors  of  graduation; 
because  an  observer  tends  in  general  to  make  errors  in  the  same 
direction  at  each  observation;  and  such  errors  accumulate  by 
repetition. 

37.  sraieeiiBB  imiuuiii  are  used  chiefly  in  navigation  and 
marine  surveying  ;  but  as  they  are  occasionally  used  in  land  sur- 
veying also,  a  general  description  of  their  construction  and  action 
will  be  given  here. 

The  principle  upon  which  reflecting  instruments  act  is  this :— that 
if  there  are  two  plane  mirrors  whose  reflecting  surfaces  make  a 
given  angle  with  each  other,  and  a  ray  of  light,  in  a  plane  perpen- 
dicular to  the  planes  of  both 
mirrors,  is  reflected  from  both 
successively,  its  d  irection  after 
the  second  reflection  makes 
with  its  original  direction  an 
angle  which  is  double  of  the 
angle  made  by  the  mirrors 
with  each  other. 

One    application    of   this 
principle — the  optical  square  „ 
— has  already  been  described 
in  Article  24,  page  21. 

The  »»•>■•(  (fig.  32)  is  of 
the  form  of  a  sector  of  a  circle, 
of  GO*,  and  sometimes  rather 
more,  in  angular  extent.  A  B  is  the  graduated  limb,  on  which  the 
degrees  are  of  one-ha'.f  of  the  extent  of  those  on  a  non-reflecting 
instrument;  so  that  for  example,  an  exact  sextant  is  divided  into 
120  degrees  instead  of  60°.  C  G  is  the  index,  having  a  vernier, 
and  a  microscope  M  for  reading  the  divisions.     At  the  back  of  the 
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instrument  is  a  clamp-screw,  not  shown,  for  holding  the  index  in 
any  required  position,  and  at  D  is  a  tangent-screw  for  giving 
it  a  slow  motion  to  complete  its  adjustment  The  two  mirrors 
have  their  planes  at  right  angles  to  the  plane  of  the  instrument ; 
one  of  them,  called  the  "  index-glass?  C,  is  carried  by  the  index  at 
its  centre  of  motion ;  the  other,  called  the  " horizon-glass"  N,  is 
carried  by  the  frame  of  the  sector ;  half  of  it  is  silvered  and  the 
remainder  unsilvered.  The  unsilvered  half  is  the  further  from  the 
face  of  the  instrument.  Both  mirrors  should  be  made  of  strong 
plate  glass,  with  its  surfaces  exactly  plane  and  parallel. 

T  is  a  telescope  directed  towards  the  horizon  glass.  It  is  carried 
by  a  ring  K,  and  capable  of  adjustment  to  a  greater  or  less  distance 
from  the  plane  of  the  instrument;  and  the  object  of  that  adjustment 
is,  to  vary  the  proportions  of  the  light  received  from  the  silvered 
part  and  through  the  unsilvered  part  of  the  horizon-glass,  so  as  to 
render  the  images  of  two  luminous  objects  seen  directly  and  by 
reflection  equally  bright,  although  the  objects  themselves  may  be 
unequally  bright.  That  equalization  of  brightness  is  favourable  to 
accuracy  in  observing  angles. 

E  and  F  are  sets  of  darkening  glasses,  of  various  colours  and 
shades,  which  are  used  when  required,  to  moderate  the  light  from 
very  bright  objects,  such  as  the  sun. 

H  is  the  handle  by  which  the  instrument  is  held. 

Sextants  for  nautical  purposes  usually  have  the  graduated  limb 
of  from  six  to  eight  inches  radius,  the  graduated  limb  being  sub- 
divided by  the  vernier  to  20"  in  the  smaller  sizes,  and  10"  in  the 
larger.  The  observer  can  in  each  case  read  to  one-half  of  these 
arcs  by  estimation. 

The  nautical  sextant  is  seldom  used  for  land  surveying.  For 
that  purpose  the  box-sextant  is  employed,  and  for  triangles  of  small 
extent  only,  not  exceeding  about  a  mile  in  length  of  side.  The 
box-sextant  is  a  sextant  so  small  as  to  be  entirely  contained  within 
a  cylindrical  brass  box  of  about  three  inches  in  diameter  and  two 
indies  in  depth.  It  is  graduated  to  half-degrees,  and  subdivided 
by  the  vernier  to  minutes,  and  by  estimation  to  half-minutes.  It 
is  usually  furnished  with  a  small  telescope,  which,  however,  it  is 
seldom  necessary  to  employ,  a  plain  sight-hole  being  used  instead. 
The  index  is  moved  by  a  pinion  and  toothed  sector. 

The  box-sextant  has  sometimes  a  contrivance  added  for  enabling 
it  to  measure  angles  greater  than  120°.  That  contrivance  depends 
on  the  principle,  that  ifttoo  reflected  rays  of  light  proceed  in  the  same 
direction  from  two  mirrors  which  make  an  angle  with  each  other,  tfo 
directions  of  the  rays  before  reflection  make  double  that  angle  witli 
each  other;  and  it  consists  of  a  small  mirror  below  the  index-glass, 
fixed  in  such  a  position  that  when  the  index  is  at  the  mark  num- 
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180*  upon  what  is  called  the  "supplementary  arc,"  those  two 
»  are  at  right  angles  to  each  other ;  and  the  objects  whose 
i  as  seen  in  them  appear  to  coincide  in  direction,  lie  in  fact 
metrically  opposite  directions. 

nghton  s  Reflecting  circle  is  an  instrument  having  the  mirrors 
jleacope  of  a  sextant,  together  with  a  completely  circular 
and  three  indices  radiating  from  its  centre  at  angles  of  120°. 
teerving  each  angle  with  the  instrument  in  two  positions, 
g  each  angle  observed  upon  the  three  verniers,  and  taking 
ean  of  the  six  results,  some  of  the  errors  of  a  sextant  arc 
id,  and  others  diminished. 

1 17airer*ol  instrument,  as  improved  by  Professor  Piazzi  Smyth, 
<rt  of  reflecting  circle,  in  which  a  spirit-level  with  a  very  small 
5  is  so  placed  that  by  means  of  a  lens  and  a  totally  reflecting 
an  image  of  the  bubble  is  formed  at  the  focus  of  the  telescope, 
le  coincidence  of  the  centre  of  that  image  with  the  cross-wires 

when  the  line  of  collimation  is  truly  horizontal 
)  Aajastneuts  •€  the  Sextant  are  as  fellows  i — 

To  place  the  index-glass  exactly  perpendicular  to  the  piano 
3  instrument  This  adjustment  is  made  by  the  maker ;  but 
Merver  may  test  it  by  setting  the  index  to  about  60°,  and 
g  at  the  image  of  the  limb  of  the  instrument  as  reflected  in 
dex-glass  ;  when  the  real  limb  and  the  image  ought  to  seem 
n  one  continuous  arc. 

To  place  the  horizon-glass  exactly  perpendicular  to  the  plane 
i  instrument.  This  adjustment  is  tested  by  clamping  the 
near  to  0°;  looking  at  some  well-defined  far  distant  object, 
uming  the  tangent-screw  of  the  index  till  the  object  as  seen 
[y  and  its  reflected  image  are  made  to  seem  to  coincide,  if 
le.  If  the  horizon-glass  is  correctly  adjusted,  it  will  be 
le  to  make  the  apparent  coincidence  exactly ;  if  not,  the  glass 
ye  corrected  by  means  of  adjusting  screws  with  which  it  is  fitted. 

To  ascertain  the  "index-error"  the  angle  marked  by  the 
is  to  be  read  off  when  the  above-mentioned  coincidence  has 
nade.  If  there  is  no  index-error,  the  index  will  mark  exactly 
ly  deviation  from  this  is  to  be  noted  down  as  the  index-error 
>  instrument,  and  allowed  for  in  all  future  angular  measure- 
i.  For  the  purpose  of  measuring  the  index-error  when  it  is 
Lve  (that  is — when  the  correction  for  it  is  to  be  added),  the 
ations  of  the  limb  are  carried  a  short  distance  back  from  0°. 
iding  this  part  of  the  limb  (called  the  "  arc  of  excess"),  the 
cms  of  the  vernier  are  to  be  reckoned  the  reverse  way. 

The  parallelism  of  the  line  of  collimation  of  the  telescope  to 
lane  of  the  instrument  is  tested  by  placing  the  index  so  as  to 
ce  the  apparent  coincidence  of  two  distinct  objects  whose 
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directions  make  an  angle  of  90°,  or  thereabouts,  and  observing 
whether  a  slight  motion  of  the  plane  of  the  sextant  about  an  axis 
traversing  the  object  seen  by  reflection  disturbs  the  apparent  coin- 
cidence, which  it  should  not  do  if  the  adjustment  is  correct. 

38.  Vme  •€  the  Sextaat  1m  Surrcyi**.— To  measure  a  horizontal  or 
nearly  horizontal  angle  with  the  sextant)  hold  the  instrument  so  that 
the  plane  of  its  face  shall  pass  through  the  two  objects  subtending 
the  angle :  look  through  the  telescope  or  sight-hole  at  the  object 
which  is  farthest  to  the  left,  so  as  to  see  it  through  the  unsilvered 
part  of  the  horizon-glass ;  move  the  index  by  hand  until  the  reflected 
image  of  the  right-hand  object  is  seen  in  the  silvered  part  of  tht 
horizon-glass;  clamp  the  index,  and  move  it  slowly  by  the  tangent- 
screw  till  that  image  apparently  coincides  with  the  left-hand  object 
(In  the  box-sextant,  the  entire  motion  of  the  index  is  produced  by 
turning  the  pinion.)  Then  read  the  angle  by  means  of  the  index 
and  vernier,  and  add  or  subtract  the  index-error  according  as  it  lies 
behind  or  in  advance  of  0°. 

In  fig.  32,  P  S'  represents  the  direction  of  the  left-hand  object; 
P  S  that  of  the  right-hand  object.  When  the  image  of  the  latter 
appears  to  coincide  with  the  former,  the  rays  of  light  coming  from 
the  right-hand  object  are  reflected  from  the  mirror  C  to  the  mirror  N, 
and  thence  to  the  eye  in  the  same  direction  with  those  which  come 
directly  from  the  left-hand  object;  and  according  to  the  principle 
stated  at  the  beginning  of  the  last  article,  the  angle  made  by  the 
directions  of  the  objects  S,  P,  S',  is  double  of  that  made  by  the  planes 
of  the  mirrors.  When  the  mirrors  are  parallel  to  each  other,  the 
index  points  to  0°  (or  deviates  from  that  point  by  the  index-error 
only);  and  the  divisions  marked  as  degrees  on  the  limb  are  of  half 
the  length  of  actual  degrees ;  so  that  the  angle  read  off  on  the  limb 
(index-error  being  allowed  for),  is  the  angle  between  the  directions 
of  the  objects.  If  there  is  much  difference  in  the  distinctness  of 
the  objects,  the  less  distinct  object  should  be  looked  at  directly; 
and  should  it  lie  to  the  right  of  the  other,  the  face  of  the  sextant 
must  be  turned  downwards. 

In  order  that  the  angle  measured  may  be  a  horizontal  angle,  the 
two  objects  and  the  observer's  eye  must  be  at  the  same  level  When 
this  is  not  the  case,  three  methods  may  be  followed.  The  least 
accurate  is,  to  choose  by  the  eye  two  objects  in  the  same  vertical 
planes  with  the  objects  whose  relative  azimuth  is  to  be  found,  and 
as  nearly  as  possible  on  a  level  with  the  observer's  eye,  and  to 
measure  the  angle  between  these.  To  attain  greater  accuracy,  two 
vertical  poles  are  to  be  ranged  and  adjusted  by  the  plumb-line,  in 
the  directions  of  the  two  objects,  and  the  angle  between  them 
measured  with  the  plane  of  the  sextant  horizontal.  In  using  the 
box-sextant  for  the  details  of  a  survey,  one  or  other  of  these  methods 
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is  in  general  sufficiently  accurate,  if   the  ground  is  not  very 
hilly. 

The  most  accurate  method  is  to  measure  the  angle  between  the 
objects  themselves,  and  to  take  also  the  angle  of  altitude  or  depres- 
sion of  each.  (The  taking  of  such  angles  will  be  further  considered 
under  the  head  of  levelling.)  The  zenith  distance  of  each  object  is 
found  by  subtracting  its  altitude  from,  or  adding  its  depression 
to,  90°. 

In  fig.  33,  let  O  represent  the  observer's  station ;  O  B,  O  C,  the 
directions  of  the  objects;  BOO  the  angle  between 
them;  O  D  E  a  horizontal  plane;  D  O  B  and  E  O  C 
the  altitudes  of  the  objects;  O  A  a  vertical  line,  and 
A  D  E  a  spherical  surface. 

Then,  in  the  spherical  triangle  ABC,  the  three  sides  <>! 
are  given,  viz.,  A  B  and  B  0,  the  zenith  distances,  and 
B  C,  the  angle  between  the  objects;  and  the  horizontal 
projection  of  that  angle,  being  equal  to  the  angle  A,         lg" 
may  be  computed  by  the  proper  formula.    (See  Article  33,  Division 
Y.,  equation  66,  p.  50.) 

39.  vn  •€  the  c*apau  1m  Surreying. — It  has  already  been  men- 
tioned that  the  theodolite  is  usually  provided  with  a  compass, 
earned  on  the  centre  of  the  vernier-plate.  This  compass  consists  of 
a  magnetic  needle,  hung  by  an  agate  cap  on  a  point  in  the  centre  of 
the  instrument,  and  of  a  flat  silver  ring  fixed  round  the  inside  of  the 
compass-box,  and  divided  into  degrees  and  half-degrees,  the  num- 
bering of  which  usually  commences  at  a  point  exactly  under  the 
telescope,  and  proceeding  towards  the  left,  goes  completely  round 
the  circle,  ending  at  the  point  where  it  started,  which  is  marked 
360°.  There  is  a  small  catch,  by  pressing  which  the  magnetic 
needle  is  lifted  off  its  bearing  when  not  in  use,  to  avoid  unnecessary 
wear;  and  by  which  also  its  vibrations  are  gradually  checked  when 
an  observation  is  made.  To  find  the  magnetic  bearing  of  any  object 
from  a  given  station,  the  line  of  collimation  of  the  telescope  is 
directed  towards  it;  and  the  surveyor,  when  the  vibrations  of  the 
needle  have  ceased,  reads  the  angle  to  which  the  north  end  of  the 
needle  points,  and  which  denotes  so  many  degrees  to  the  east  of  north. 
When  the  angle  to  the  east  of  north  exceeds  90°,  it  is  to  bo  observed 
that  90°  east  of  north  means  east,  180°  east  of  north,  south,  and 
270*  east  of  north,  west.  Iu  some  cases,  however,  the  ring  is 
divided  into  four  quadrants,  the  points  in  a  line  directly  under  the 
telescope  being  both  marked  0°,  and  the  points  in  a  line  perpen- 
dicular to  the  telescope,  90°,  as  in  fig.  28,  p.  55 ;  and  then  the 
bearing  is  read  so  many  degrees  to  the  east  of  north,  west  of  north, 
east  of  south,  or  west  of  south,  as  the  case  may  be. 

The  compass  most  frequently  used  in  surveying  is  the  Prismatic 
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t'ompast,  consisting  nf  a  ;;lass-covered  box  three  or  four  incbis  in 
diameter,  in  which  is  hung  a  magnetic  needle :  the  needle  carries 
,a  liyht  i;i-i<li!iitwl  silver  rini;  tixi_"il  iq«in  it,  and  the  box  has  eights 
fixed  to  its  lira.  The  feltfcet  right,  when  in  use,  stands  upriylit  to 
a  height  equal  to  the  dinmeter  of  the  box,  and  contains  a  vertical 
■tit  with  a  vertical  wire  in  the  middle.  The  near  sight  has  a  very 
email  slit  to  look  at  the  ohject  through,  helow  which  is  a  totally 
reflecting  magnifying  prism,  so  placed  as  to  show  to  the  eye  of  the 
observer  a  reflected  and  magnified  image  of  that  part  of  the  edge  of 
the  graduated  ring  which  is  directly  below  the  line  of  sight.  He 
directs  the  sight  towards  an  object,  and  at  the  same  time,  and  with 
the  same  eye,  reads  its  bearing  on  tho  ring.  In  order  to  show 
liearings  in  degrees  to  the  east  of  north,  the  numbering  of  the 
degrees  on  the  ring  begins  at  the  south  end  of  the  needle,  proceeds 
towardt  tiie  right,  and  goes  completely  round  to  360°. 

The  "  Circwmferenter"  is  a  compass  with  sights  mounted  on  a 
stand,  chiefly  used  in  surveys  of  mines. 

The  horizontal  angle  subtended  by  two  objects  may  be  found  to 
a  rough  approximation  by  taking  the  difference  of  their  magnetic 
bearings. 

The  compass  cannot  be  read  in  surveying  to  leas  than  a  quarter 
of  a  degree;  and  considering  the  continual  changes  which  go  on  in 
the  earth's  magnetism,  and  the  effects  of  local  attraction,  it  is 
thought  doubtful  by  the  best  authorities  whether  magnetic  Dealings 
can  be  relied  upon  even  to  half  a  degree.  Hence,  although  it  is 
a  convenient  instrument  for  filling  up  Bmall  details,  and  making 
rough  surveys,  it  is  not  to  be  used  where  accuracy  is  required. 

It  is  usual  to  mark  the  magnetic  north  upon  a  plan,  and  this  can 
easily  be  done  by  taking  the  magnetic  hearing  of  one  of  the  principal 
station-lines.  The  true  north  ought  to  be  shown  also,  and  the 
means  of  finding  its  direction  will  be  explained  in  Article  42. 

40.  Great  TriistiumMrirai  Surrey. — The  general  nature  of  a  sur- 
vey of  this  class  has  already  been  stated  in  Article  12,  Division  (c), 
p.  13,  viz.: — measuring  one  base-line  with  extreme  accuracy,  ana 
finding  the  lengths  of  all  tho  other  sides  of  triangles  by  calculation 
from  their  angles.  A  few  sides  of  triangles  may  be  measured  in 
parts  of  the  survey  far  distant  from  the  original  base,  in  order  to 
test  the  accuracy  of  the  whole  work :  these  are  called  beuet  of 
verification. 

The  trigonometrical  calculations  required  in  a  survey  of  this  class 
consist  almost  entirely  in  computing  the  remaining  sides  of  a 
triangle  when  one  side  and  two  of  its  angles  are  given :  as  to  which 
computation,  if  the  triangle  is  sensibly  plane,  see  Article  33, 
Division  IV.,  equation  35,  p.  43,  and  if  it  is  sensibly  spherical,  see 
Article  33,  Division  VI.,  pp.  fil  to  53. 
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The  following  points  require  some  further  explanation: — 

I.  Ill-conditioned  Triangles,  that  is,  triangles  with  any  angle 
of  leas  than  30°  or  more  than  150°,  are  to  be  avoided  in  surveviug 
by  angles  sa  well  as  in  surveying  by  the  chain,  and  for  the  sauio 
reason.     (See  Article  26,  p.  84.) 

II.  Checking  Angles. — The  whole  three  angles  of  each  great 
triangle  should  be  measured,  in  order  that  the  accuracy  of  the 
observations  may  be  checked  by  adding  them  together,  when,  they 
ought  to  amount  to  ISO"  (  +  the  spherical  excess,  if  sensible;  see 
Article  33,  Division  V.,  equation  58,  p.  4S).  The  treatment  of 
unavoidable  errors  has  been  explained  in  Article  33,  Division  VL, 
Problem  4,  p.  53. 

The  accuracy  of  the  measurement  of  the  internal  angles  of  any 
polygon  on  the  earth's  surface  may  be  checked  by  adding  them 
together;  when,  if  n  denotes  the  number  of  the  sides  of  the  polygon, 
the  angles  ought  to  amount  to 

(n  -  2)  180°  +  the  spherical  excess,  calculated  from  tltO 
area  of  the  figure  as  for  a  triangle. 

III.  Cheeking  Side*. — In  a  complete  network  of  triangles,  it  v.ill 
alwavs  bo  found  that  many  of  the  sides  arc  so  placed  that  their 
lengths  can  be  calculated  independently  from  different  sets  of  data, 
which  gives  the  means  of  checking  the  accuracy  of  the  measurements 
and  calculations. 

IV.  Prolonging  lie  Bam. — As  it  is  necessary  that  the  base  should 
be  measured  on  a  level  piece  of  ground,  it  is  in  general  of  limited 
extent,  and  much  shorter  than  the  sides  of  the  great  triangles;  and 
its  ends,  also,  are  seldom  in  commanding  positions  suited  for  st 
Such  a,  base  line  is  "prolonged,"  by  ranging  straight  lines  i 
tmuation  -if  it,  at  one  or  both  ends,  until  a 
sufficient  length  has  been  obtained  and  suit-  * 
able  stations  reached,  the  length  of  such 
additional  lines  being  computed  I'mtn  angular 
measurements,  as  follows: — In  tip.  34,  let 
A  B  be  the  measured  base,  and  It  E  a  line 
ranged  in  continuation  of  it.  Choose  a 
lateral  station  G,  so  that  ABC  and  B  C  E 
fhall  be  well-conditioned  triangles;  measure 
the  three  angles  of  each  of  these  triangles; 
from  the  angles  A  C  B,  C  A  B,  and  the  base                 j\..  jj, 

A  B,  compote  the  side  B  C ;  snd  from  that 

side,  and  tbe  angles  C  E  B,  B  C  E,  compute  the  additional  length 
B  E.  Take  another  lateral  station  D,  at  the  opposite  side  of  the  base, 
and  by  solving,  in  the  same  manner,  the  triangles  A  B  D,  DBE, 
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compute  B  E  from  independent  data,  so  as  to  check  the  previous 
determination  of  its  length. 

E  H  represents  a  farther  prolongation  of  the  base  line,  and  F  and 
G  the  lateral  stations  which  form  the  triangles  by  means  of  which 
its  length  is  computed.  At  each  of  those  stations  angles  are 
measured  between  all  the  previously  determined  points,  A,  B,  E,  in 
order  that  there  may  be  as  many  ways  of  verifying  the  calculations 
as  possible.  In  the  same  manner  the  base  may  be  prolonged  either 
way  as  far  as  may  be  deemed  necessary. 

V.  Enlarging  Triangles. — A  mode  of  connecting  a  comparatively 
short  base  with  the  sides  of  large  triangles,  without  prolonging  it, 
or  introducing  ill-conditioned  triangles,  is  as  follows : — In  fig.  35, 

let  A  B  represent  the  base.  Choose  two 
stations  C  and  D,  at  opposite  sides  of  the 
base,  and  as  far  from  each  other  as  is  con- 
sistent with  making  ACB  and  ADB 
well-conditioned  triangles.  From  each  of 
those  four  points  measure  the  angles  sub- 
...      R  tended  by  the  other  three.    Then  calculate 

**•    &'  the  sides  A  C,  C  B,  B  D,  D  A;  when  there 

will  be  data  for  computing  the  length  of  C  D  in  a  variety  of  different 
ways,  which  will  check  each  other.  Taking  C  D  as  a  new  base, 
choose  a  pair  of  stations  E  and  F  still  farther  asunder,  and  proceed 
as  before  to  determine  the  distance  E  F,  and  so  on  until  a  distance 
has  been  determined  sufficiently  long  to  serve  as  the  side  of  a  pair 
of  triangles  in  the  great  triangulation. 

41.  Great  Tnmniag  Surrey. — The  general  nature  of  a  survey  of 
this  class,  as  usually  required  for  a  long  line  of  communication,  has 
been  explained  in  Article  12,  pp.  12, 13,  and  illustrated  by  figure  3, 
p.  12.  Some  further  explanation  will  now  be  given  on  the  follow- 
ing points : — 

I.  Checking  Distances  and  Angles. — The  lateral  objects,  such  as 
F,  G,  H,  <fec.,  in  fig.  3,  are  generally  inaccessible  or  unavailable  as 
stations  for  the  theodolite;  so  that  the  only  angles  measured  for 
the  main  triangulation  are  those  at  the  stations  A,  B,  C,  <ka  If 
errors  were  impossible,  the  measurement  of  the  base  lines  A  B, 
B  C,  CD,4a,  and  of  the  angles  between  them,  A  B  C,  B  C  D,  Ac., 
would  be  sufficient  to  determine  their  lengths  and  directions.  The 
use  of  the  lateral  objects  is  to  check  the  results  of  those  measure- 
ments, in  the  following  manner : — 

In  the  triangle  A  B  F,  the  side  A  B,  and  the  angles  at  A  and  B 

having  been  measured,  calculate  the  side  B  F.     In  the  triangle 

B  F  C,  the  side  B  F  having  been  calculated,  and  the  angles  at  B 

and  C  having  been  measured,  calculate  the  side  B  0;  the  result 

^      being  compared  with  the  length  of  the  same  line  as  measured  on 
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the  ground,  will  check  the  accuracy  of  the  work  so  far.  The  process 
of  comparison  is  precisely  similar  for  each  successive  main  station- 
line  of  the  survey. 

IL  Gaps  in  the  Main  Station-tines,  such  as  have  already  been 
referred  to  in  Article  27,  are  in  most  cases  to  be  measured  by  the 
process  already  described  in  Article  40,  Division  IV,  p.  69,  and 
illustrated  by  fig.  34,  for  prolonging  a  base-line.  In  that  figure 
4  B  may  be  held  to  represent  a  measured  portion  of  the  station- 
line,  and  B  E,  or  B  H,  the  gap  or  inaccessible  distance.  The  sides 
of  the  lateral  triangles  formed  in  order  to  determine  that  distance 
may  also  be  used  as  station-lines  for  the  details  of  the  survey. 

Fig.  36  shows  how  a  distance  C  D  between  two  objects  is  to  be 
measured,  when  both  ends  of  it  are  inaccessible  to  chaining. 
Measure  a  base  A  B,  having  its  ends  so  situated 
that  the  six  lines  connecting  them  and  the 
objects  0  and  D  with  each  other  may  form  well- 
conditioned  triangles,  and  at  the  stations  A  and 
B  measure  the  angles  CAD,  DAB,  ABC, 
CBD.  In  the  triangle  CAB,  compute  the 
sides  A  C,  B  C ;  in  the  triangle  DAB,  compute 
the  sides  AD,  BD.  Then,  in  the  triangle 
CAD,  in  which  the  sides  A C  and  A D,  and 
the  included  angle  at  A  are  given,  compute  the  third  side  C  D,  as 
shown  in  Article  33,  Division  IV.,  Problem  2,  equations  37,  38; 
also  compute  CD  by  the  same  process  as  the  third  side  of  the 
triangle  CBD;  the  two  results  will  check  each  other. 

42.  Ftadlag  ike  HerMiaa. — For  the  purpose  of  laying  down  the 
direction  of  the  true  north  on  the  plan  of  an  engineering  survey, 
the  angle  which  one  of  the  principal  station-lines  makes  with  the 
meridian  must  be  determined,  though  not  with  the  same  accuracy 
that  is  required  for  astronomical  and  geographical  purposes.  The 
following  are  some  of  the  methods : — 

L  By  the  Two  greatest  Elongations  of  a  Circumpolar  Star. — This, 
the  most  accurate  method,  consists  in  observing  the  greatest  and 
least  horizontal  angles  made  by  a  star  near  the  pole  with  a  station- 
line  of  the  survey,  when  the  star  is  at  its  greatest  distances  east 
and  west  of  the  pole,  and  taking  the  mean  of  those  angles,  which 
is  the  true  azimuth  of  the  station-line,  or  horizontal  angle  which  it 
makes  with  the  meridian.  In  the  northern  hemisphere  the  Pole- 
star,  «  UrsjB  Minoris,  is  the  best  for  this  purpose. 

This  method,  however,  is  seldom  practicable  with  an  ordinary 
theodolite,  as  in  general,  one  of  the  observations  must  be  made  by 
daylight. 

IL  By  equal  altitudes  of  a  Star.— The  theodolite  being  at  a 
station  in  the  station-line  chosen,  measure  the  horizontal  angle  from 
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the  station-line  to  any  star  which  is  not  near  the  highest  or  lowest 
]X)int  of  its  apparent  daily  course,  and  take  also  the  altitude  of  that 
star.  Leave  the  vertical  circle  clamped,  and  let  the  instrument 
remain  perfectly  undisturbed  until  the  star  is  approaching  the  same 
altitude  at  the  other  side  of  its  apparent  circular  course.  Then, 
without  moving  the  vertical  circle,  direct  the  telescope  towards  the 
star,  clamp  the  vernier-plate,  and  by  the  aid  of  its  tangent-screw, 
follow  the  star  in  azimuth  with  the  cross  wires  until  it  arrives 
exactly  at  its  former  altitude,  as  is  shown  by  its  image  coinciding 
with  the  cross  wires ;  then  measure  the  horizontal  angle  between 
the  new  direction  of  the  star  and  the  station-line :  the  mean  between 
the  two  horizontal  angles  will  be  the  true  azimuth  of  the  station- 
line.* 

In  both  the  preceding  processes  it  is  to  be  understood  that  the 
tnean  of  two  lwrizontal  angles  means  their  half-sum,  when  they  are 
at  the  same  side  of  the  station-line,  but  their  half-difference  when 
they  are  at  opposite  sides. 

The  second  method  may  be  applied  to  the  snn,  observing  the 
r.un's  west  limb  in  the  forenoon  and  east  limb  in  the  afternoon,  or 
vice  versd ;  but  in  that  case  a  correction  is  required,  owing  to  the 
sun's  change  of  declination.     When  the  sun's  declination  is  chang- 

.,   > ,  the  approximate  direction  of  the  meri- 
dian, as  found  by  the  method  just  described,  is  too  far  to  the 
I    lft   i  •     ^^e  correcti°n  required  is  given  by  the  formula, t 

change  of  sun's  declination,         .  A.r    .   w  1  , 
2 ^ x  sec  *  latitude  X  cosec  —  angular 

motion  of  sun  between  the  observations (1.) 

III.  By  One  greatest  Elongation  of  a  Circumpolar  Star. — To  use 
this  method,  the  declinatiou  of  the  star,  and  the  latitude  of  the 
place,  should  be  known.     Then 

sin  •  azimuth  of  star  at  greatest  elongation 

=  cos  'declination  -j-  cos  •  latitude;  (2.) 

and  this  azimuth,  being  added  to  or  subtracted  from  the  horizontal 
angle  between  the  station-line  and  the  star,  when  at  its  greatest 
elongation  (according  as  the  station- line  lies  to  the  same  side  of 

*  In  observing  at  night  with  the  theodolite,  it  is  necessary  to  throw,  by  means  of  a 
lamp  and  a  small  mirror,  enough  of  light  into  the  tube  to  make  the  cross-wires  visible. 

t  At  the  equinoxes,  the  rate  of  change  of  the  sun's  declination  is  about  69"  per  hour; 
tand  it  varies  nearly  as  the  cosine  of  the  sun's  right  ascension. 


FZ3DINO  THE  HEUJDIAX. 


to 


the  meridian   with  the  star,  or  to  the  opposite  side)  gives  the 
azimuth  of  the  station-line.* 

IV.  By  observing  the  Altitude  of  a  Star,  and  tJte  Horizontal 
Angle  between  it  andUie  Station-line. — The  altitude  being  corrected 
for  refraction,  the  azimuth  of  the  star  is  computed  by  taking  the 
zenith-distance,  or  complement  of  that  altitude,  the  polar  distance f 
of  the  star,  and  the  co-latitude  of  the  place,  as  the  three  sides  of 

"  Tbe  following  is  a  fable  of  tbe  declinations  of  a  few  of  the  more  conspicuous 
stars  far  the  1ft  of  January,  1865,  together  with  the  anr.ual  rate  at  which  those 
declinations  are  changing.  +  denoting  increase,  and  —  diminution: — 


NORTHERN  HEMISPHERE. 
Stab.  North  Declination. 

Andromeda, 28°  20'  42' 

Un»  Minoris  (Pole-Star), 88  35  23 

Arietta,. 22  49  21 

Ceti,. 3  33  28 

Persei,.. 40  22  30 

Tauri  (Aldebaran), 1C  14  6 

Auriga- (Capella) 45  51  24 

Ononis  (Betelgeuze>, 7  22  43 

Geroinornm  (Canor). 32  10  52 

Canb  Minora  (Procvon)... 5  34  7 

Geminorum  (Pollux), 28  20  57 

J.eonis  (Regulus), 12  37  32 

Urns  Majoris, &  28  44 

UrtaMajorts, 40  59  17 

Bootts  (Arcturus), 1*  M  12 

Ophiuchi, 12  30  30 

Lme(Vega). 38  SO  30 

AqoJl*  (Altair), 8  30  51 

Cvgni,. 44  47  58 

Pegasi  (Markab), 1*  28  46  5 


Stab. 
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South  Declination. 


Ononis  (Rigei), 8° 

Colambae, 34 

Argus  (Canopns), 52 

Cams  Uajoria  (.Mrius), 16 

Hydras, 8 

Argfts,..- 58 

Cruris, 62 

Virpinb  (Sfica), 10 

Centauri CO 

Scorpii  (Antares) 26 

Trianguli  Australia, 68 

Pavoois, 57 

Groin, 47 

Piscts  Australia  (Fomalhaut), 30 


21' 
8 
37 
32 
4 
58 
20 
27 
16 
7 
46 
0 
36 
20 


38* 

51 

23 

1 
31 
20 
58*5 
21 
24 
46 
27 
40 
46 

13 


Rate  of  Annual  Variation. 
+  10"  0 
+  10  -2 
+  17  -2 
+  14  -4 

-r   13  "2 

-.-     7  -6 
+     4-2 


•0 
•3 

•4 
•4 
•1 


-r      1 

—  7 

—  8 

—  8 

—  17 

—  10 

—  18 

—  18-0 

—  2  -0 
+  3-1 
+  0-2 
+  12  -7 
+  10  -3 


Rite  of  Annni'  Variation 

—  4'\> 

—  2  -2 
+  1-8 
-f  4  0 
-:  15  4 
+  18  '7 
+  19-0 
+  18-0 
+  15 -O 
+  8-4 
+    7  *4 

—  11-1 

—  17-2 

—  10-0 


+  Tbe  polar  distance  is  tbe  complement  of  tbe  declination. 
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a  spherical  triangle ;  when  the  azimuth  of  the  star  will  be  the 
angle  opposite  the  side  representing  the  polar  distance.  (See  Article 
33,  Division  V.,  Problem  6,  p.  50.)  The  azimuth  of  the  station- 
line  is  then  to  be  found  as  in  Method  III. 

4  Y.  Approximate  Method  by  observing  certain 

I  Stars. — It  is  remarked  by  Mr.  Butler  Williams, 

that  a  great  circle  traversing  the  Pole-star  (« 

Ursre  Minoris),  and  the  star  Alioth  in  the  Great 

Bear  (f  Ursa  Majoris),  passes  very  near  the  pole. 

j  _  Hence,  in  the  northern  hemisphere,  a  meridian- 

i  #       %*  line  may  be  fixed  approximately  by  observing, 

•*     f      ik         with  the  aid  of  a  plumb-line,  the  instant  when 

,*  those  two  stars  appear  in  the  same  vertical  plane, 

»  as  shown  in  fig.  37.     The  Pole-star  is  marked  A. 

Fig.  87.  When  two  points  on  the  earth's  surface  have 

the  same  latitude,  but  different  longitudes,  the  horizontal  angle 

made  by  their  meridians  with  each  other  is  found  by  the  following 

equation ; 

sin  g  horizontal  angle  =  sin  -^  difference  of  long.  X  sin  *  lat.  (3.) 

43.  Ptettiag  sad  Pr^ir»eting.—The  most  accurate  method  of  lay- 
ing down  the  angles  of  great  triangles  on  paper  is  to  calculate  the 
lengths  of  the  sides  of  the  triangles,  and  plot  them  with  beam- 
compasses  like  chained  triangles  (Article  30,  p.  31). 

To  plot,  according  to  this  principle,  a  solitary  angle,  like  that 
between  a  station-line  and  the  meridian,  a  circle  is  to  be  drawn, 
with  as  large  a  radius  as  is  practicable,  round  the  station  where  the 
angle  is  to  be  laid  down.  Then  the  distance  between  the  points 
where  the  two  lines  enclosing  the  angle  cut  that  circle  is  found  by 
multiplying  the  radius  by  the  chord  of  the  angle — that  is,  twice  the 
sine  of  half  the  angle. 

But  to  save  time  where  less  accuracy  is  required,  especially  in 
laying  down  secondary  triangles  and  details,  angles  are  laid  down 
at  once,  or  "  protracted/'  by  the  aid  of  instruments  called  "  pro- 
tractors ;"  being  flat  graduated  circles  or  parts  of  circles,  which  are 
laid  on  the  paper.  They  are  of  various  constructions  and  various 
degrees  of  accuracy. 

The  most  accurate  Circular  Protractor  has  a  round  piece  of  plate- 
glass  in  its  centre,  through  which  the  paper  can  be  seen.  The 
under  side  of  the  glass  touches  the  paper,  and  has  the  centre  of  the 
graduated  circle  marked  on  it  by  a  fine  cross.  The  circle  is 
divided  to  half-degrees,  aud  subdivided  to  minutes  by  the  vernier 
on  its  index.  The  index  has  two  diametrically  opposite  arms, 
ttch  of  which  has  hinged  on  its  end  a  branch  carrying  a  pricker, 
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which  is  held  up  clear  of  the  paper  by  a  spring.  When  the  index 
has  been  turned  to  any  required  degree  and  minute  on  the  circle, 
the  two  branches  are  pressed  down,  and  their  prickers  mark  two 
points  on  the  paper  which  are  in  the  required  direction,  and  which 
are  or  ought  to  be  in  one  straight  line  traversing  the  centre  of  the 
circle.  It  is  often  convenient  to  draw,  by  the  aid  of  those  prickers, 
a  graduated  circle  on  the  paper,  through  the  centre  of  which  lines 
making  any  required  angle  can  be  drawn,  and  their  directions  trans- 
ferred, so  as  to  pass  through  any  required  station  on  the  paper,  by 
the  aid  of  a  large  and  accurate  parallel  ruler. 

The  Semicircular  Protractor  has  a  straight  side,  which  can  be 
slid  along  a  straight-edge  fixed  to  the  table  or  drawing-board  into 
any  required  position.  Its  index  has  a  long  arm  projecting  beyond 
the  circle,  with  a  straight  fiducial  edge,  which  is  used  to  rule  lines 
in  auy  required  direction  through  any  station  on  the  plan. 

44.  Tnrcniig  mm  m  Small  Scato  has  been  referred  to  in  Article 
12,  Division  (c),  p.  13,  as  a  means  of  surveying  long,  narrow, 
and  winding  objects  in  detail.  The  most  accurate  way  of  perform- 
ing it  is  to  form  a  series  of  triangles  by  means  of  lateral  objects, 
as  already  described  in  that  article,  and  in  Article  41,  the  checking 
of  the  accuracy  of  the  work  being  tested  by  plotting,  without 
calculation.  Each  lateral  object  is  traversed  by  at  least  three  lines 
from  different  stations  in  the  survey ;  and  those  three  or  more  lines 
will  intersect  each  other  in  one  point  on  the  paper,  if  the  station- 
lines  between  the  stations  and  the  angles  at  the  stations  have  been 
correctly  measured  and  plotted. 

In  almost  all  mining  surveys,  and  in  some  above  ground,  it  is 
impossible  to  take  suitable  angles  to  lateral  objects,  the  only  angles 
capable  of  being  measured  being  those  which  the  station-lines  make 
with  each  other.  In  such  cases  the  station-lines  should  be  laid  out 
so  as  to  return  to  the  starting-point,  and  form  a  "  closed  polygon." 
The  accuracy  of  measurement  of  the  angles  may  then  be  tested  by 
taking  the  sum  of  all  the  "  salient "  angles  of  that  polygon — that 
is,  of  those  which  project  outwards — and  subtracting  from  it  the 
sum  of  the  "  re-entering  angles" — that  is,  of  those  which  project 
inwards.  The  result  (which  is  the  algebraical  sum  of  the  angles  of 
the  polygon)  ought  to  oe 

180°  X  |  number  of  salient  angles  —  2 


— number  of  re-entering  angles  j-  ,  ...  (1.) 


Before  plotting  such  a  survey,  the  angle  made  by  each  station- 
line  with  one  fixed  direction  ought  to  be  computed  (by  successive 
additions  or  subtractions  of  the  angles  which  those  lines  make 
with  each  other)  and  protracted  on  the  paper  by  drawing  a  line  to 
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represent  that  fixed  direction,  placing  the  zero-points  of  the  pro- 
tractor on  that  line,  and  laying  off  the  directions  of  the  several 
station-lines  as  described  in  Article  43.  The  accuracy  of  the  meas- 
urement of  distances,  and  of  the  plotting  of  distances  and  angles,  is 
tested  by  the  exactness  with  which  the  end  of  the  last  station-line 
on  the  paper  coincides  with  the  starting-point  of  the  first. 

In  surveying  by  traversing  ttrith  tfte  compass  andcJiain,  the  angles 
observed  at  each  station  are  the  directions  which  the  station-lines 
that  meet  at  it  make  with  a  fixed  or  nearly  fixed  direction,  viz., 
that  of  the  magnetic  meridian.  The  zero-line  on  the  paper,  there- 
fore, represents  that  meridian ;  and  the  angles  protracted  from  it 
are  simply  the  several  magnetic  bearings  of  the  station-lines.  Tra- 
versing with  the  compass  and  chain  is  accordingly  an  easy  and 
rapid  method  of  surveying ;  but  as  explained  in  Article  39,  p.  67, 
its  want  of  accuracy  makes  it  suitable  only  for  small  or  rough 
surveys. 

45.  Plotting  by  Recfangnlar  Co-ordloatcs,  or  by  Northings*  ftoulh- 
lags,  Bastings,  and  Westings,  is  the  most  accurate  way  of  plotting  a 
traverse,  because  the  position  of  each  station  is  plotted  inde- 
pendently, and  not  affected  by  the  errors  committed  in  plotting 

previous  stations.  It  consists  in  assuming  two 
fixed  lines  or  axes,  as  O  X  and  O  Y,  fig.  38, 
crossing  each  other  at  right  angles  at  a  fixed 
point  O,  computing  the  perpendicular  distances 
or  co-ordinates  of  each  station  from  those  two 
axes,  and  plotting  the  position  of  each  station 
by  the  aid  of  a  straight-edged  scale  fixed  f>ar- 
allel  to  one  of  the  axes,  and  a  T-square  sliding 
along  it,  so  as  to  rule  lines  parallel  to  the  other  axis,  and  at  any 
given  distance  from  it,  and  of  any  given  length.  When  the  direc- 
tion of  the  true  meridian  has  been  ascertained,  it  is  best  to  make 
one  of  the  axes  represent  it;  and  in  that  case  the  co-ordinates  par- 
allel to  one  axis  will  be  the  distances  of  the  stations  to  the  north  or 
south  of  the  fixed  point  or  "  origin "  O,  and  those  parallel  to  the 
other  axis  will  be  their  distances  to  the  east  or  west  of  the  same 
point ;  whence  the  phrase,  "  Northings,  Southings,  Eastings,  and 
Westings."  If  the  true  meridian  is  unknown,  any  fixed  direction 
will  answer  the  purpose,  and  maybe  called  "  the  Meridian "  for  the 
occasion,  and  one  of  its  ends  "  the  North."  The  calculations  to  be 
performed  are  the  following: — In  the  figure,  IctO  Y  represent  "the 
Meridian,"  Y  being  towards  "the  North."  One  of  the  stations  in 
the  survey  is  to  be  taken  as  the  origin  O.  Let  A  be  the  next 
station,  and  O  A  its  distance  from  O.  If  Y  O  A,  as  in  the  figure, 
is  an  acute  angle,  A  is  to  the  northward  of  O ;  if  an  obtuse  angle, 
to  the  southward ;  if  Y  O  A,  as  in  the  figure,  lies  to  the  right  of 
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the  meridian,  A  is  to  the  eastward  of  0 ;  if  to  the  left,  to  the  west- 
ward; and  the  co-ordinates  of  A  are  as  follows  (4  denoting  the 
angle  Y  O  A):— 

Northing  O  d  =  a  A  (or  if  negative,  Southing).  =  O  A  •  cos  0; )  n  . 
Easting,  O  a  =  d  A  (or  if  negative,  Westing). ..  =  O  A  •  sin  0.  j  \1') 

In  the  same  manner  are  to  be  computed  the  co-ordinates  of  the 
third  station  B  relatively  to  A;  viz. : 

o'6,  =  AB-cos^;  a6  =  AB-sin^;  (2.) 

(where  9  denotes  the  angle  made  by  A  B  with  the  meridian) ;  also 
the  co-ordinates  of  C  relatively  to  B,  and  so  for  each  successive 
station.  In  the  figure,  it  will  be  observed  that  the  direction  of 
B  C  deviates  to  the  westward  of  north,  so  that  6  c  is  a  "  Westing," 
and  is  to  be  considered  as  negative.  The  results  of  these  calcula- 
tions are  to  be  entered  in  a  book,  in  four  columns — for  northings, 
southings,  eastings,  and  westings  respectively.  Then  in  four  other 
columns  are  to  be  entered  the  total  northing  or  southing,  and  east- 
ing or  westing,  of  each  station  from  the  origin  or  first  station,  com- 
puted by  adding  all  the  successive  northings  and  subtracting  the 
southings,  made  in  traversing  to  the  station,  the  result  being  a 
northing  if  positive,  a  southing  if  negative ;  and  by  treating  the 
castings  and  westings  in  the  same  manner. 

These  calculations  are  expressed  by  symbols  as  follows: — Let 

z±z^  denote  the  total  -J        .,  .  °  >  of  a  station,  and  =±z  x  its  total 

1  *ti  i \  >  "k  *k°  length  of  any  given  station-line,  and  6  the 
angle  which  it  makes  with  the  meridian  from  the  north ;  observing 
that  both  0  and  sin  $  are  <  t*      \  according  as  that  angle  lies 

.  >  of  the  meridian,  and  that  cosines  of  obtuse  angles 

ore  negative.     Then 

y^S-Lcos*;)   (3  } 

3  =  2'Lsm  tf.  /  ' 

This  method  is  chiefly  useful  in  surveying  mines,  but  may  also 
be  applied  with  advantage  to  some  surveys  above  ground,  such  as 
those  of  towns.  The  book  forms  a  record  of  the  position  of  each 
station,  independently  of  the  plan ;  and  it  may  be  made  more  com- 
plete by  the  addition  of  a  column  containing  the  elevations  of  the 
stations  above  a  datum  horizontal  surface.  This  will  be  further 
considered  under  the  head  of  levelling. 

46.  The  Pkure-TaMe  is  a  drawing-board,  having  a  sheet  of  paper 
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strained  on  it,  mounted  on  a  portable  three-legged  stand,  and  capable 
of  turning  about  a  vertical  axis,  and  of  being  adjusted  by  screws 
(like  the  azimuth  circle  of  a  theodolite)  to  a  horizontal  position,  as 
shown  by  a  spirit-level  laid  on  its  surface. 

The  vertical  axis  has  a  clamp  and  a  tangent-screw  to  adjust  the 
table  to  any  required  position. 

The  index  is  a  flat  straight-edged  ruler,  having  upright  sights 
at  its  ends. 

The  use  of  the  plane-table  resembles  trigonometrical  surveying 
on  a  small  scale,  except  that  the  angles,  instead  of  being  read  off 
on  a  horizontal  circle  and  afterwards  plotted,  are  at  once  laid  down 
on  paper  in  the  field.* 

Fig.  39  illustrates  the  principle  of  surveying  with  the  plane-table. 
The  first  operation  is  to  measure  carefully  a  base  on  the  ground, 
A  B,  and  to  lay  down  on  the  paper  a  straight  line  a  b,  to  represent 
that  base  on  a  suitable  scale.     The  instrument  is  then  to  be  placed 

and  levelled  at  the  station  A,  the 

?  point  a  on  the  paper  being  directly 

/    \      •  above  the  point  A  on  the  ground; 

/  \  a  needle  is  to  be  fixed  upright  at  a ; 

/  \v  and  the  index  being  laid   on  the 

/  \         table,  so  that  its  fiducial  edge  shall 

"/ 5  I  j~y^*l  **e  exac*ly  along  the  line  a  b>  the 

STj  >  '^r  Bl  table  is  to  be  turned  until  the  sights 

X  ,*''  of  the  index  are  in  a  line  with  the 

\        ,/  farther    station    B,    and    adjusted 

N>»'''  exactly  to    that   position    by   the 

p.     80  tangent-screw.     The  table  remain- 

ing steady,  the  index  is  to  be  turned 
so  that  while  its  fiducial  edge  still  touches  the  needle  at  a,  its  line 
of  sight  shall  be  successively  directed  towards  all  the  important 
objects  whose  positions  relatively  to  the  base  A  B  are  to  be  found, 
such  as  0  and  D;  and  with  a  fine  hard  pencil  lines  are  to  be 
drawn  along  the  edge  of  the  index  pointing  towards  those  objects 
from  a.  The  table  is  now  to  be  shifted  from  A  to  B,  and  the 
needle  from  a  to  b,  the  point  b  on  the  paper  being  placed  exactly 
over  B  on  the  ground ;  the  index  being  laid  along  b  a,  the  table  is 
to  be  adjusted  till  the  sights  are  in  a  line  with  A.  The  index  is 
then  to  be  turned  so  that  while  its  fiducial  edge  still  touches  the 
needle  at  b>  its  line  of  sight  shall  be  successively  directed  towards 
the  same  objects  an  before,  and  short  lines  pointing  from  b  towards 
those  objects  are  to  be  drawn  along  its  edge,  intersecting  the  lines 

"  To  protect  the  paper  against  the  effects  of  the  alternate  moistnre  and  dryness  of 
the  air,  Captain  Siborn  recommends  that  its  lower  side  should  have  spread  over  it 
the  beat-np  white  of  en  egg  before  it  ia  laid  on  the  board 
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previously  drawn;  the  points  of  intersection,  such  as  c  and  d,  mark 
the  objects  on  the  paper.     The  details  are  filled  in  by  sketching. 

The  objects  thus  laid  down  include  poles  at  points  suited  for 
additional  stations.  On  removing  the  table  to  one  of  those  new 
stations,  such  as  C,  the  needle  is  to  be  fixed  at  the  point  c  represent- 
ing that  station  on  the  paper,  and  the  index  is  to  be  placed  with 
its  edge  touching  that  needle,  and  traversing  also  a  point  represent- 
ing one  of  the  former  stations,  such  as  a.  The  table  is  then  to  be 
turned  so  that  the  sights  shall  be  directed  towards  a  pole  fixed  at 
that  former  station;  and  then  all  the  lines  on  the  paper  will  be 
parallel  to  the  corresponding  lines  on  the  ground;  and  the  survey 
of  additional  objects  from  the  new  station  may  be  proceeded  with 
as  before. 

The  plane-table  is  well  suited  for  surveying  where  minute 
accuracy  in  details  is  not  required,  the  end  in  view  being  to  show 
the  relative  positions  of  the  more  important  objects  on  the  ground. 
It  is  therefore  more  useful  for  topographical  and  military  purposes 
than  for  those  of  engineering.  For  full  information  as  to  its  use 
Sibora  On  Topographical  Surveying  and  Drawing. 
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CHAPTER  IV. 

OF  LEVELLING. 

47.  Selling-one  n  lAnc  of  Section. — Preparatory  to  taking  the 
levels  of  the  ground  along  the  line  of  a  proposed  vertical  section, 
that  line  is  to  be  "ranged,"  by  marking  on  the  ground  with  whites, 
poles,  and  permanent  marks  where  required,  the  points  where  the 
line  of  section  crosses  all  streams,  lines  of  communication,  bound- 
aries, &c,  and  a  sufficient  number  of  other  points  to  enable  it  to  bo 
exactly  followed.  For  that  purpose,  a  tracing  is  to  be  made  of  so 
much  as  may  be  necessary  of  the  plan  on  which  the  intended  line 
of  section  is  drawn,  and  the  distances  of  that  line  from  corners  of 
fences  and  other  definite  objects  are  to  be  carefully  measured  on  the 
original  plan,  and  marked  in  figures  on  the  tracing.  An  assistant 
goes  over  the  ground  with  this  tracing,  and  marks  the  points  in 
accordance  with  it.  Should  the  leveller  see  lit  to  alter  the  line  in 
any  respect  as  he  goes  along  it,  or  should  it  be  left  entirely  to  his 
own  judgment  to  choose  it,  as  is  often  the  case  with  trial  sections, 
the  distances  of  a  sufficient  number  of  points  in  it  from  objects  on 
the  ground  can  be  measured  on  the  spot  and  noted  on  the  tracing, 
so  as  to  enable  the  line  of  section  chosen  to  be  laid  down  on  the 
plan. 

48.  The  Spirit-Lorei  strictly  speaking  is  a  glass  tube  B  C,  fig.  40, 
hermetically  sealed  at  both   ends,  containing  some  very  limpid 

A  liquid,  such  as  alcohol,  chloroform,  or  sul- 

^-         J        *^q  phuret  of  carbon,  and  a  bubble  of  air  A, 

■ and  having  a  slight  curvature,  convex 

*'S  4u-  upwards.    That  curvature  is  much  exag- 

gerated in  fig.  40,  being  in  reality  so  slight  as  to  be  imperceptible,  or 
nearly  so,  to  the  eye.  The  air-bubble  places  itself  at  the  highest 
point  in  the  tube;  and  a  tangent  to  the  upper  internal  surface  of 
the  tube  at  that  point  is  horizontal.  The  glass  tube  is  usually  fixed 
in  and  protected  by  a  brass  case.  When  the  instrument  to  which 
the  spirit-level  belongs  is  in  adjustment,  the  centre  of  the  bubble  is 
in  the  middle  of  the  tube.  When  the  bubble  deviates  from  that 
position,  it  indicates  that  a  tangent  to  the  middle  of  the  tube  devi- 
ates from  a  horizontal  position  through  an  angle  whose  value  in 
seconds  is — 
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deviation  of  bubble 


radius  of  curvature  of  tube ' 


a.) 


so  that  the  longer  that  radius,  the  more  delicate  is  the  spirit-level. 
A  scale  of  equal  parts  is  marked  on  or  attached  to  the  top  of  the 
tube,  to  measure  the  deviation  of  the  bubble ;  and  the  value  of  those 
parts  in  seconds  can  be  found  by  triaL 

Fig.  41  shows  a  form  of  spirit-level  introduced  by  Professor  Piazzi 
Smyth,  in  which  the  air-bubble  A  is  very  smalL  Another  and  a 
larger  portion  of  air  is  contained  in  the 
upper  part  of  the  end  C  of  the  tube, 
which  is  separated  from  the  rest  by 
the  partition  D,  with  a  nozzle-shaped 
orifice  in  its  centre,  through  which  air 
can  be  transferred  so  as  to  enlarge  or  diminish  the  bubble  at  will, 
by  a  mode  of  handling  described  in  the  Transactions  of  tlie  Royal 
ScoUis/i  Society  of  Arts  for  18.50. 

The  term  spirit-level  or  level,  is  also  applied  to  a  levelling  instrn- 
meat,  of  which  the  spirit-level  proper  is  the  essential  part.  Various 
forms  of  level  are  used  for  engineer- 
ing purposes;  that  which  is  repre- 
sented in  fig.  42  is  Mr.  Gravatt's, 
called  the  "  Dumpy  Level."  A  is 
the  spirit-level,  attached  by  screws 
at  a,  a  to  the  telescope  B  C ;  by 
means  of  those  screws  it  can  be 
adjusted,  in  order  to  place  a  tangent 
to  its  middle  point  parallel  to  the 
line  of  collimation  of  the  telescope. 
A  small  circle  near  the  object-end 
B  of  the  telescope,  indicates  a  small 
transverse  level,  used  to  show 
whether  the  horizontal  cross-wire 
is  truly  horizontal. 

The  telescope  is  similar  to  that  of  a 
theodolite  (see  Article  34,  p.  53),  ex- 
cept that  the  diaphragm  at  the  common  focus  of  the  object-glass  and 
eye-piece  contains  one  horizontal  and  two  parallel  vertical  cross- wires, 
as  shown  in  fig.  43.  B  is  the  object-end  of  the  telescope,  C  ,.--  ^ 

the  eye-piece ;  b  the  milled  head  of  the  pinion  by  which 
the  inner  tube  is  drawn  in  and  out;  c,  c  screws  for 
adjusting  the  diaphragm  so  as  to  bring  ,the  horizontal 
cross-wire  exactly  to  the  line  of  collimation  or  axis  of 
the  telescope.  D  D  is  an  oblong  plate  or  flat  bar  fixed 
en  the  top  of  the  vertical  axis  E;  to  this  plate  the  telescope  is 

o 
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connected  by  adjusting  screws  at  d,  d,  by  means  of  which  the  line 
of  collimation  is  placed  perpendicular  to  the  vertical  axis.  The 
vertical  axia  is  hollow,  and  turns  upon  a  spindle  fixed  to  the  upper 
parallel  plate  F;  that  spindle  is  continued  downwards  and  attached 
to  the  lower  parallel  plate  G  by  a  ball-and-socket  joint  f,f,f*n 
three  of  the  four  plate-screws  by  which  the  vertical  axis  is  set  truly 
vertical.  The  lower  plate  G  is  screwed  on  the  staff-head  H,  which 
has  three  wooden  legs  like  those  of  a  theodolite. 

In  most  levels  a  compass  is  carried  on  the  top  of  the  plate  D  D, 
for  the  purpose  of  taking  the  magnetic  bearings  of  lines  of  trial 
sections. 

The  following  are  some  of  the  principal  variations  from  the  con- 
struction above  described : — 

In  Troughton's  level,  the  brass  case  of  the  spirit-level  is  imbedded 
in  the  top  of  the  outer  telescope-tube,  and  has  no  adjusting  screws ; 
the  adjustment  of  the  spirit-level  to  parallelism  with  the  axis  of  the 
telescope  being  left  to  the  instrument  maker. 

In  the  Y-level,  the  telescope  is  carried  by  two  forked  supports 
called  Y's.  It  can  be  rotated  in  these  about  its  own  axis,  and  can 
be  lifted  out  and  turned  end  for  end  The  spirit-level  hangs  below 
the  telescope,  instead  of  being  supported  above  it  One  of  the  Y'sia 
supported  by  a  vertical  screw  with  a  milled  head,  by  means  of  which 
the  telescope  is  adjusted  so  as  to  be  at  right  angles  to  the  vertical 
axis,  and  which  answers  the  purpose  of  the  screws  at  d,  d,  in  the 
Dumpy  level 

Instead  of  the  four  plate-screws  and  ball-joint,  many  levels  have 
three  foot-screws,  as  in  fig.  30,  p.  58. 

Some  levels  are  provided  with  a  small  mirror,  which  being  placed 
in  a  sloping  position  above  the  spirit-level,  enables  the  observer  to 
sec  the  reflected  image  of  the  bubble  at  the  same  time  that  be  looks 
through  the  telescope.  Reference  has  already  been  made  to  the 
contrivance  of  Professor  Piazzi  Smyth,  by  which  an  image  of  a  small 
bubble  is  formed  at  the  cross-wires  when  the  line  of  collimation  is 
horizontal.  (Article  37,  p.  65 ;  see  also  a  paper  by  Mr.  Bow,  in  the 
Transaction*  of  the  Royal  Scottish  Society  of  Arts  for  1858-9.) 

49.  The  LcToiiing-HiBsr  is  a  rectangular  wooden  rod,  having  a  &oe 
about  two  inches  or  two  inches  and  a-half  broad,  on  which  is  painted 
in  a  bold  conspicuous  manner,  a  scale  of  feet,  divided  into  tenths 
and  hundredths,  commencing  at  the  lower  end  of  the  staff. .  Its 
extreme  length  is  usually  from  fifteen  to  seventeen  feet,  and  it  is  made 
in  three  pieces,  which  in  some  staves  can  be  put  together  or  taken 
asunder,  according  as  a  greater  or  less  length  of  staff  is  required, 
and  in  others,  are  made  to  draw  out  like  telescope  tubes.  The 
staff,  when  in  use,  is  held  exactly  vertical;  for  which  purpose  it 
sometimes  has  a  plummet  enclosed  in  a  groove  at  one  side  of  it,  and 


LEVELLIHG-STAFF — ADJUSTMENTS  OF  THE  LEVEL.  83 

through  a  small  piece  of  glass ;  it  rests  on  its  lower  end, 
i  shod  with  brass;  and  in  soft  ground  it  is  useful  to  have  a 
letal  plate  to  place  on  the  ground  below  the  staff,  and 
it  from  sinking.* 

1  the  telescope  of  the  level  is  directed  towards  the  staff,  and 
of  collimation  is  truly  horizontal,  the  number  of  feet  and 
s  of  a  foot  at  which  the  horizontal  cross- wire  crosses  the 
I  image  of  the  scale  on  the  face  of  the  staff  (subject  to  cor- 
to  be  afterwards  explained),  shows  the  vertical  depth  of  the 
1  which  the  lower  end  of  the  staff  stands  below  the  line  of 
ion.  If  two  such  observations  are  made  with  the  staff  at 
b  points,  and  the  level  at  the  same  station,  the  difference 
i  the  two  readings  shows,  in  feet  and  decimals  of  a  foot,  how 
le  point  at  which  the  less  reading  is  taken  is  higher  than  the 
here  the  greater  reading  is  taken. 

l  old  form  of  levelling-staff,  now  seldom  used,  a  "  sliding- 
ras  slid  up  and  down  by  the  staffman,  in  accordance  with 
made  by  the  leveller,  until  its  centre  was  in  the  line  of 
ion  prolonged;  the  staffman  then  read  the  height  of  the 
ove  the  ground.  The  making  the  divisions  on  the  staff  so 
that  the  leveller  can  read  them  himself  is  an  invention  of 
ivatt 

lie  AfUnsttaeBts  «f  the  Level    may  be    distinguished,    like 
1  the  theodolite,  into  temporary  adjustments,  which  have  to 
5  anew  every  time  the  level  is  set  up,  and  permanent  adjust- 
rhich  seldom  become  deranged  in  a  well-made  level,  but 
jht  to  be  tested  on  each  day  that  the  instrument  is  used, 
le  Temporary  Adjustments  are  as  follows : — 
Vo  make  the  foci  of  the  object-glass  and  eye-piece  coincide  with 
hwires. — The  same  as  in  the  theodolite  (see  p.  59). 
Vo  place  the  vertical  axis  truly  vertical. — The  same  as  in  the 
ite  (see  p.  58).     In  order  to  avoid  straining  the  plate-screws, 
ustment  ought  first  to  be  made  as  nearly  as  possible  by 
one  of  the  legs  of  the  stand,  and  then  corrected  by  the 
rews. 

"he  Permanent  Adjustments  are  as  follows : — 
Vo  place  the  cross-wire*  in  the  axis  of  the  telescope-tube. — In  the 
,  the  same  as  in  the  Y-theodolite  (see  p.  60).     In  Troughton's 
da  adjustment  is  not  made,  except  indirectly,  as  will  be 
rds  explained, 
e  Dumpy  Level,  this  adjustment  may  be  made  in  the 

der  to  aware  accurate  reading  of  the  staff,  its  points  of  division  should 
at  the  centre  of  a  black  or  white  mark,  and  never  at  a  boundary  between 
whits;  for  the  apparent  position  of  such  a  boundary  always  deviates  from 
isitioa  in  a  direction  towards  black. 
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same  manner  as  in  the  Y-level,  by  the  maker  of  the  instrument, 
before  soldering  the  telescope-tube  to  the  two  blocks  which  support 
it  upon  the  bar  D  D  (tig.  42,  p.  81);  and,  in  that  case,  the 
adjusting-screws  ee  of  the  diaphragm  should  never  afterwards  be 
disturbed. 

The  same  adjustment  might  be  made  by  the  observer,  if  there 
were  any  means  of  turning  the  inner  t«leseo]>e-tube  about  its 
longitudinal  axis.  But  tho  provision  of  such  means  would  un- 
necessarily complicate  the  instrument;  for  it  has  been  shown  (by 
Pi-ofessor  Blood,  of  Queen's  College,  Galway)  that  the  exact  coin- 
cidence of  the  cross-wires  with  the  axis  of  tie  telescope-tubo  is  not 
absolutely  essential  to  accurate  levelling. 

This  is  demonstrated  as  follows: — 


Fi  g.  -i  3  i. 

In  fig.  43  A,  let  A  A  represent  the  object-glass  of  a  telescope, 
B  C  the  axis  of  the  telescope-tubes,  and  D  D  the  diaphragm. 

Suppose  that  the  horizontal  cross-wire  E,  instead  of  traversing 
the  axis  B  C  of  the  tultes,  is  situated  at  a  certain  distance  from 
that  axis.  Then,  when  the  inner  tube  is  drawn  in  and  out,  the 
cross -wire  E  will  move  along  the  straight  line  E  F  parallel  to  tho 
axis  C  B. 

Let  H  be  the  outer  principal  focus  of  the  object-glass,  situated 
in  the  axis  C  E.  Then  it  is  known  that,  by  the  laws  of  dioptrics, 
all  rays  of  light  whose  piiths  within  the  telescope  are  parallel  to 
B  C,  pass  through  the  focus  H,  outside  the  telescope;  so  that,  for 
example,  a  ray  of  light  whose  path  within  the  telescope  is  F  E,  lias 
for  its  path  outside  the  telescope  the  straight  line  H  U;  and  hence 
it  follows  that  all  possible  positions  of  the  cross-wiro  E,  as  tho  inner 
tube  slides  in  and  out,  coincide  with  the  images  of  points  situated 
in  one  straig/U  line  G  H.  Consequently  that  line  (or  its  prolongation 
within  the  telescope,  G  K)  may  bo  regarded  as  the  true  line  of 
co'.liiiiation ;  and  if  the  spirit-level  is  adjusted  so  as  to  be  parallel 
to  that  line,  correct  results  will  bo  obtained  in  levelling,  although 
tho  cross-wire  may  not  traverse  the  axis  of  the  telescope. 
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(2.)  To  make  the  line  of  collimation  and  tJte  spirit-level  parallel  to 
caclt,  oilier. — In  the  Y-levcl,  briDg  the  bubble  to  the  middle  of  the 
spirit-level  by  means  of  the  plate-screws;  lift  the  telescope  out  of 
the  Y's,  and  set  it  down  with  the  ends  reversed.  If  the  bubble 
remains  in  the  middle  of  the  spirit-level,  the  adjustment  is  correct ; 
if  it  deviates,  correct  one-half  of  the  deviation  by  the  plate-scrcv.'s, 
and  the  remainder  by  the  adjusting  screws  which  connect  the 
spirit-level- with  the  telescope. 

In  Troughton's  level,  make  two  bench  marks  about  ten  chains 
apart;  set  up  the  level  exactly  midway  between  them,  and  read 
staves  set  upon  them,  so  as  to  find,  by  the  difference  of  those 
readings,  the  time  difference  of  level  of  the  bench  marks.  Nov/ 
set  up  the  level  beyond  one  of  the  bench  marks  and  read  both 
staves;  if  the  difference  of  the  readings  deviates  from  the  true 
difference  of  level,  alter  the  position  of  the  diaphragm,  by  means 
of  its  adjusting  screws,  until  the  readings  of  the  staves  give  the 
true  difference  of  level.  The  cross- wires  are  thus  placed  in  a  line 
passing  through  the  centre  of  the  object-glass  parallel  to  the  spirit- 
level  ;  and  the  maker  is  relied  on  to  make  that  line  the  true  axis 
of  the  telescope.  The  same  adjustment  may  be  made  by  the  aid  of 
a  sheet  of  water  on  a  calm  day;  because  two  stakes  can  be  driven 
at  its  margin  so  that  their  heads,  being  flush  with  the  water,  shall 
be  exactly  at  the  same  level. 

In  the  Dumpy  level,  having  ascertained  the  true  difference  of 
level  of  two  bench  marks,  as  already  described,  and  shifted  the  level 
to  a  position  beyond  one  of  them,  alter,  if  necessary,  the  inclination 
of  the  telescope  by  means  of  the  plate-screws,  until  the  readings  of 
the  staves  give  the  true  difference  of  level,  and  bring  the  bubble 
to  the  middle  of  the  spirit-level  by  means  of  the  adjusting  screws 
which  connect  the  spirit-level  with  the  telescope  (a,  a,  in  fig.  42). 

(3.)  To  place  Hie  telescope  and  spirit-level  perpendicular  to  tlic 
vertical  axis  (or,  as  it  is  called,  to  make  the  instrument  "  traverse") 
place  the  telescope  over  a  pair  of  plate-screws,  and  by  turning 
them,  bring  the  bubble  to  the  centre  of  the  spirit-level;  reverse 
the  direction  of  the  telescope  exactly,  by  turning  it  through  180° 
about  the  vertical  axis;  if  the  bubble  is  still  in  the  middle  of  the 
spirit-level,  the  adjustment  is  correct:  if  not,  correct  half  the 
deviation  by  the  plate-screws,  and  the  other  half  by  means  of  the 
screws  which  connect  the  telescope  with  the  bar  on  the  top  of  the 
vertical  axis  (d,  d,  fig.  42). 

51.  The  Vac  •f  the  Level  in  finding  the  difference  of  elevation 
between  two  points  has  been  described  in  the  two  preceding 
articles. 

The  observations,  or  readings  of  the  staff,  taken  by  means  of  the 
level,  are  called  "  siglUs" 
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When  two  sights  only  are  taken  from  one  station,  one  with  the 
staff  upon  a  point  whose  level  has  been  ascertained,  and  the  other 
with  the  staff  upon  a  point  whose  level  is  to  be  ascertained,  the 
former  is  called  the  back-sight,  and  the  latter,  the  fore-sight. 

If  the  back-sight  is  the  greater,  the  ground  rises,  and  if  the 
fore-sight  is  the  greater,  it  falls,  from  the  former  point  to  the 
latter. 

When  the  levels  of  a  series  of  points  are  taken  with  the  level  at 
one  station,  in  order  to  make  a  continuous  section,  the  first  and  the 
last  observations  are  the  principal  back  and  fore-sights  respectively; 
the  first  back-sight  being  taken  with  the  staff  on  a  bench  mark 
or  other  point,  whose  level  has  been  ascertained  by  means  of  a 
sight  from  a  former  station;  and  the  last  fore-sight  being  taken 
with  the  staff  upon  a  mark  which  is  to  be  the  object  of  the  first 
back-sight  when  the  level  is  shifted  to  a  new  station.  Of  the 
intermediate  sights,  taken  with  the  staff  upon  places  where  the 
inclination  of  the  ground  changes,  on  roads,  at  the  bottoms  of 
streams,  <fcc.,  each  is  a  fore-sight  relatively  to  the  preceding  sight, 
and  a  back-sight  relatively  to  the  following  ona 

For  example,  in  fig.  44,  A  is  a  station  where  the  level  is  set  up, 
and  the  horizontal  line  6  A  c  is  the  line  of  sight,  or  straight  line 
in  prolongation  of  the  line  of  collimation.  The  first  backsight  is 
taken  with  the  staff  on  B,  a  point  whose  height  above  the  datum- 
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Fig.  44. 

surface  has  been  ascertained  by  previous  observations;  and  it  gives, 
as  the  reading  on  the  staff,  B  b.  The  last  fore-sight  is  taken  with 
the  staff  on  C,  a  point  well  suited  as  a  position  for  the  staff  when 
the  first  back-sight  with  the  level  at  the  next  station  D  is  taken. 
It  gives,  as  the  reading  of  the  staff,  C  c  The  first  intermediate 
sight,  at  the  point  marked  1,  is  a  fore-sight  relatively  to  that  at  B, 
and  a  back-sight  relatively  to  that  at  the  point  2,  and  so  on. 

The  first  back-sight  and  last  fore-sight  are  the  most  important  in 
point  of  accuracy ;  for  any  error  committed  in  them  is  carried  on 
through  the  whole  of  the  remainder  of  the  section ;  whereas  any 
error  committed  in  taking  an  intermediate  sight  affects  that  sight 
only. 

The  first  back-sight  and  last  fore-sight  taken  from  each  station 
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ought  to  be  at  points  as  nearly  as  possible  at  equal  distances  from 
the  level,  in  order  to  neutralize  the  effects  of  errors  of  adjustment, 
and  also  those  of  the  curvature  of  the  earth  and  of  refraction, 
which  will  be  explained  in  the  next  article;  and  those  points 
should  be  on  firm  ground,  and,  if  possible,  so  placed  that  the  read- 
ings shall  not  exceed  ten  or  eleven  feet. 

When  the  leveller  thinks  it  desirable  to  cany  his  level  on  to  a 
new  station,  such  as  D,  the  staffman  holds  his  staff  steadily  at  C, 
only  making  it  face  about;  the  leveller  advances  to  D,  sets  up  and 
adjusts  his  level,  takes  the  first  back-sight  C  c',  and  proceeds  as 
before.  E  e  represents  the  position  of  the  staff  when  the  last  fore- 
sight is  taken  from  D ;  the  staff  is  held  there  until  the  leveller  has 
moved  on  and  planted  his  level  at  a  third  station,  and  so  on. 
These  operations  can  be  performed  with  one  staff;  but  much  time 
is  saved  by  using  two,  carried  by  two  staff-holders. 

While  the  levels  are  thus  being  taken,  two  chainmen  measure 
the  line  of  section  with  the  chain,  in  the  manner  described  in 
Article  22,  pp.  19,  20;  except  that  instead  of  always  chaining  in 
straight  lines,  they  follow  the  line  of  section  as  set  out.  The 
leveller  notes  the  distances  of  all  the  points  at  which  the  staff  is 
set  up,  as  well  as  those  where  boundaries  are  crossed,  whether 
levels  are  taken  there  or  not :  in  this  he  may  get  useful  help  from 
the  staff-holders. 

In  crossing  a  stream  or  a  sheet  of  water,  the  leveller,  besides 
taking  enough  of  levels  to  give  a  section  of  its  banks  and  bed, 
should  take  the  existing  level  of  the  surface  of  the  water,  and  also 
the  highest  and  lowest  levels  of  the  water,  so  far  as  he  can 
ascertain  them.     Levels  of  the  bottom  may  be  taken  by  sounding. 

When  a  sight  is  to  be  taken  to  determine  the  level  of  a  point 
which  is  below  the  line  of  collimation  by  more  than  the  entire 
length  of  the  staff,  the  staff  may  be  raised  up  vertically  until  the 
leveller  can  read  some  division  near  its  upper  end,  and  the  height 
of  the  lower  end  of  the  staff  above  the  ground  may,  at  the  same 
time,  be  measured  with  a  tape-line  or  with  another  staff,  and  added 
to  the  height  read.  This,  however,  should  only  be  practised  at 
intermediate  sights. 

On  the  subject  of  Cfceckia*  i*ereia,  see  Article  16,  page  15.  In 
good  ordinary  levelling  the  discrepancy  between  two  sets  of  levels 
over  the  same  section  may  be  about  a  foot  in  forty  miles  of  distance. 

52.   C*rreeti«aa  far  Carrmtare  and   Retraction. — Inasmuch  as  a 

truly  horizontal  surface  is  not  plane,  but 
spheroidal  (Article  3,  p.  2),  the  line  of 
sight  of  the  level,  when  truly  adjusted, 
does  not  exactly  coincide  with  such  a 
surface,  but  is  a  tangent  to  it      The  Rg.  4ft. 
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height  read  upon  a  levelling-8taff,  therefore,  is  always  greater  thau 
it  would  be  if  a  horizontal  surface  were  plane ;  and  the  quantity  to 
be  deducted  from  the  height  on  the  staff  of  the  point  which 
is  in  the  prolongation  of  the  line  of  colliniation,  in  order  to  reduce 
it  to  the  height  which  would  have  been  read  had  a  horizontal 
.surface  been  plane,  is  called  the  correction  for  curvature. 

On  the  other  hand,  the  line  of  sight,  being  the  line  along  which 
light  proceeds  from  the  object  looked  at  to  the  telescope,  is  not 
perfectly  straight,  being  made  slightly  concave  downwards  by  the 
refracting  action  of  the  air.  Hence  the  point  seen  on  the  staff 
apparently  in  the  line  of  colliniation  produced,  is  not  exactly  in 
that  line,  but  is  below  it  by  an  amount  called  the  error  from 
refraction,  and  thus  the  error  arising  from  curvature  is  partly 
neutralized ;  and  the  correction  to  be  subtracted  for  curvature  and 
refraction  usually  is  somewhat  less  than  the  correction  for  curvature 
alone. 

In  fig.  45,  A  represents  the  level;  B,  a  point  on  the  ground; 
BOED,  the  staff  standing  on  it ;  A  C,  a  level  surface  touching  the 
lino  of  collimation,  with  the  curvature  very  much  exaggerated; 
A  D,  a  straight  line  in  prolongation  of  the  line  of  colliniation ; 
E  A,  the  real  line  of  sight,  a  curved  line  in  which  light  proceeds, 
owing  to  atmospheric  refraction.  Then  the  correction  for  curva- 
ture is  — C  D;  the  correction  for  refraction  +  D  E;  and  the  joint- 
correction, 

-EC=  -CD  +  DE, (1.) 

The  correction  for  curvature  is  a  third  proportional  to  the  earth's 
diameter  and  the  distance  between  the  level  and  the  staff — that  is 
to  say,  its  value  infect  is 

4 1"  7  ^000  =  3  (distftDCC  m  statute  mile8)2 (2') 

The  error  produced  by  refraction  varies  very  much  with  the 
state  of  the  atmosphere,  having  been  found  to  range  from  one-half  to 
one-tenth  of  the  correction  for  curvature,  and  in  some  cases  to  vary- 
even  more.  Its  value  cannot  be  expressed  with  certainty  by  any 
known  formula;  but  when  it  becomes  necessary  to  allow  for  it,  it 
may  be  assumed  to  be  on  an  average  about  one-sixth  of  the  correc- 
tion of  a  curvature;  so  that  the  joint  correction  for  curvature  and  re- 
fraction, to  be  subtracted  from  the  reading  of  the  staff,  is  on  an 
average, 

5     (distance  in  feet)2        rr  fv  .      ...        ..    x„    /0  v 

P  x .  ,    i  0   '  =  •  5G  (distance  in  statute  miles)"...  (3.) 

The  errors  produced  by  curvature  and  refraction  are  neutralized 
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when  back  and  fore-sights  are  taken  to  staves  at  equal  or  nearly 
equal  distances  from  the  level.  At  distances  not  exceeding  ten 
chains,  they  are  so  small  tliat  they  may  be  neglected. 

The  uncertainty  of  the  correction  for  refraction  makes  it  advis- 
able to  avoid,  in  exact  levelling,  all  sights  at  distances  exceeding 
about  a  quarter  of  a  mile. 

53.  The  l^erei  Fidd-Book  is  kept  in  various  forms,  according  to 
the  practice  of  different  engineers.  In  one  of  the  most  usual  and 
convenient,  each  page  is  divided  into  seven  columns,  headed  as 
follows : — 

t».         Back-     Fore-     -c  „      Reduced     -p..  .  Description  of 

Rise.       .  ,  .        .  ,  .       FalL       T       ,        Distance.  ,^u f    . 

sight,     sight  Level.  Object. 

The  first  entry  made  is  in  the  column  of  reduced  levels,  being  the 
elevation,  in  feet  and  decimals,  of  the  bench  mark  on  which  the 
first  back-sight  is  taken  above  a  datum  horizontal  surface;  and 
opposite  this,  in  the  column  of  description  of  objects,  is  the  desig- 
nation of  that  bench  mark.  In  the  second  and  all  the  following 
lines  the  only  entries  usually  made  in  the  field  arc  the  back-sights 
and  fore-sights,  the  distances,  and  the  description  of  objects;  so 
that,  beginning  at  the  right  side  of  the  jmge,  we  have  in  each  lino 
the  description  of  a  point  or  object  (if  any  description  is  necessary), 
its  distance  from  the  commencement  of  the  line  of  section,  the  fore- 
sight read  upon  the  staff  when  held  at  that  point,  and  the  back- 
sight read  upon  the  staff  when  held  at  the  point  immediately 
preceding.  On  each  occasion  when  an  intermediate  sight  is  taken 
without  shifting  the.  level,  it  will  be  entered  as  a  fore-sight  opposite 
the  point  to  which  it  is  taken,  and  also  as  a  back-sight  in  the  fol- 
lowing line.  In  reducing  the  levels,  which  ought  to  be  done  each 
evening  for  the  levels  taken  during  the  day,  the  first  process  is  to 
take  the  difference  between  the  back-sight  and  fore-sight  in  each  line, 

and  enter  it  as  a  j  j?^  J  according  as  the  <  f^"8"|n\  J  ™  tho 

greater.  The  reduced  levels  are  then  computed  in  succession  from 
the  level  of  the  first  bench  mark  by  the  successive  addition  of  tho 
rises  and  subtraction  of  the  falls. 

The  calculations  in  each  page  are  chocked  by  adding  up  tho  first 
four  columns ;  when  the  difference  between  the  total  rise  and  total 
fall  ought  to  be  equal  to  the  difference  between  the  sum  of  the 
back-sights  and  the  sum  of  the  fore-sights,  and  also  to  the  difference 
betweeu  the  first  and  last  reduced  levels  in  the  page,  the  first 
reduced  level  in  the  first  page  being  that  of  the  first  bench  mark ; 
and  the  last  reduced  level  in  each  page  being  also  entered  as  tho 
first  in  the  following  page. 

It  is  sometimes  useful  to  enter  in  the  column  of  descriptions  the 
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magnetic  bearings  of  the  lines  levelled,  and  to  illustrate  it  occa- 
sionally by  sketch  sections  of  the  more  intricate  parts  of  the  ground. 
It  is  often  necessary  to  reduce  the  levels  in  the  field,  especially 
in  taking  trial  levels.  In  such  cases  the  calculations  should  be 
carefully  checked  afterwards. 

54.  Plotting  a  Section  is  commenced  by  drawing  with  a  very 
accurate  straight-edge  a  straight  "  datum-line"  to  represent  the 
datum  horizontal  surface  from  which  heights  are  reckoned,  and 
marking  on  that  datum-line  a  scale  of  distances.  The  vertical 
scale  should  be  drawn  on  the  paper  at  right  angles  to  the  datum-line, 
in  order  that  it  may  be  parallel  to  the  lines  representing  heights, 
and  expand  and  contract  along  with  them.  This  is  of  great  im- 
portance in  engraved  and  lithographed  sections,  in  which  the  paper 
often  expands  or  contracts  differently  in  different  directions.  The 
plotting  of  the  distances  And  heights  entered  in  the  field-book  is 
performed  like  that  of  the  distances  and  offsets  in  a  chained  survey. 
(Article  31,  p.  32.)     As  to  scales,  see  p.  7. 

Explanations  are  usually  written  above  the  objects  to  which 
they  relate,  such  as  roads,  railways,  canals,  rivers,  <fcc. 

The  nature  of  the  principal  information  which  is  required  in 
writing  on  sections  for  engineering  purposes  has  been  stated  in 
Article  14,  pp.  14,  15. 

55.  iievoiiing  fcy  tho  Theodolite  may  be  performed  in  three 
different  ways. 

I.  By  placing  the  line  of  collimation  horizontal,  and  using  the 
theodolite  like  a  level. — This  may  be  done  when  a  proper  levelling 
instrument  is  not  at  hand. 

II.  By  setting  the  line  of  collimation  at  a  known  angle  of  in- 
clination, and  taking  sights  in  other  respects  as  if  unth  a  level. — 
This  process  may  save  time  in  taking  the  levels  of  steeply  sloping 

ground  In  fig.  46,  A  represents 
the  theodolite,  b  A  c  the  sloping 
line  of  sight,  B  6,  0  c,  and  the 
other  vertical  lines,  heights  read 
off  on  the  staff  The  most  con- 
venient  way  to  reduce  levels  taken 
by  this  method  is  first  to  reduce 
them  as  if  the  line  of  sight  were 
horizontal,  and  then,  according  as 
its  inclination  is  upward  or  downward,  add  to  or  subtract  from  each 
reduced  height  a  correction  for  declivity,  found  by  multiplying  the 
distance  of  the  point  from  the  commencement  of  the  sloping  line 
of  sight  by  the  sine  of  the  angle  of  inclination,  if  distances  have 
been  measured  on  the  slope,  or  by  its  tangent,  if  they  have  been 
Itduoed  to  horixontal  distances.     (Article  23,  p,  20). 


Fig.  46. 
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IH.  By  taking  angles  of  altitude  and  depression. — The  height  of 
an  object  above,  or  its  depth  below,  the  telescope  of  the  theodolite, 
is  nearly  equal  to  its  horizontal  distance  from  the  station  of  observa- 
tion multiplied  by  the  tangent  of  its  altitude  or  depression,  as  the 
case  maybe. 

The  correction  for  curvature  is  one-half  of  the  angle  subtended  by 
the  distance  at  the  centre  of  curvature  of  the  eartKs  surface,  or  "  con- 
tained arc,"  as  it  is  called;  and  that  correction  is  to  be  added  to 
altitudes  and  subtracted  from  depressions.  (As  to  the  computation 
of  that  angle,  see  Article  33,  Division  V.,  pp.  46,  47.) 

The  correction  for  refraction  is  very  variable,  as  has  been  already 
explained.  On  an  average,  it  may  be  approximated  to  by  dimin- 
ishing the  correction  for  curvature  by  one-sixth. 

The  effects  of  curvature  and  refraction  may  be  nearly  neutralized 
by  taking  reciprocal  angles,  as  they  are  called ;  that  is  to  say,  if  A 
and  B  be  two  stations,  B  being  the  higher;  take  the  altitude  of  B 
as  seen  from  A,  and  the  depression  of  A  as  seen  from  B;  half  the 
difference  of  those  angles  will  be  the  combined  correction ;  and  the 
tangent  of  half  their  sum,'  being  multiplied  by  the  distance,  will 
give  the  difference  of  level  nearly.  The  reciprocal  angles  should  be 
taken  as  nearly  as  possible  at  the  same  instant,  lest  the  refracting 
power  of  the  air  should  change  in  the  interval. 

Levelling  by  angles  is  not  to  be  relied  upon  for  engineering 
purposes,  except  occasionally  in  taking  flyiug  levels. 

The  altitude  of  an  object  on  land  is  taken  with  the  sextant,  by 
observing  the  "double  altitude11 — that  is,  the  angle  between  the 
object  and  its  image  as  reflected  in  a  trough  of  mercury,  called  an 
u  artificial  horizon," — and  taking  one-half  of  that  double  altitude. 

56.  MjtmXUnm  by  the  Fiaae-Tabie  is  performed  by  adjusting  the 
table  with  particular  care  to  a  horizontal  position,  measuring  the 
tangent  of  the  altitude  or  depression,  and  multiplying  it  by  the 
distance.  To  enable  such  tangents  to  be 
measured,  the  index  is  constructed  as 
follows:— In  fig.  47,  E  F  is  the  flat  bar  of 
the  index,  F  6  its  forward  and  E  a  its 
backward  sight  Near  the  bottom  of  the 
backward  sight  is  a  sight-hole  A  for 
altitudes;  near  the  top,  a  sight- 
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Fig.  47. 


hole  a  for  observing  depressions. '  A  scale  of  equal  parts  is  marked 
on  the  forward  sight,  and  numbered  upwards  from  B  opposite  A, 
and  downwards  from  b  opposite  a,  A  slider  D  is  slid  up  or  down 
till  a  cross-wire  contained  in  it  appears  in  a  line  with  the  object, 
and  the  tangent  is  read  by  an  index  and  vernier. 
This  process  also  is  only  suited  for  flying  levels. 

57.   LereOlMft  by  the  BsmmcCct  wmd  Thtwtw  may  occasion- 
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ally  be  used  for  engineering  purposes  to  take  flying  levels  in 
exploring  the  country.  The  following  formula  is  sufficiently 
correct  for  that  object : — 

Let  the  quantities  observed  be  denoted  as  follows : — 

At  the  lower    At  the  higher 
station.  station. 

Height  of  the  mercurial  column  in  the  baro- 
meter,    H h 

Temperature  of  the  mercury  in  degrees  of 
Fahrenheit,  as  shown  by  the  "  attached  " 
thermometer, T t 

Temperature  of  the  air  in  degrees  of 
Fahrenheit,  as  shown  by  the  "detached  " 
thermometer, T1 t 


•••(!•> 


Then  the  height  of  the  higher  station  above  the  lower,  in  foot 

=  G03G0  jlogH  —  log/*  —  -000044  (T  —  *)£  . 

/        T'  +  *'-C4X 

For  rapid  calculation,  the  following,  though  less  exact,  ia 
convenient : — 

Height  in  feet  =  56300  (log  H  —  log  h).  (l  +  ^^i)  nearly.  (2.) 

In  the  absence  of  logarithms,  the  following  formula  may  be  used 
for  heights  not  exceeding  about  3,000  feet.  Correct  the  barometric 
reading  at  the  higher  station  as  follows : — 

*'  = h  0 + raj) ' thcn 

.    Height  in  feet  =  52428  j^rfc'  {}  +         986        jnearly.  (3.) 

The  preceding  formulae  are  applicable  to  the  mercurial  barometer. 
They  are  also  applicable  to  the  "  Aneroid"  barometer,  with  tho 
exception  of  the  correction  depending  on  the  temperature  by  tho 
attached  thermometer.  The  aneroid  barometer,  if  very  skilfully 
constructed,  may  be  made  to  require  no  appreciable  correction  for 
the  effect  of  its  own  temperature  on  its  indications.  Should  it 
need  such  correction,  the  amount  can  only  be  determined  by  an 
experimental  comparison  between  the  individual  aneroid  barometer 
and  a  mercurial  barometer.     (See  p.  783.) 
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Another  method  of  taking  flying  levels,  depending,  like  tho 
barometric  method,  upon  the  pressure  of  the  air,  is  that  of  determin- 
ing the  boiling-point  of  pure  water  by  a  very  sensitive  thermometer — 
a  method  invented  by  Dr.  Wollaston,  and  improved  by  Principal 
Forbes.  (See  Transactions  of  the  Royal  Society  of  Ediriburyh,  vols. 
zv.  and  xxi.) 

That  boiling-point  falls  very  nearly  at  the  rate  of  one  degree  of 
FaJtrenheit  for  every  543  feet  of  ascent;  and  still  more  nearly  accord- 
ing to  tho  following  formula : — 

z  in  feet  =  517  (212°  —  T)  +  (212°  —  T)*; (1.) 

Tbeing  the  boiling-point  on  Fahrenheit's  scale,  and z the  height  of  the 
station  where  the  experiment  is  made  above  a  station  where  the 
boiling-point  is  21 2\  To  compare  the  levels  of  two  stations,  the 
boiling-point  of  pure  water  is  to  be  observed  at  each,  and  the 
quantity  z  is  to  be  calculated  by  formula  4  for  each  of  the  boiling- 
points;  when  the  difference  between  those  quantities  z  will  l>e  the 
approximate  height  of  the  station  where  the  boiling-point  is  lowest 
above  the  other  station. 

53.    Detached  Lercls—  Frntnrrs  of  the  Country. — The  U8e  to   the 

engineer  of  "  Flying  Levels,"  or  observations  of  the  heights  of 
detached  points,  has  already  been  mentioned  in  Article  10,  p.  9. 
Such  heights  cannot  be  easily  shown  by  means  of  vertical  sections ; 
and  the  most  convenient  method  of  recording  them  is  to  write 
them  on  a  plan  of  the  country. 

Detached  levels  may  bo  taken  for  the  purpose  of  determining  the 
elevations  of  important  points  on  existing  works,  such  as  bridge*, 
roads,  railways,  canals,  <fcc.,  or  of  objects  suitable  for  bench  marks ; 
or  they  may  be  taken  in  order  to  give  the  engineer  a  general 
knowledge  of  the  form  of  the  surface  of  the  country.  In  the 
present  Article  it  will  bo  shown  what  positions  are  the  best 
suited  for  detached  lcveta  taken  with  the  last-mentioned  purpose. 

On  the  surface  of  the  earth,  and,  indeed,  on  any  irregularly 
curved  surface,  two  classes  of  lines  may  be  distinguished,  whose 
positions  and  figures  are  of  primary  importance  in  determining  the 
shape  of  that  surface — Ridge-Lines  and  Valley-Lines. 

L  A  Ridge- Mne  is  distinguished  by  the  property,  that  along  the 
-whole  of  its  course  it  is  higher  than  the  ground  immediately 
adjacent  to  it  on  each  side; — in  oth^r  words,  the  ground  slopes 
downwards  from  it  at  both  sides.  The  rain-water  which  falls  on 
the  ground  consequently  runs  away  from  both  sides  of  a  ridge- 
line;  and  hence  it  is  also  called  a  "  Water-shed  Line."  Ridge- 
lines  are  also  sometimes  called  "  the  features  of  the  country."  The 
earth's  surface  is  traversed  by  a  number  of  main  ridge- lines,  which 
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are  the  central  lines  of  the  great  mountain-chains;  from  these 
there  diverge  branch  ridge-lines,  and  from  these  secondary  branch 
ridge-lines,  and  so  on;  until  in  most  cases  the  final  ridge-lines  end 
at  promontories,  where  they  sink  down  into  the  plains  or  the 
valleys.  A  ridge-line  may  return  into  itself,  so  as  to  contain 
within  it  an  enclosed  hollow  or  basin ;  but  this  is  of  comparatively 
rare  occurrence. 

A  ridge-line  is  seldom  either  straight  or  level  throughout  any 
considerable  part  of  its  length,  being  almost  always  more  or  less 
wavy  or  serrated  both  vertically  and  horizontally. 

The  highest  points  of  ridge-lines  form  the  summits  of  the  hills. 
The  summit  of  a  conical  or  rounded  hill  may  in  some  cases  be  an 
isolated  point,  not  traversed  by  a  ridge-line;  but  the  summit  of  a 
hill  is  in  general  traversed-  by  at  least  one  ridge-line,  and  is  very 
often  a  point  of  divergence  of  several  ridge-lines.  A  summit  may 
sometimes  be  a  flat  expanse  called  a  "  table-land,"  with  ridge-lines 
diverging  from  its  edges. 

II.  A  valley-Line  is  distinguished  by  the  property,  that  along 
the  whole  of  its  course  it  is  lower  than  the  ground  immediately 
adjacent  to  it  on  each  side; — in  other  words,  the  ground  slopes 
upwards  from  it  at  both  sides.  The  water  on  the  surface  of  the 
ground  consequently  runs  towards  a  valley-line  from  both 
aides,  and  except  in  certain  cases,  runs  along  the  valley-line  in  a 
stream;  whence  valley-lines  may  be  called  "Water-Course  Lines." 
The  exceptions  are,  when  the  valley-line  is  in  an  enclosed  basin, 
so  that  a  lake  is  formed;  and  when  the  surface  water  disappears  by 
evaporation  or  absorption.  Between  each  adjacent  pair  of  final 
ridge-lines  there  is  a  valley-line;  these  valley-lines  converge  and 
unite  into  greater  valley-lines,  and  so  on  until  the  final  valley- 
lines  end  in  the  sea,  or  at  the  bottom  of  some  enclosed  basin,  or 
at  the  edge  of  a  plain.  A  valley-line,  like  a  ridge-line,  is  seldom 
either  straight  or  level  throughout  any  considerable  part  of  its 
length. 

The  end  of  a  ridge-line  lies  in  general  either  in  a  plain,  or  between 
two  converging  valley-lines,  or  in  the  bend  of  a  valley-line.  The 
commencement  of  a  valley-line  lies  in  general  between  two  diverg- 
ing ridge-lines,  or  in  the  bend  of  a  ridge-line,  or  at  a  "  Pass." 

A  p«m  is  a  place  on  a  ridge-line  lower  than  any  neighbouring 
point  on  the  same  ridge-line,  and  might  be  described  as  a  point 
where  a  ridge-line  and  a  valley-line  cross  each  other  at  right  angles ; 
but  it  is  more  in  accordance  with  the  ordinary  use  of  the  word 
"  valley"  to  describe  the  line  of  lowest  elevation  at  a  pass,  which 
crosses  the  ridge-line  at  right  angles,  as  consisting  of  two  valley-lines 
which  run  downwards  from  the  pass  in  opposite  directions. 

From  these  descriptions  of  ridge-lines  and  valley-lines,  and  of 
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points  in  and  connected  with  them,  it  is  obvious  that  the  places 
whose  elevations  are  of  most  importance  towards  a  knowledge  of 
the  figure  of  the  surface  of  a  district  are  the  following : — 

The  summits  of  hills,  being  peaks,  table-lands,  or  highest  points 
of  ridge-lines. 

The  points  where  the  inclinations  of  ridge-lines  change. 

The  points  from  which  ridge-lines  diverge. 

The  passes,  or  lowest  points  of  ridge-lines  and  highest  points  of 
pairs  of  valley-lines. 

The  lowest  points  of  valley-lines. 

The  points  where  the  inclinations  of  valley-lines  change. 

The  points  where  converging  valley-lines  meet. 

Of  all  those  places,  those  which  are  of  most  importance  in  the 
engineering  of  lines  of  communication  are  the  passes;  because  they 
are  in  general  the  points  at  which  ridges  are  to  be  crossed. 

To  the  levels  of  the  places  already  enumerated  may  be  added, 
those  of  the  surfaces  of  seas,  lakes,  rivers,  and  other  bodies  of  water, 
in  their  various  conditions. 

The  valley-lines  of  a  district  are  usually  marked  with  sufficient 
distinctness  on  a  plan  by  the  water-courses.  The  position  of  the 
ridge-lines  is  in  general  indicated  by  shading  the  slopes  which  fall 
from  them  in  each  direction,  the  best  system  of  shading  being  that 
according  to  which  the  depth  of  the  shadow  varies  with  the  steep- 
ness of  the  slope,  being  made  as  nearly  as  possible  proportional  to 
the  tangent  of  the  angle  of  declivity.  The  bottoms  of  valleys  are,  in 
addition,  very  slightly  shaded,  in  order  to  distinguish  them  from 
the  tops  of  hills. 

59.  CfeMtMr-Uaes  are  used  as  means  of  enabling  a  plan  to  give 
more  complete  information  as  to  the  figure  of  the  surface  of  the 
ground  than  is  possible  by  means  of  levels  written  in  figures  alone. 

A  contour-line  on  a  plan  represents  a  contour-line  on  the  earth's 
surface,  which  is  a  line  traversing  all  the  points  on  the  ground  that 
are  at  a  given  constant  height  above  the  datum-level.  A  contour- 
line  on  the  ground  may  be  otherwise  described  as  a  horizontal 
section  of  the  earth's  surface,  or  the  line  where  the  earth's  surface 
is  cut  by  a  given  horizontal  surface,  or  the  outline  of  an  imaginary 
sheet  of  water,  covering  the  ground  up  to  a  certain  given  eleva- 
tion. 

All  contour-lines  cross  the  lines  of  steepest  declivity  on  the 
surface  of  the  ground  at  right  angles;  they  also  cross  at  right 
angles  all  ridge-lines  and  valley-lines  at  which  the  surface  of  the 
ground  is  sensibly  curved,  and  does  not  form  an  absolutely  sharp 
ridge  or  farrow. 

The  vertical  distance  between  successive  contour-lines  on  a  plan 
depends  on  the  scale  of  the  plan,  the  figure  of  the  ground,  and  the 


06  EXGISEEB 

purpose  for  which  tho  plan  is  intended;  being  greater  in  plans  on  n 
small  scale  than  in  those  on  a  large  scale ;  greater  where  the  slopes 
are  steep  and  the  hills  high  than  where  the  slopes  are  gentle  and 
the  bills  low;  and  greater  or  less,  also,  according  to  the  precision 
with  which  levels  have  been  taken  for  finding  the  position  of  the 
contour-lines,  and  tho  use  that  is  to  be  wade  of  them  in  designing 
works.  For  example,  in  the  Ordnance  Maps  of  Britain,  on  the 
scale  of  six  inches  to  a  mile,  contour-lines  are  drawn  at  each  twenty- 
five  feet  of  height,  and  certain  of  these,  called  "  principal  contour- 
liues,"  are  determined  with  greater  precision  than  the  others;  and 
those  principal  contour-lines  are  at  every  fifty  feet  of  elevation  in 
the  Hatter  parti  of  the  country,  and  at  every  hundred  feet  in  the 
more  hilly  parts.  The  closest  contour-lines  are  those  which  have 
been  laid  down  in  some  plans  of  town  districts  for  purpose*  of 
draiiiHgc  and  other  improvements:  these  occur  at  vertical  intervals 
of  from  eight  feet  to  two  feet 

Different  methods  of  determining  the  positions  of  contour-lines 
may  be  followed  according  to  the  degree  of  precision  required.  To 
lay  down  principal  contour- lines,  u  scries  of  bench  marks  should  be 
made  at  such  points  in  ridge  and  valley-lines  as  have  been  already 
specified  in  the  preceding  Article;  the  positions  of  those  bench 
marks  should  be  ascertained  in  the  course  of  the  survey,  and  laid 
down  on  the  plan,  and  their  elevations  found  by  levelling.  Then 
by  levelling  from  those  bench  marks,  points  are  to  be  marked  by 
pegs,  or  otherwise,  on  the  ridge  and  valley-lines,  and  at  as  many 
intermediate  places  as  may  appear  necessary,  at  certain  definite 
elevations  above  the  datum-level,  such  as  50  feet,  100  feet,  150  feet, 
and  so  on.  The  positions  of  the  points  so  marked  being  surveyed 
with  the  chain  and  plotted,  give  a  scries  of  points  in  the  contour- 
lines;  and  the  course  of  those  Hues  between  the  points  so  found  by 
surveying  is  to  be  sketched  upon  a  tracing  of  the  plan  taken  to  tin: 
ground  for  the  purpose.  Bench  marks,  whose  levels  ought  to  be 
chucked,  should  be  made  at  the  places  where  principal  contour-linen 
cross  important  ridge-lines  and  valley-lines. 

Intermediate  contour-lines  can  be  interpolated  between  tho 
principal  contour-linos  by  sketching  on  the  ground,  aided  by  the 
known  levels  of  the  points  where  the  rates  of  inclination  of  the 
ridge  and  valley-lines  vary. 

The  horizontal  distance  between  two  adjoining  contour-lines 
being  inversely  as  the  tangent  of  tbe  angle  of  inclination  of  tbe 
ground,  is  also  inversely  as  the  depth  of  shadow  to  be  used  to 
express  the  steepness  of  ihe  Elope.  "  Hill- sketch  in  g,"  as  it  is  called, 
consists  in  shading  the  slopes  of  lulls  upon  the  ground  according  to 
this  principle,  with  the  pencil,  by  drawing  horizontal  lines  parallel 
to  the  contour-lines,  and  with  a  degree  of  closeness  proportional  to 
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that  of  the  contour-lines  themselves.     Those  pencil  hatchings  are 
in  fact  intermediate  contour-lines  sketched  by  hand.* 

In  engraved  plans  the  shading  of  hills  is  effected  by  means  of 
hatched  lines  at  right  angles  to  the  contour-lines,  and  following, 
therefore,  the  lines  of  steepest  declivity. 

In  order  that  an  engineer  may  know  how  far  he  can  depend  upon 
the  contour-lines  on  a  plan  as  a  means  of  enabling  him  to  select 
the  best  line  for  a  proposed  work,  it  is  necessary  that  he  should 
know  by  what  method,  and  with  what  degree  of  precision,  their 
positions  have  been  determined,  and  that  he  should  see  upon  the 
plan  the  positions  and  written  levels  of  the  bench  marks  and  other 
detached  points  which  have  been  used  during  that  process. 

60.  CrM  t»rctioa«  may  cross  the  centre  line,  or  line  of  the  lon- 
gitudinal section,  of  a  proposed  work  either  at  right  angles  or 
obliquely. 

The  term  is  applied  to  longitudinal  sections  of  existing  lines  of 
communication  which  the  proposed  work  has  to  cross.  Such  sections 
have  already  been  referred  to  in  Article  7,  p.  6,  and  Article  8,  p.  7. 

Gross  sections  to  assist  the  engineer  in  choosing  the  best  line 
(referred  to  in  Article  11,  Division  V.,  p.  10)  should  in  general  run 
along  the  ridge-lines  and  valley-lines  which  are  to  be  crossed  by  the 
proposed  work.  They  should  also  be  made  where  the  ground  has 
a  steep  slope  in  a  direction  transverse  or  oblique  to  that  of  the 
centre  line  of  the  proposed  work. 

Cross  sections  to  accompany  the  working  section,  for  the  purpose 
of  enabling  quantities  of  excavation  or  other  work  to  be  measured 
and  calculated  exactly  (referred  to  in  Article  11,  Division  XIV., 

*  In  the  lata  Mr.  Butler  Williams's  Practical  Geodesy,  p.  190,  be  describes  in 
the  following  terms  an  approximate  method  of  drawing  contour-lines  by  the  aid  of 
pencil  hill-shadings: — 

**  Horizontal  contours  can  be  traced  by  the  eye  with  considerable  accuracy,  especially 
when  the  eurveyor  is  assisted  by  the  altitudes  obtained  in  the  trigonometrical  opera- 
tions serving  for  the  construction  of  the  outline  map.  The  process  .  .  .  which  I  now 
proceed  to  describe,  is  rapid  in  execution,  and  tolerably  correct  for  a  small  scale  (say 
one  inch  or  two  inches  to  a  mile),  where  experience  has  trained  the  eye  to  accuracy. 
It  to  weQ  adapted  for  reconnoiasances  of  a  country,  and  is  much  used  by  military 
engineers.  The  dvfl  engineer  would,  however,  frequently  find  the  same  advantage 
in  using  it  in  his  preliminary  examinations  of  countries  for  the  purpose  of  selecting 
general  lines  of  communication. 

"  In  the  field,  when  the  eye  is  alone  depended  upon,  the  horizontal  lines  are  traced 
in  pencil,  by  dote  parallel  hatchings;  and  when  the  whole  drawing  is  finished,  the 
normal  contours  are  traced  at  the  required  vertical  distances  apart,  by  following  the 
general  direction  of  the  pencil  lines,  and  checking  their  truth  by  means  of  the  trigono- 
metrical elevaiione  or  other  heights  marked  on  the  map.  The  contours,  when  a 
complete  drarit  is  made,  mutt  return  to  the  point  of  departure ;  and  if  it  were  attempted 
by  the  eye  alone  to  trace  normal  contours  which  are  isolated  from  each  other,  no 
degree  of  pteiloue  experience  would  suffice  for  the  attainment  of  the  object 
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p.  11),  are  in  general  at  right  angles  to  the  line  of  the  longituc 
section, 

61.  The  Wate*-l*Tei  is  an  instrument  used  instead  of  the  sj 
level  where  long  range  and  great  accuracy  are  unnecessary.  It 
sists  of  an  inverted  siphon  tube,  fixed  on  the  top  of  a  stand, 
nearly  filled  with  water,  which  may  be  slightly  tinged  to  mat 
the  more  easily  visible.  The  horizontal  part  of  the  tube  (a 
eighteen  inches  or  two  feet  long)  may  be  of  metal :  the  two  vex 
branches  (which  are  only  two  or  three  inches  high)  are  of  g 
The  surfaces  of  the  water  stand  at  the  same  level  in  those 
branches;  and  the  leveller  obtains  a  horizontal  line  of  sighl 
looking  along  a  line  joining  those  two  surfaces,  which  may  be 
sidered  as  the  "line  of  coUimation "  of  the  instrument.  T$ 
the  distance  of  the  staff  is  so  great  that  the  observer  cannot : 
the  divisions,  a  staff  of  the  old  kind,  with  a  sliding  vane,  ma; 
used.  (See  Article  49,  p.  83.)  The  water-level  is  useful  for  sett 
out  the  points  of  contour-lines  intermediate  between  the  be 
marks,  being  sufficiently  accurate  for  that  purpose,  and  more  ec 
ditious  than  the  telescopic  levelling  instrument 
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CHAPTER  V. 

OF  BETTING-OUT. 
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62.  ■■■giws  gmlfkt  Line*.— It  has  already  been  stated  in 
Article  11,  Division  XIII. ,  p.  11,  that  the  process  of  ranging  and 
*tiing-out  the  line  consists  in  marking  on  the  ground  the  centre 
line  of  the  proposed  work. 

That  marking  consists  of  two  operations :  temporary  marking,  or 
ringing,  by  means  of  poles;  and  permanent  marking,  or  setting- 
out,  properly  so  called,  in  which  the  principal  marks  are  in  general 
itakee. 

The  distance  apart  of  the  stakes  used  in  setting-out  the  centre 
fine  of  a  proposed  work  varies  considerably  in  the  practice  of 
different  engineers.  In  some  cases,  a  stake  is  driven  at  every  chain 
of  66  feet;  in  others,  at  every  100  feet;  while  on  some  works  the 
distance  from  stake  to  stake  has  been  as  great  as  300  feet.  Time 
and  money  are  saved  by  adopting  a  long  interval  between  the  stakes, 
but  at  the  expense  of  precision. 

For  ranging  straight  lines  of  moderate  length,  the  most  conve- 
nient instrument  is  a  large-sized  transit  theodolite— that  is  to  say, 
one  with  circles  of  six  inches  in  diameter  or  more  (Article  34, 
Pp.  54,  55) — because  the  telescope  is  capable  of  being  turned  com- 
pletely over  about  its  horizontal  axis,  so  as  to  range  one  continuous 
straight  line  in  two  opposite  directions  from  the  station.  In  order 
that  this  operation  may  be  correctly  performed,  great  care  must  be 
fatowed  on  the  adjustment  of  the  line  of  collimation  perpendicular 
to  the  horizontal  axis  (Article  35,  p.  60),  of  the  horizontal  axis 
perpendicular  to  the  vertical  axis  (Article  35,  p.  61),  and  of  the 
Vertical  axis  truly  vertical  (Article  35,  p.  58).  With  a  good  aix- 
&ch  theodolite  the  error  in  ranging  a  pole  in  a  straight  line  should 
pot  exceed  10"  in  angular  direction;  that  is  to  say,  about  three 
inches  at  a  distance  of  a  mile  off. 

For  very  long  straight  lines,  however,  the  theodolite  is  not 

sufficiently  exact;  and  then  it  becomes  advisable  to  use  a  small 

Transit  Instrument,  consisting  simply  of  a  telescope  with  a  hori- 

fttttal  axis,  resting  on  a  suitable  stand,  so  as  to  be  capable  of  being 

-tamed  over  in  a  vertical  plana 

The  telescope  of  a  transit  instrument  for  engineering  purposes 
nay  be  from  twenty  to  thirty  inches  in  the  focal  length  ox  the 
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object-glass.  At  the  middle  of  the  length  of  the  telescope  tube  is  a 
hollow  sphere,  to  which  are  joined  two  hollow  cones,  forming  the 
arm 8  of  the  horizontal  axis.  Those  arms  taper  towards  the  ends, 
where  they  terminate  in  two  hollow  cylindrical  pivots,  which  rest 
in  angular  bearings  called  Y's,  each  supported  on  the  top  of  one  of 
the  standards  of  the  frame.  One  of  these  Y's  has  a  vertical  adjusting 
screw,  for  raising  or  lowering  it  till  the  horizontal  axis  is  truly 
horizontal ;  the  other  has  horizontal  adjusting  screws,  for  shifting 
it  back  or  forward  until  the  horizontal  axis  is  truly  perpendicular  to 
the  vertical  plane  in  which  the  line  of  collimation  is  intended  to 
move.  There  is  a  moveable  spirit-level  for  placing  the  axis  hori- 
zontal, whose  use  will  presently  be  described. 

At  the  common  focus  of  the  object-glass  and  eye-piece  are  a 
set  of  cross-wires  carried  by  a  diaphragm,  which  has  adjusting 
screws  to  move  it  so  as  to  place  the  line  of  collimation  (marked  by 
the  intersection  of  the  central  pair  of  cross-wires)  exactly  perpen- 
dicular to  the  horizontal  axis.  At  night  the  cross- wires  are 
rendered  visible  by  light  which  enters  from  a  lantern  through 
one  of  the  hollow  pivots  of  the  horizontal  axis,  and  is  reflected 
towards  the  cross-wires  by  a  small  oblique  mirror.  The  strong 
cast-iron  stand  of  the  instrument  rests  on  and  is  screwed  to  a 
smooth  level  stone  slab,  forming  the  top  of  a  massive  stone  or  brick 
pedestal,  built  on  a  firm  foundation.  The  building  which  shelters 
the  instrument  should  be  entirely  disconnected  from  the  pedestal ; 
otherwise  the  vibrations  produced  in  it  by  the  wind  will  be  com- 
municated to  the  instrument. 

To  facilitate  the  placing  of  the  instrument  exactly  in-  a  given 
alignment,  the  frame  sometimes  rests  on  a  lower  frame,  like  the 
slide-rest  of  a  lathe,  along  which  it  can  be  slid  sideways  into  the 
required  position  by  the  action  of  a  screw. 

The  adjustments  of  the  transit  instrument  are  as  follows : — 

(1.)  To  place  the  line  of  collimation  exactly  perpendicular  to  the 
horizontal  axis. — Direct  the  cross-wires  towards  a  well-defined 
point  in  a  distinct  object;  lift  the  telescope  with  its  axis  out  of  the 
Y's,  turn  it  over,  so  as  to  reverse  the  position  of  the  axis  end  for 
end,  and  set  it  down  again :  if  the  cross- wires  cover  exactly  the 
same  object,  the  adjustment  is  correct ;  if  not,  correct  one-half  of 
the  error  by  the  horizontal  adjusting  screws  of  one  of  the  Y's,  and 
the  other  half  by  the  adjusting  screws  of  the  diaphragm.  Eepeat 
the  process  till  the  adjustment  is  perfect. 

.  (2.)  To  place  the  horizontal  axis  truly  horizontal. — The  spirit- 
^lerel  has  two  feet,  which  are  to  be  placed  striding  across  the  tele- 
■cope  so  as  to  rest  on  the  two  pivots  of  the  horizontal  axis  respec- 
fively.  Bring  the  bubble  to  the  middle  of  the  level  by  turning 
ilif  vsjtiad  adjusting  screw  of  one  of  the  Y's;  reverse  the  position 


TRANSIT  INSTRUMENT — SETTINQ-OUT  CURVES.  101 

of  the  level  end  for  end :  if  the  bubble  remains  at  the  centre  of  the 
level,  the  adjustment  is  correct;  if  not,  correct  one-hall'  of  the 
deviation  by  the  vertical  adjusting  screw  of  the  axis,  and  the  other 
half  by  the  adjusting  screw  which  regulates  the  height  of  one  of  the 
feet  of  the  spirit-level.  Repeat  the  operation  till  the  adjustment  is 
perfect;  and  be  careful  to  remove  the  spirit-level  before  moving 
the  telescope. 

(3.)  To  place  the  plane  of  motion  of  t/ie  line  of  collimation  exactly 
in  the  vertical  plane  traversing  two  distant  stations  at  opposite  sides 
of  Hie  instrument. 

The  pedestal  is  to  be  built  as  nearly  in  the  true  alignment  as 
is  practicable  by  ordinary  methods  of  ranging,  and  the  upj>er 
surface  of  the  flat  stone  which  forms  the  top  is  to  be  carefully 
levelled. 

The  transit  instrument  having  been  set  on  the  pedestal,  and  its 
Kne  of  collimation  adjusted  perpendicular  to  the  horizontal  axis,  is 
to  be  moved  by  hand  until  the  telescope,  being  turned  alternately 
in  opposite  directions,  points  nearly  towards  the  signals  marking  the 
distant  ends  of  the  line;  observing,  that  when  the  line  of  collima- 
tion deviates  to  the  same  side  of  both  signals  (for  example,  in  a 
line  running  north  and  south,  to  the  east  of  both,  or  to  the  west  of 
both)  such  deviation  is  to  be  corrected  by  shifting  the  stand  side- 
ways ;  and  that  when  the  line  of  collimation  deviates  to  opposite 
sides  of  the  signals  (for  example,  to  the  east  of  one,  and  to  the  west 
of  the  other)  such  deviation  is  to  be  corrected  by  turning  the 
stand  as  if  about  a  vertical  axis.  This  is  the  first  approximation 
to  adjustment.  A  second  approximation  is  made  in  the  same 
manner,  after  having  levelled  the  horizontal  axis;  and  then  the 
places  are  marked  for  the  screw  sockets.  The  instrument  having 
been  removed,  the  holes  for  those  sockets  are  to  be  cut,  and  the 
sockets  fixed  in  them  with  lead. 

The  instrument  is  then  replaced,  and  approximately  adjusted  as 
before,  and  the  screws  for  fixing  it  to  the  pedestal  are  inserted,  but 
not  tightened.  The  instrument  is  finally  adjusted  by  the  aid  of 
the  horizontal  adjusting  screws  of  the  horizontal  axis,  and  the 
fixing  screws  are  tightened.* 

63.  RangiM*  and  gctting-ont  Carre*. — The  curved  parts  of  rail- 
ways require  to  be  set  out  with  great  precision.  The  form  almost 
universally  adopted  for  them  is  that  of  circular  arcs,  though  in  a 
few  instances  other  forms,  such  as  that  of  the  parabola,  have  been 
used.  There  are  reasons  for  thinking  that  the  best  form,  in  a 
mechanical  point  of  view,  is  that  called  the  "elastic  curve,"  which 
a  spring  of  uniform  transverse  section  takes  when  bent:  (on  this 

*  Ample  details  on  this  subject  are  given  in  Mr.  Siunma'i  work  On  Practical 
TuAadling. 
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Fig  48. 


subject,  see  Article  434,  page  651).  The  only  methods  which  will 
be  described  here  are  three  of  those  of  setting  out  circular  curves— 
the  method  by  angles — the  method  by  offsets — and  the  method  by 
bisections  of  arcs. 

Method  L — Setting-out  Circular  Curves  by  Angles  at  the  Cir- 
cumference.— This  is  the  only  method  by  which  circular  curves  can 
be  set  out  at  once  as  quickly  and  as  accurately  as  straight  lines.* 

It  depends  on  the  well-known  principle, 
that  the  angle  subtended  by  any  arc  of 
a  circle  at  any  point  in  the  circumference 
of  the  same  circle,  is  one-half  of  the  angle 
subtended  by  the  same  arc  at  the  centre 
of  the  circle.  For  example,  in  fig.  48, 
AB  is  an  arc  of  a  circle,  0  a  point  in 
the  circumference  of  the  same  circle  lying 
beyond  the  arc.  The  angle  A  C  B  is 
one-half  of  the  angle  subtended  by  A  B 
at  the  centre  of  the  circle.  When  the  point  at  which  the  angle  is 
measured  lies  upon  the  arc,  as  at E,  it  is  the  angle  BEF  =  AEG, 
between  the  line  drawn  from  one  end  of  the  arc  and  the  prolonga- 
tion of  the  line  from  the  other  end,  that  is  equal  to  half  the  angle 
at  the  centre  of  the  circle.  When  the  point  at  which  the  angle  is 
measured  is  one  of  the  ends  of  the  arc,  as  A,  it  is  the  angle  DAB, 
between  the  tangent  of  the  arc  and  its  chord,  that  has  the  same 
property. 

To  express  this  by  a  formula;  let  a  denote  the  length  of  the  arc, 
r  the  radius  of  the  circle;  then — 

Angle  at  the  circumference  in  minutes 

=  ACB  =  FEB  =  DAB  =  Angle<itQthecentre 

A 

=  1718'-873*   (1.) 

(The  co-efficient  is  the  value  in  minutes  of  one  half  of  the  arc  equal 
to  radius;  see  p.  37.)  t 

*  This  method  of  setting-out  curves  by  angles  was  published  for  the  first  time  in  a 
paper  read  to  the  Institution  of  Civil  Engineers  on  the  14th  of  March,  1848,  by  the 
author  of  this  work,  who  had  first  practised  it  in  1841.  Methods  of  setting-out 
curves  by  the  theodolite  had  previously  been  employed  by  Captain  Vetch  and  Mr. 
Gravatt,'  but  they  had  not,  so  far  as  the  author  knows,  been  published  before  1862. 

f  American  engineers  describe  the  sharpness  of  curves  by  stating  the  number  of 
degrees  in  the  angle  subtended  at  the  centre  by  an  arc  of  100  feet  in  length,  which 
angle  they  call  the  "  angle  of  deflection."    Its  value  is 


Angle  of  deflection  in  degrees  = 


6729-6 


radius  in  feet 
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In  applying  that  principle  to  practice,  the  best  instrument  is  a 
six-inch  transit  theodolite,  which  will  range  the  positions  of  poles  at 
the  distance  of  half  a  mile  to  the  accuracy  of  an  inch  and  a-half. 
With  a  smaller  instrument, 
the  distances  most  be  shorter, 
or  the  precision  ksa 

Problem  Fmar.*  To  set 
out  a  circular  curve  touching 
two  given  straight  lines,  when 
the  point  of  intersection  of 
those  straight  lines  is  acces- 
sible. 

In  fig.  49,  let  B  A,  C  A,  be 
the  two  straight  lines,  inter- 
secting in.  A.  Set  the  theodo- 
lite at  A,  and  measure  the 
angle  there,  which  denote  by  A;  then  lay  off  the  two  equal  tan- 
gents, A  B,  A  C,  as  calculated  by  the  following  formula  (in  which  r 
is  the  intended  radius  of  the  curve): — 

AB=AC  =  r-cotan^; (2.) 

and  B  and  C  will  be  the  ends  of  the  curve,  where  it  touches  the 
straight  lines. 

It  is  convenient  (though  not  always  necessary)  to  find  the  middle 
point  of  the  curve.  For  that  purpose,  range,  by  means  of  the 
theodolite,  the  line  A  D  bisecting  the  angle  at  A;  and  lay  off  the 
distance, — 


Fig.  49. 


AD  =  r'(oosec-g~lV (3.) 


then  will  D  be  the  middle  point  of  the  curve. 

The  points  B  and  0  (and  also  D,  if  marked)  should  be  marked 
by  stakes  distinguished  in  some  way  from  the  ordinary  stakes  which 
are  driven  all  along  the  centre  line  at  equal  distances  of  one  chain, 
or  100  feet,  or  some  other  distance. 

A  carve  b  called  a  "  one-degree  curve,"  a  two-degree  carve,"  and  so  on,  according 
to  its  angle  of  deflection,    Hence, 

A  M  one-degree    curve  "  means  a  curve  of  5729  '6  feet  radius; 
a  ••two-degree  curve"    —        —         2864-8  —      — 
a  "three-degree  curve"    —        —         1909  9—     — 


and  soon. 

•   For 
668. 


f1frHfiii«*i  problems  in  setting  out  corves,  see  Article  484,  p. 
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The  total  length  of  the  curve  is  found  by  the  formula, 

Arc  B  C  =  •  0002909  r  x  supplement  of  A  in  minutes.... (4.) 

Any  one  of  the  points.  B,  C,  or  D,  will  answer  as  a  station  for 
the  theodolite  in  ranging  the  curve.  The  commencement  of  the 
curve,  B,  is  the  station  that  involves  the  simplest  operations;  but 
when  the  length  of  the  curve  exceeds  about  half  a  mile,  the  middle 
point,  D,  is  the  best  station  as  regards  accuracy  and  convenience. 

The  following  is  the  process  of  ranging  the  curve  with  the  theo- 
dolite planted  at  its  commencement,  B : — 

For  brevity's  sake,  the  distance  between  the  stakes  which  mark 
the  centre  line  of  the  proposed  railway  will  be  called  "  a  Chain," 
whether  it  is  66  feet,  100  feet,  or  a  greater  distance. 

Let  o,  in  fig  49,  represent  the  last  stake  in  the  portion  of  the 
straight  line  immediately  preceding  the  curve;  the  distance  Bl 
from  the  commencement  of  the  curve  to  the  first  stake  in  it  will  be 
the  difference  between  one  chain  and  o  B.  The  angle  at  the  cir- 
cumference subtended  by  the  arc  B  1  having  been  calculated  by 
equation  1,  is  to.  be  laid  off  by  the  thuodolite  from  tHe  tangent 
B  A,  the  zero-point  of  the  azimuth  circle  being  directed  towards  A. 
The  line  of  collimation  will  then  point  in  the  proper  direction  for 
the  first  stake  in  the  curve,  1 ;  and  its  proper  distance  from  B  being 
laid  off  by  means  of  the  chain,  its  position  will  be  determined  at 
once. 

The  angles  at  the  circumference  subtended  by  B  1  + 1  chain, 
B  1  +  2  chains,  B 1  +  3  chains,  <fcc.,  being  also  calculated,  and  laid 
off  from  the  tangent  B  A  in  succession,  will  respectively  give  the 
proper  directions  for  the  ensuing  stakes,  2,  3,  4,  <fcc.,  which  are 
at  the  same  time  to  be  placed  successively  at  uniform  distances  of 
one  chain  by  means  of  the  chain. 

The  difference  between  an  arc  of  one  chain  and  its  chord,  on  any 
curve  which  usually  occurs  on  railways,  is  in  general  too  small  to 
cause  any  perceptible  error  in  practice,  even  in  a  very  long  distance ; 
but  should  curves  occur  of  unusually  short  radii,  it  is  easy  to  calcu- 
late the  proper  chord,  and  set  it  off  from  each  stake  to  the  next, 
instead  of  one  chain,  the  length  of  the  arc.  For  this  purpose,  the 
following  approximate  formula  is  useful.  Let  r  be  the  radius,  a  the 
arc,  and  c  the  chord;  then — 

When  the  curve  is  ranged  with  the  theodolite  at  D,  or  at  any 
other  intermediate  point  in  the  curve,  or  at  its  termination  C,  the 
process  is  precisely  the  same,  except  that  the  zero-point  of  the 
azimuth  circle  is  to  be  turned  towards  B  instead  of  A;  and  that 
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when  the  chain  passes  the  theodolite  station  (for  example,  in  going 
from  stake  4  to  stake  5  in  fig.  49,  with  the  theodolite  at  D),  the 
telescope  is  to  be  turned  completely  over. 

When  the  inequalities  of  the  ground  make  it  impossible  to  range 
the  entire  curve  from  the  stations  B,  D,  and  C,  any  stake  which  has 
already  been  placed  in  a  commanding  position  will  answer  as  a 
station  for  the  theodolite. 

The  stakes  or  poles,  after  having  been  ranged  by  the  theodolite, 
should  have  their  positions  finally  checked  and  adjusted  by  a 
modification  of  the  method  of  offsets,  which  will  afterwards  be 
explained. 

Problem  Second. — To  set  out  a  circular  curve,  touching  two 
given  straight  lines,  when  the  point  of  intersection  of  those  lines  is 
inaccessible. 

In  fig.  50,  the  lines  to  be  chained  on 
the  ground  are  represented  by  full  lines; 
those  whose  lengths  are  to  be  calculated 
only  are  dotted. 

Let  B  A>  C  A,  be  the  two  straight 
lines,  meeting  at  the  inaccessible  point 
A.  Chain  a  straight  line  D  E  upon 
accessible  ground,  so  as  to  connect  those 
two  tangents.  The  position  of  the  trans- 
venal  D  £  is  arbitrary;  but  it  is  conve-  Ffe-  50. 

nient  so  to  place  it  that  it  will  cut  the  proposed  curve  in  two  points, 
which  may  be  determined,  and  used  as  theodolite  stations. 

Measure  the  angles  B  D  E,  D  E  C,  which  may  be  denoted  by  D 
and  E.     Then  the  angle  at  A  is 

A  =  D  +  E-180°; (6.) 

a  i%     t\  -n    sin  E      .  t-     ~  t-     sin  D  ,„ . 

AD^DE'-.-rj  AE  =  DE«- — r;  (7.) 

sin  A  sin  A  x    ' 

A  A 

DB  =  r-cotan -S--AD;  E  C  =  r-cotan -^ -A  E; ...  (8.) 

and  by  laying  off  the  distances  D  B  and  E  C  as  thus  calculated,  the 
ends  of  the  curve  B  and  C  are  marked,  and  it  can  be  rauged  from 
either  of  those  stations  as  in  Problem  First 

But  it  is  often  convenient  to  have  intermediate  points  in  the 
curve  for  theodolite  stations ;  and  of  those  the  points  of  intersec- 
tion with  the  transversal,  H  and  K,  and  the  point  G,  midway 
between  these,  can  easily  be  found  by  the  following  calculations,  in 
making  which  a  table  of  squares  is  useful. 

Let  F  be  the  point  on  the  transversal  midway  between  H  and  K. 
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If  B  D  =  0  E,  the  point  F  is  at  the  middle  of  D  &  If  B  D  and 
C  E  are  unequal,  let  B  D  be  the  greater ;  then  the  position  of  F  is 
given  by  either  of  the  two  following  formula)  : — 


DF  = 


DE    BD*-CE* 


2 


2DE 


***-- r- 


DE    BIP-CE2 


2DE 


•  ••  (9-) 


The  points  H  and  K  are  at  equal  distances  on  each  side  of  F, 
given  by  either  of  the  following  expressions : — 

_  JpFS  +  EFg-B  D2-CE*)  ,1Q* 

The  equations  9  and  10  are  deduced  from  the  two  following, 
which  may  be  used  in  order  to  check  the  calculations,  and  are  given 
in  a  form  suitable  for  the  use  of  a  table  of  squares: — 


4 


(ii.) 


The  point  G  in  the  curve  is  found  by  setting  off  the  ordinate 
F  G  perpendicular  to  D  E,  of  the  following  length: — 

F  G=r-  ^-FH* (12). 

The  angles  subtended  at  the  centre  of  the  curve  by  the  several  arcs 
between  the  commencement  B  and  the  points  H,  G,  K,  C,  are  as 

follows: — 

FH 

Angle  subtended  at  thecentreby  BH  =  180°  —  D  —  arc  'sin  — ; 

T 


—  —        —        —         BG  =  180°-D; 

"ClfT 

—  —        —        —        BK=180°-D  + arc-sin—; 

—  —        —        _      BC  =  180°-A  =  360°-D-E; 


(ia> 


and  the  length  of  any  one  of  those  arcs  may  be  computed  by  means 
of  the  formula, 

Arc=  *  0002909  r  x  angle  at  centre  in  minutes.  ...  (14.) 
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The  use  of  such  computations  will  appear  in  the  next  problem. 

Cases  may  occur  in  which  obstacles  upon  the  ground  render  it 
necessary  to  make  one  or  both  of  the  ends  of  the  transversal  D  E 
meet  the  straight  tangents  beyond  the  ends  of  the  curva  The 
whole  of  the  formulsB  already  given  continue  to  be  applicable,  with 
only  the  following  modifications. 

When  D  lies  further  from  A  than  B  does,  D  B  is  negative  in  the 

first  of  the  equations  8 — that  is,  A  D  is  greater  than  r  *  cotan  -~  ; 

and  the  point  H,  as  found  by  means  of  equation  10,  lies,  not  on 

the  arc  to  be  ranged,  but  on  the  continuation  of  the  same  circle 

beyond  B. 

When  E  lies  further  from  A  than  C  does,  E  C  is  negative  in  the 

second  of  the  equations  8 — that  is,  A  E  is  greater  than  r  *  cotan 

A 

o ;  and  the  point  K,  as  found  by  means  of  equation  10,  lies,  not 

on  the  arc  to  be  ranged,  but  on  the  continuation  of  the  same  circle 
beyond  C. 

The  point  G  always  lies  on  the  arc  to  be  ranged.  The  longer 
the  ordinate  F  G  is,  the  more  carefully  must  it  be  set  off  at  right 
angles  to  the  transversal. 

Problem  Third. — To  set  out  a  circular  curve  touching  two  given 
straight  lines,  when  part  of  the  curve  is  inaccessible  to  the  chain. 

If  the  point  of  intersection  of  the  tangents  is  accessible,  the  two 
ends  of  the  curve  are  to  be  determined  and  marked  as  in  Problem 
first,  and  also  the  middle  point  of  the  curve,  unless  it  lies  on  the 
inaccessible  ground ;  and  the  length  of  the  curve  is  to  be  computed 
by  equation  4. 

If  the  point  of  intersection  of  the  tangents  is  inaccessible,  the 
two  ends  of  the  curve,  and  at  least  one  intermediate  point,  are  to 
be  determined  and  marked  by  the  aid  of  a  transversal,  as  in  Problem 
Second,  and  the  lengths  of  the  arcs  bounded  by  those  points  are  to 
be  computed  by  the  formulas  13  and  14. 

A  transversal  may  be  useful  even  when  the  point  of  intersection 
of  the  tangents  is  accessible. 

Each  of  the  points  thus  marked  will  serve  either  as  a  theodolite 
station,  or  as  a  station  to  chain  from,  or  for  both  purposes ;  and  the 
stakes  lying  between  the  obstacle  and  the  next  station  beyond  it 
are  to  be  planted  by  chaining  backwards  from  that  station. 

Suppose,  for  example,  that  the  commencement  of  the  curve  (B), 
lies  at  243  chains  60  links  from  the  commencement  of  the  line,  or 
"  peg  0."  The  first  stake  in  the  curve  will  be  40  links  from  B, 
and  will  be  "  peg  244."  Now,  suppose  that  pegs  245  and  246  can 
be  planted  by  chaining  forwards,  but  that  an  obstacle  occurs  in  the 
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course  of  the  next  chain.  Let  G  denote  a  station  in  the  curve 
beyond  the  obstacle,  found  by  means  of  a  transversal  or  otherwise, 
and  let  the  arc  B  G,  computed  by  the  proper  formula,  be  6  chains 
20  links.  Then  G  is  243  •  60  +  6  •  20  =  249  chains  80  links  from 
"peg  0,"  and  lies  between  peg  249  and  peg  250.  Peg  249  is 
planted  by  chaining  backwards  80  links  from  G,  and  pegs  248  and 
247  by  continuing  to  chain  backwards.  Peg  250  is  planted  by 
chaining  forwards  20  links  from  G,  and  pegs  251,  <fcc.,  by  continu- 
ing to  chain  forwards.  The  ranging  of  the  angular 'directions  of 
the  stakes  from  a  theodolite  station  presents  no  peculiarity. 

Method  IL — Setting-out  CircularCurves 
by  Offsets. 

In  fig.  51,  let  A  C,  C  E,  E  G,  be  a  series 
of  equal  or  unequal  chords  inscribed  in  a 
circle.  Produce  A  C,  to  D,  making  C  jD 
=  CE;  join  D  E.  The  distance  D  E 
is  called  the  "offset"  and  its  value  is 
almost  exactly 


Fig.  51. 


DE  = 


CE   AD 

2r      ' 


(15.) 


Let  C  E  and  E  G  be  two  equal  chords;  then  the  offset  is 

CE2 


FG  = 


(16.) 


If  A  B  is  a  tangent  to  the  curve  at  A,  and  C  B  a  perpendicular 
let  fall  upon  it  from  C,  that  perpendicular,  being  the  offset  from  the 
tangent,  is 


BC  = 


AC2 

2r 


(17.) 


Problem  Fourth. — To  set  out  a  circular  curve  by  offsets,  com- 
mencing at  a  given  point  on  a  straight  line  (fig.  51). 

Let  A  be  the  commencement  of  the  curve,  found  as  in  Problem 
First,  and  marked  with  a  pole;  A  B  the  prolongation  of  the  straight 
line  (being  a  tangent  to  the  curve),  and  B  the  end  of  the  chain  when 
laid  along  that  prolongation  from  the  last  stake  in  the  straight  line. 
Plant  a  small  pole  at  B,  calculate  the  offset  B  C  by  equation  17, 
shift  the  end  of  the  chain,  and  the  pole  along  with  it,  sideways  from 
B  to  C,  keeping  the  chain  tight,  aud  leave  the  pole  at  C. 

Drag  the  chain  onward  in  the  prolongation  of  A  C ;  range  a  pole 
at  D  in  a  straight  line  with  A  and  C,  and  at  one  chain's  distance 
from  C ;  shift  the  pole  and  the  end  of  the  chain  through  the  offset 
D  E,  calculated  by  equation  15. 
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Drag  the  chain  onward;  range  a  pole  at  F  in  a  straight  line 
with  C  and  E,  and  at  one  chain's  distance  from  E ;  shift  the  pole 
and  the  end  of  the  chain  through  the  offset  F  G,  calculated  by 
equation  16;  leave  the  pole  at  G,  and  so  on. 

If  this  process  could  be  performed  with  absolute  precision,  the 
curve  would  terminate  by  exactly  touching  the  further  tangent 
at  the  point  of  contact  found  as  in  Problem  First.  But  this  never 
takes  place  at  the  first  trial,  except  by  accident;  for  any  small 
inaccuracy  in  laying  off  the  offset  produces  an  error  in  the  position 
of  each  stake,  increasing  nearly  as  the  square  of  the  distance  from 
the  commencement  of  the  curve.  If  the  final  error  is  considerable, 
the  curve  must  be  ranged  over  again,  until  by  successive  trials  the 
final  error  has  been  reduced  to  one  not  exceeding  about  ten  links ; 
then  the  positions  of  the  stakes  are  to  be  finally  adjusted  by 
chaining  round  the  curve  once  more,  and  shifting  each  stake 
sideways  through  a  distance  proportional  to  the  square  of  its 
distance  from  the  commencement  of  the  curve. 

Although  this  method  is  clumsy  and  tedious  as  a  means  of 
ranging  curves,  it  is  very  useful  for  testing  the  uniformity  of 
curvature  of  curves  already  ranged,  and  for  rectifying  the  positions 
of  individual  stakes  to  the  extent  of  an  inch  or  two. 

Method  III. — Problem  Fifth. — To  set  out  a  circular  curve  by 
successive  bisections  of  arcs. 

This  is  a  method  to  be  used  only  in  the  absence  of  angular 
instruments.  It  depends  on  the  following  relation  between  the 
versed  sine  of  an  angle  B  and  that  of  its  half; 


toT-^-V1- 


versin  B 


versin 

To  apply  this  principle,  let  B  A, 
C  A,  in  fig.  52,  be  the  two  tan- 
gents, and  B  and  C  the  ends  of 
the  curve,  so  placed  that  A  B  and 
A  0  shall  be  equal,  but  leaving 
the  radius  to  be  found  by  calcula- 
tion.   Measure  the  chord  B  C. 


(18.) 


Fig.  52. 


Then  the  simplest  process  for  finding  the  radius  is  to  use  the 
following  formula : — 

AB-BC 

(19.) 


r  = 


but  as  the  triangle  A  B  C  is  in  general  "  ill-conditioned,"  it  is 
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more  accurate,  though  more  laborious,  to  bisect  B  C  in  E,  measure 
A  E,  and  make 

ABBE  „~    x 

•— te~ <19a-> 

Calculate  the  versed  sine  of  the  angle  A  B  E=  B,  which  is  that 
subtended  at  the  centre  by  one-half  of  the  curve,  as  follows : — 

.    -»     A  B  —  BE  farx x 

versin  B  = j-^ — ; (20.) 

and  by  means  of  equation  18  (using  a  table  of  squares,  if  one  is  at 
hand)  calculate  the  versed  sines  of  -5-,  —,  ~,  dec.,  in  succession, 

observing  that  versin  B  enables  one  intermediate  point  in  the 

B  B 

curve  to  be  found,  versin  -~-,  three  points,  versin  -j,  seven  points; 

and    generally,  that  versin  -^  enables  2*  + l  —  1  intermediate 

points  in  the  curve  to  be  found. 

From  the  middle  E  of  the  chord  B  C  and  perpendicular  to  it, 
lay  off  the  offset  ED  =  r  versin  B;  D  will  be  the  middle  point  of 
the  curve. 

Chain  and  bisect  the  chords  B  D,  D  C,  and  from  their  middle 
points  and  perpendicular  to  them,  lay  off  the  offsets 

H  K  =  I  L  =  r  versin  |; (21.) 

K  and  L  will  be  points  in  the  curve,  midway  respectively  between 
B  and  D,  and  between  D  and  C;  and  so  on  until  a  sufficient 
number  of  points  have  been  marked  by  poles. 

Then  chain  round  the  curve  as  ranged  by  the  poles,  and  drive 
stakes  at  equal  distances  apart 

The  uniformity  of  the  curvature  may  be  finally  checked  by 
Method  H 

64.  Ntckingtewt  the  centre  line  of  a  proposed  work  consists  in 
cutting  a  small  trench  about  six  inches  wide,  to  mark  the  centre 
line  in  the  intervals  between  the  stakes.  The  surface  of  the 
ground  ought  to  be  left  undisturbed  for  a  short  distance  on  each 
side  of  each  stake. 

Where  the  centre  line  crosses  fences  and  buildings,  it  should  be 
distinctly  marked  by  notches  or  grooves. 

65.  PmwMMM  Hark*  •£  thm  Liac  aad  JLerels  are  usually  stakes 
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of  larger  dimensions  than  those  which  mark  the  centre  line,  and 
placed  so  far  to  either  side  of  it  that  there  is  no  risk  of  their 
being  disturbed  during  the  progress  of  the  work,  by  which  the 
marks  on  the  centre  line  itself  are  obliterated. 

The  places  where  permanent  marks  of  the  course  of  the  line  are 
chiefly  required  are  on  the  tangents  of  curves, — their  distances  from 
the  ends  of  the  curves  being  noted,  so  as  to  enable  both  the  curves 
and  the  straight  lines  which  connect  them  to  be  ranged  over  again 
at  any  time.  Any  important  point  on  a  curved  or  straight  part 
of  the  centre  line  may  be  permanently  marked  by  driving  two 
stakes  in  a  straight  line  passing  through  it,  one  at  each  side  of  the 
site  of  the  work,  and  noting  its  distances  from  them,  or  by  any  of 
the  means  described  in  the  second  paragraph  of  Article  21,  p.  17. 

Stakes  to  be  used  as  permanent  bench  marks  for  the  levels  of 
the  work  are  about  three  or  four  feet  long,  and  four  inches  square, 
hooped  round  the  top  with  iron  to  prevent  the  head  from  being 
crushed.  One  of  the  best  ways  to  form  a  firm  surface  for  the  staff 
to  rest  on  is  to  drive  into  the  head  of  the  stake  a  long  iron  spike 
with  a  large  convex  head;  the  uppermost  point  of  the  convex 
surface  of  that  head  is  the  bench  mark.  Such  marks  are  to  be 
placed  near  the  sites  of  all  proposed  pieces  of  masonry,  and  other 
structures  of  importance,  and  near  the  ends  of  cuttings  and 
embankments ;  and  opposite  points  where  the  rate  of  inclination  or 
gradient  of  a  proposed  railway  is  to  change. 

As  soon  as  any  piece  of  masonry  has  been  built  high  enough, 
one  or  more  bench  marks  should  be  made  on  the  masonry  itself,  to 
regulate  the  levels  to  which  the  remainder  of  the  structure  is  to  be 
built 

66.  w««kiaf  Bcctim  mmd  i>Tei-B««lb— The  nature  of  a  working 
section  has  already  been  explained  generally  in  Article  11,  Division 
XIV.,  p.  11,  and  in  Article  16,  p.  15.  The  levels  taken,  in  order 
to  prepare  it,  consist  for  the  most  part  of  those  of  the  stakes  planted 
to  mark  the  centre  line,  which  are  driven  until  their  heads  are 
flush  with  the  ground.  Should  any  inequality  of  the  ground  occur 
between  two  stokes,  enough  of  additional  levels  and  distances  must 
he  taken  to  enable  an  exact  vertical  section  of  it  to  be  plotted ;  and 
the  levels  of  every  line  of  communication  and  other  important 
object  must  be  taken  where  it  is  crossed  by  the  centre  line.  The 
level  of  every  stake,  and  of  every  line  of  communication  crossed,  is 
to  be  taken  twice  over. 
As  to  scales  for  working  sections,  see  p.  7. 

Cross  Sections  have  already  been  referred  to  in  Article  60,  p  97. 
When  the  ground  is  uneven  sideways,  they  may  be  required  at 
each  stake.  In  general,  they  should  be  ranged  accurately  at  right 
angles  to  the  centre  line,  and  should  be  plotted  without  exaggera- 
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tion ;  their  vertical  and  horizontal  scales  being  the  same  with  the 
vertical  scale  of  the  longitudinal  section.    All  cross  sections  should  be 
plotted  as  seen  by  looking/or  wards  towards  them  along  the  centre  line. 
The  Lerel-B*ok  of  the  working  section  of  a  line  of  communica- 
tion is  a  book  containing  a  complete  statement  of  the  levels  of  the 
ground  and  of  the  intended  work,  and  of  other  information  which 
will  presently  be  specified.     Each  folio  of  the  book  is  divided  into 
several  columns,  whose  number,  arrangement,  and  contents  differ 
in  the  practice  of  different  engineers.     The  following  statement  of 
the  contents  of  the  several  columns  of  a  level-book  may  be  taken  as 
an  example.     It  is  specially  adapted  to  a  railway,  but  may  be 
made,  by  slight  modifications,  to  suit  other  kinds  of  works: — 
Column  1.  Numbers  of  the  stakes  planted  at  equal  intervals  of 
66  feet,  100  feet,  300  feet,  or  some  other  distance 
along  the  centre  line.     The  stake  at  which  the  line 
commences  is  numbered  0. 
Column  2.  Distances  from  the  commencement  of  the  section,  in 

links  or  feet,  as  the  case  may  be. 
Column  3.  Descriptions  of  objects  between  the  equidistant  stakes, 
such  as  fences,  streams,  roads,  canals,  railways,  in- 
termediate stakes  at  ends  of  curves,  <kc. 
Column  4.  Levels  of  the  ground  at  the  stakes,  and  between  them 

when  necessary,  and  of  bench  marks. 
Column  5.  Intended  level  of  the  upper  surface  of  the  railway  (or 

other  proposed  work.) 

Column  6.  Formation  level  (that  is,  level  of  the  ground  when 

prepared   by  excavation  or  embankment  for  the 

completion  of  the  work). 

Column  7.  Depths  of  cutting,  \  as  calculated  by  taking  the  differ- 

Column  8.  Heights  of  embank-  >ences  between  the  numbers  in 

ment,  )  column  4  and  column  6. 

o  umn    .    i  £ftte  o£  j^^  8i0pe  0f  the  ground,  if  any,  to  the 

i    "  hf  \  °^  *ne  cen*re  ^ne»  specifying  whether  it 

rises  or  falls  from  the  centre  line.  If  the  slope  of 
the  ground  is  irregular,  reference  may  be  made  to  a 
cross  section. 

0  1  1 2*  i  Breadths  °f  ^^  required  for  works  only  (exclu- 

sive   of  fences)  to  the  <    .  ,  .  >  of  the  centre  line 

These  are  called  " half-breadths.'*  The  method  of 
calculating  them  will  be  described  under  the  head  of 
Earthwork,  in  the  sequeL 
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S£»?  it}  ToUd  *■&=*"-*•  to  <he  {  j*  }  of  the  cent*, 
line,  found  by  adding  the  intended  breadth  of  the 
fencing  to  the  half-breadths  in  columns  11  and  12. 
Column  15.  Angles  at  which  streams,   roads,  canals,    railways, 
<Src.,  cross  the  centre  line,  stating  (if  the  angles  are 
oblique)  whether  the  acute  angle  lies  to  the  left  or 
right  of  the  centre  line  looking  forwards. 
Column  1G.  Remarks :— Comprising  positions  of  permanent  marks, 
rates  of  inclination  or  gradients,  radii  of  curves, 
spans  and  head-room  of  bridges,  tunnels,  and  arches 
of  viaducts,  alterations  of  level  of  existing  lines  of 
communication,  &c, — the  whole  accompanied  by  a 
sketch  of  the  working  section. 
When  an  existing  line  of  communication  is  to  be  altered  in  posi- 
tion or  level  for  the  purposes  of  the  proposed  work,  a  working  section 
of  the  works  required  for  such  altered  line  should  be  prepared  in  the 
same  manner  with  that  of  the  principal  work,  and  its  description 
inserted  in  the  level-book. 

67.  tk*ti»g  «wt  Sl«p«*  and  Breadths  •€  Land  (already  referred  to 
in  Article  11,  p.  11)  is  performed  by  laying  off  the  half-breadths 
of  the  work  and  the  total  half-breadt/is,  as  calculated,  exactly  at  right 
angles  to  the  centre  line,  marking  their  ends  with  stakes,  and 
sometimes  also  nicking  out  lines  so  as  to  connect  those  stakes,  and 
show  the  boundaries  of  the  earthwork  and  the  boundaries  of  the 
land  to  be  occupied  respectively.  A  temporary  fence  is  made,  as 
soon  as  possible,  along  the  outer  of  those  boundaries. 

The  Land-Plan*  (referred  to  in  the  same  page)  are  prepared  by 
plotting  the  total  half-breadths  on  the  plan  of  the  working  survey, 
drawing  the  boundaries  of  the  pieces  of  land  required  for  the  work, 
and  making  separate  copies  or  tracings  of  them,  to  be  used  in 
dealing  with  the  owners  and  occupiers. 

68.  PcnuMBi  Mark»  «r  sicca  of  Work*  are  stakes  planted  on 
nearly  the  same  principle  with  those  already  described  in  Article 
65  for  marking  points  on  the  centre  line.  For  example,  suppose 
that  the  work  to  be  set-out  is  a  bridge,  consisting  principally  of  two 
abutments  which  support  an  arch  or  a  platform.  The  principal 
points,  upon  which  the  positions  of  all  other  points  in  the  bridge 
depend,  are  the  four  corners  of  its  abutments.  To  enable  the 
positions  of  those  corners  to  be  found  at  any  time,  plant  four  stakes 
in  the  prolongations  of  the  faces  of  the  two  abutments,  at  known 
distances  from  the  four  corners,  and  sufficiently  far  from  them 
to  be  clear  of  the  work. 

69.  In  ftettiafHMt  i*Tei«  «r  Excarationn  the  engineer  causes 
stakes  to  be  driven,  whose  heads  are  at  the  intended  formation-level 
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To  plant  a  stake  at  a  given  level,  the  staff  is  to  be  held  upon  the 
nearest  beach  mark,  and  read;  the  difference  between  the  level  of 
that  bench  mark  and  that  of  the  new  stake  to  be  driven,  is  to  be 
added  to  the  reading  of  the  staff,  if  that  stake  is  to  be  lower  than 
the  bench  mark, — subtracted,  if  it  is  to  be  higher.  This  gives  the 
height  which  will  be  read  upon  the  staff  at  the  new  stake,  when 
that  stake  has  been  driven  to  the  proper  depth. 

Two  such  stakes,  being  driven  at  fifty  feet  apart  or  thereabouts, 
in  the  centre  line,  near  the  commencement  of  a  proposed  cutting, 
enable  the  excavators  to  carry  on  the  cutting  at  the  proper  level 
and  rate  of  inclination  for  some  distance,  by  the  operation  called 
"boning"  which  consists  in  ranging  a  line  of  uniform  inclination 
from  two  given  points  in  it,  with  T-shaped  instruments  called 
"  boning-rods."  Each  of  these  consists  of  an  upright  staff,  having 
a  cross-bar  at  right  angles  to  it  at  the  top :  all  the  boning-rods 
belonging  to  one  set  ought  to  be  exactly  of  the  same  height.  To 
range  or  "  bone"  the  bottom  of  a  cutting  with  them  from  two  given 
stakes,  two  of  the  rods  are  to  be  held  upright  on  the  beads  of  the 
two  stakes,  and  a  third  held  upright  at  any  point  in  the  cutting 
which  is  in  the  same  straight  line  with  the  stakes;  when,  if  the 
bottom  of  the  cutting  is  at  the  true  formation  level,  the  tops  of  the 
three  rods  will  be  in  one  straight  line.  In  this  manner  the  cutting 
is  carried  forward  at  an  uniform  rate  of  inclination,  until  the 
engineer  thinks  it  advisable  to  plant  a  new  pair  of  stakes  by  the 
level  aud  staff  near  its  inner  end,  from  which  the  boning  goes  on 
as  before. 

70.  Ranging  >■■)  a«tiiig-Mi  Tamct*. — The  centre  line  of  a 
tunnel  having  been  at  first  ranged  on  the  surface  of  the  ground,  iu 
the  manner  already  described,  a  row  of  shafts  are  sunk  in  con- 
venient positions  along  that  line. 

In  order  to  range  the  line  below  ground,  it  is  necessary  to  have 
two  marks  in  the  centre  Hue  at  the  bottom  of  each  shaft,  as  far 
asunder  as  possible,  to  enable  that  line  to  be  prolonged  from  the 
bottom  of  the  shaft  in  both  directions.  Those  marks  consist  of 
nails  or  spikes  driven  into  the  cross- timbers. 

The  former  practice  was  to  determine  the  positions  of  those 
marks  below  ground,  by  erecting  over  the  shaft  a  timber  frame, 
from  which  two  plumb-lines  were  suspended,  hanging  nearly  to  the 
bottom  of  the  shaft,  and  to  range  those  plumb-lines  by  the  transit 
instrument;  but  as  that  process  is  difficult  or  impossible  in  windy 
weather,  Mr.  Simms  introduced  the  following  improved  method : — ■* 
The  engineer  ranges,  by  the  transit  instrument,  two  strong  stakes 
in  the  centre  line  above  ground,  each  about  sixteen  feet  from  the 
centre  of  the  shaft,  so  as  to  be  safe  from  disturbance  while  the 
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work  is  in  progreea  To  mark  the  exact  position  of  the  centre 
line,  each  stake  has  driven  into  its  head  a  spike,  with  an  eye 
through  its  top.  The  eye  of  each  spike  is  very  carefully  ranged 
in  the  exact  centre  line,  being  made  visible  to  the  observer  at  the 
instrument  by  holding  a  piece  of  white  paper  behind  it  A  cord  is 
stretched  through  the  holes  in  the  spikes,  so  as  to  mark  the  course 
of  the  centre  line  across  the  mouth  of  the  shaft.  At  each  side  of 
the  shaft  a  plank  is  laid,  at  right  angles  to  the  string,  and  with  its 
edge  overhanging  the  edge  of  the  shaft  two  or  three  inches,  so  that 
a  plumb-line  may  hang  from  it  clear  of  the  side  of  the  shaft.  Two 
plumb-lines  are  then  hung  from  the  planks,  directly  under  the  cord 
that  marks  the  centre  line ;  and  the  lower  ends  of  those  plumb-lines 
show  two  points  in  the  centre  line  at  the  bottom  of  the  shaft. 

The  approximate  ranging  of  the  "  heading"  or  "  drift,*'  or  small 
horizontal  mine  that  connects  the  lower  ends  of  the  shafts,  is  per- 
formed by  means  of  candles,  each  hung  from  the  timber  framing  in 
a  sort  of  stirrup. 

The  accurate  ranging  of  the  centre  line,  after  the  heading  has 
been  made,  is  performed  by  stretching  a  cord  between  the  marks 
already  ranged  at  the  bottom  of  the  shaft,  and  fixing,  at  intervals 
of  thirty  or  forty  feet,  either  small  perforated  blocks  of  wood  carried 
by  cross-bars,  or  stakes  with  eyed  spikes  driven  into  their  heads, 
so  that  the  holes  in  the  blocks  or  spikes  shall  be  ranged  by  the  cord 
exactly  in  the  centre  line.  The  centre  line  of  any  part  of  the 
tunnel  can  then  be  marked  at  any  time  when  required,  by  stretching 
a  cord  through  two  of  those  holes.  The  cross-bars  are  fixed  in  a 
temporary  way  to  the  timber  framework  of  the  heading,  so  that 
they  can  be  removed,  to  leave  a  free  passage  for  men  and  wagons; 
but  their  places  are  so  marked  that  they  can  be  re-fixed  exactly  in 
their  proper  positions  at  any  time  when  it  is  required  to  range  part 
of  the  line. 

Curves  can  be  set-out  below  ground  by  means  of  a  theodolite  on 
a  short-legged  stand,  and  candles  or  lamps  instead  of  ranging-poles. 
In  this  case,  the  two  marks  at  the  bottom  of  a  shaft  indicate  the 
direction  of  a  tangent  to  the  curve  at  its  centre. 

When  the  line  of  shafts  does  not  follow  the  centre  line  of  the 
tunnel,  but  a  line  parallel  to  it,  a  corresponding  line  is  to  be  set-out 
through  the  heading  at  the  bottom  of  the  shafts;  and  from  that  line 
the  centre  line,  or  any  given  part  of  the  tunnel,  can  be  set-out  by 
laving  down  offsets  in  transverse  headings. 

In  order  to  set-out  the  levels  of  a  tunnel,  there  should  be  a 
bench  mark  above  ground,  as  described  in  Article  65,  p.  110,  near 
the  mouth  of  each  shaft.  When  the  shaft  has  been  sunk,  and  lined 
with  timber  or  brickwork,  a  second  bench  mark  is  to  be  made 
within  the  shaft,  and  near  its  top,  by  driving  into  the  timber  or 
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brickwork  a  horseshoe-  si  taped  staple  in  a  horizontal  position,  the 
levelling  staff  being  held  on  its  upper  Bur&ce  in  taking  it*  level. 

Some  part  of  the  masonry  or  brickwork  of  the  intended  tunnel  is 
token  as  a  standard  point  by  means  of  which  the  levels  of  other 
points  are  regulated :  for  example,  the  "invert-skew-back,"  or  joint 
where  the  inverted  arch  forming  the  bottom  of  the  tunnel  meets 
the  aides.  That  joint  being  at  a  fixed  height  above  or  below  the 
rails  (generally  below),  its  depth  below  the  staple  is  to  be  calculated. 
That  depth  is  then  to  be  set-off  by  hanging  through  the  staple  a 
chain  of  rods  of  the  proper  length.  The  rods  used  by  Mr.  Simms 
are  connected  together  at  the  ends  by  eyes  and  spring-hooks :  the 
length  of  each  rod,  from  the  inside  of  the  eye  at  one  end  to  the 
inside  of  the  hook  at  the  other,  is  ten  feet.  To  set-off  a  given 
depth  below  the  staple,  the  number  of  rods  to  be  linked  together  is 
one  more  than  the  number  of  entire  tens  of  feet  in  the  depth  ;  the 
odd  feet  and  decimals  of  feet  are  set-off  on  the  uppermost  rod  by 
screwing  a  gland  upon  it  at  the  proper  point.  The  chain  of  rods 
is  then  dropped  through  the  staple  until  the  gland,  resting  on  the 
staple,  prevents  them  from  passing  further,  and  supports  the  whole 
chain  ;  a  bench  mark,  consisting  of  a  flat-sided  spike  driven  hori- 
zontally into  the  timbering,  or  of  a  stake  with  a  round-topped  spike 
in  its  head,  driven  vertically  into  the  ground,  is  then  adjusted  at 
the  bottom  of  the  shaft,  so  that  its  upper  surface  is  exactly  on  a 
level  with  the  bottom  of  the  lowest  rod. 

The  staple  forms  a  permanent  bench  mark,  through  which  the 
rods  can  be  lowered  again,  whenever  it  is  necessary  to  make  a  new 
bench  mark  under  ground,  owing  to  disturbance  of  the  former 
bench  mark.  This  is  always  done  after  the  brickwork  has  been 
partly  built,  in  order  to  make  a  permanent  bench  mark,  by  driving 
a  fiat  spike  into  the  side  of  the  tunnel 

Further  remarks  on  setting-out  will  be  made  under  the  head  of 
each  kind  of  work  for  which  peculiar  methods  are  required. 
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CHAPTER  YL 

OF  MARINE  SURVEYING  FOB  ENGINEERING  PURPOSES. 

71.  Uaiitatiaa  «r  the  Sabjeet— Landmark*— Bntfi. — Marine  sur- 
veys are  undertaken  for  purposes  of  geography  and  navigation  as 
well  as  for  those  of  engineering ;  but  the  present  chapter  has  reference 
to  the  last  of  those  purposes  only;  and  it  therefore  describes  the 
operations  of  marine  surveying  so  far  only  as  they  are  required  in 
preparing  plans  for  engineering  works  in  navigable  waters. 

The  principal  objects  of  such  surveying  are  to  determine  and 
represent  on  a  plan  the  figure  of  the  bottom  of  the  sea,  or  other 
piece  of  water,  on  a  scale  suited  for  designing  engineering  works, 
and  to  ascertain  the  materials  of  which  the  bottom  consists,  the 
level,  rise  and  fall  of  the  surface  of  the  water,  and  the  direction 
and  speed  of  its  currents. 

The  marine  survey  must  be  based  upon  a  survey  on  the  adjoin- 
ing land,  by  means  of  which  the  figure  of  the  coast  and  the  posi- 
tions of  a  sufficient  number  of  conspicuous  and  well-defined  objects 
near  the  coast  have  been  ascertained.  These  objects  are  the  land- 
marks, by  observations  of  which  the  positions  of  points  on  the 
surface  of  the  water  are  determined. 

Stations  afloat  can  be  marked  by  means  of  buoys,  carrying  poles 
and  vanes. 

To  prevent  a  buoy  from  deviating  to  any  considerable  distance 
from  a  position  directly  above  its  anchor,  the  mooring  cable,  which 
is  fixed  at  one  end  to  the  anchor,  passes  through  a  ring  called  a 
"  thimble,"  attached  to  the  buoy,  and  has  a  weight  hung  to  the 
other  end. 

72.  Dataai  and  Beach  Harks  far  I*erels.— There  should  also  be 

a  datum-point,  or  principal  bench  mark,  on  land,  to  which  the  levels 
are  referred,  and  a  sufficient  number  of  other  bench  marks,  whose 
elevations  relatively  to  the  principal  bench  marks  are  to  be  found 
by  the  ordinary  process  of  levelling. 

For  nautical  purposes  the  datum-surface,  relatively  to  which  the 
levels  of  the  bottom  are  stated,  is  the  average  low-water-mark  of 
spring  tides;  and  the  same  datum-surface,  when  it  is  sensibly  hori- 
zontal, will  answer  for  an  engineering  survey ;  but  on  the  sea-coast, 
when  the  survey  is  extensive,  and  in  the  channels  of  rivers,  the 
low- water  of  spring  tides  is  not  a  horizontal  surface;  and  in  such 
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cases,  the  levels  for  engineering  purposes  must  be  reckoned  from  an 
arbitrary  horizontal  surface,  as  in  sections  on  land. 

73.  Tide-Gunge* — The  successive  levels  of  the  surface  of  the 
water  must  be  observed  and  recorded  from  time  to  time,  as  well  for 
their  own  importance  as  because  the  levels  of  the  bottom  arc 
ascertained  by  sounding,  and  in  order  to  reduce  the  latter  levels  to 
a  common  datum  the  variations  of  the  level  of  the  surface  of  the 
water  must  be  known. 

The  tide-gauges  used  for  this  purpose,  when  of  the  simplest  kind, 
are  posts  set  exactly  upright,  and  having  scales  of  feet  and  tenths 
of  feet  marked  upon  them,  numbered  from  the  bottom  upwards. 
They  must  be  fixed  and  stayed  in  such  a  manner  as  to  be  capable 
of  resisting  the  waves.  Sometimes  the  whole  rise  and  fall  of  the 
tide  at  a  given  place  may  be  observed  on  one  post;  but  in  general 
the  slope  of  the  beach  makes  it  necessary  to  have  a  row  of  posts 
extending  from  low-water-mark  to  high- water-mark,  and  forming, 
in  fact,  one  tide-gauge,  divided  into  several  stages  or  steps.  The 
lowest  mark  on  the  lowest  post  of  the  row  is  the  zero  of  the  tide- 
gauge:  its  level  should  be  ascertained  relatively  to  the  nearest 
bench  mark  on  land  by  levelling.  It  will  form  the  commence- 
ment of  a  scale  of  feet  and  tenths,  numbered  upwards.  The  lowest 
mark  on  the  second  post  must  be  made  at  a  point  adjusted  by 
levelling  to  the  same  level  with  the  highest  mark  on  the  first  post, 
and  marked  with  the  same  number,  and  so  on;  so  that  the  marks 
on  the  entire  row  of  posts  may  form  one  continuous  scale  of  heights 
above  the  zero-mark. 

The  number  of  different  tide-gauges  required,  and  the  places 
where  they  are  to  be  erected,  will  be  fixed  by  the  engineer  to  the 
best  of  his  judgment,  so  as  to  give  the  means  of  determining  the 
figure  of  the  surface  of  the  water  at  any  given  instant.  They  must 
be  more  numerous,  the  more  the  surface  of  the  water  at  each 
instant  deviates  from  a  horizontal  form.  Such  deviation  always 
exists  in  river  channels ;  and  in  them,  and  also  in  estuaries,  and  on 
the  coast,  its  existence  and  extent  are  indicated  by  differences  in 
the  time  of  high  and  low- water,  and  in  the  extent  of  rise  and  fall 
of  the  tide.  Even  when  those  deviations  are  not  practically  appre- 
ciable, it  is  desirable  to  have  two  tide-gauges  at  points  distant  from 
each  other,  in  order  that  the  two  series  of  observations  may  check 
each  other. 

The  observers  of  the  tide-gauges  should  be  trustworthy  and 
intelligent  persons,  provided  with  watches,  which  should  be  com- 
pared every  day  with  that  of  the  principal  surveyor. 

For  the  purpose  of  reducing  soundings  only,  it  is  in  general 
sufficient  to  observe  each  tide-gauge  at  each  quarter  of  an  hour. 
When  it  is  desired  also  to  ascertain  the  laws  of  the  tide  at  the 
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locality,  it  is  better  to  observe  the  height  on  the  tide-gauge  at  each 
ten  minutes,  for  an  hour  before  and  an  hour  after  high  and  low- 
water,  and  at  each  half-hour  during  the  remainder  of  the  day. 

For  engineering  purposes,  the  tide-gauges  already  described, 
consisting  of  simple  posts,  are  in  general  sufficient;  because  when 
the  water  is  smooth  enough  -to  take  accurate  soundings,  it  is 
smooth  enough  to  enable  the  observer  of  the  tide-gauge  to  estimate 
the  mean  level  between  the  crests  and  troughs  of  the  waves. 

When  more  exact  observations  are  required,  the  tide-gauge 
ahould  consist  of  an  upright  tube,  communicating  with  the  water 
outside  through  a  few  small  holes  only,  and  having  in  it  a  float 
with  a  graduated  upright  stem,  tall  enough  to  be  visible  above  the 
top  of  die  tube. 

In  a  self-registering  tide-gauge,  such  a  float  acts  through  a  chain 
or  cord  on  a  train  of  mechanism,  and  moves  a  pencil  up  or  down, 
which  marks  a  line  on  a  paper-covered  cylinder  turned  by  clock- 
work.    (Airy  On  Tides  and  Waves.) 

The  observations  at  the  tide-gauges  having  been  copied  from  the 
observers'  books  into  one  book,  are  to  be  reduced  to  the  datum  of 
the  survey  by  the  aid  of  the  known  levels  of  the  zero-marks  of  the 
tide-gauges  relatively  to  that  datum. 

The  mean  of  all  the  reduced  observations  of  the  tide-gauges  taken 
during  one  or  more  entire  "  lunations,"  or  revolutions  of  the  moon, 
gives  the  mean  level  of  the  sea,  which  is  a  truly  horizontal   sur- 


Further  remarks  on  the  tides  will  be  made  in  the  sequel. 

74.  MnririH  StatiMM  adtst — In  fig.  53,  let  D  represent  the 
position  at  a  given,  instant  of  a  point  in  a  boat,  which  is  to  be 
determined. 

This  is  done  by  measuring 
with  the  sextant  in  the  boat 
the  angles  between  three  known 
objects  on  land,  A,  B,  C. 

To  diminish  or  prevent  the 
errors  that  would  arise  from  the 
boat's  shifting  its  position  while 
the  angles  are  being  measured, 
the  surveyor  should  have  three 
sextants,  if  possible,  with  which 
he  should  take  the  angles  ADB, 
B  D  C,  A  D  C,  in  rapid  succession,  reading  them  off  at  leisure 
afterwards.  The  angle  ADC,  which  should  be  the  sum  of  the 
other  two,  serves  as  a  check  upon  their  accuracy. 

Ckre  Bhould  be  taken  that  the  four  points,  A,  B,  C,  D,  do  not  lie 
in  or  near  the  circumference  of  one  circle;  for  in  that  case  the 
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observations  would  leave  the  position  of  D  indeterminate,  as  will 
presently  be  explained. 

There  are  different  methods  of  plotting  the  position  of  D  on  the 
plan. 

Method  L — By  Two  intersecting  Circles. — To  draw  through 
two  points,  as  A  and  B,  fig.  54,  a  circle  which  shall  contain 
a  given  angle ;  that  is  to  say,  a  circle  such  that  from  any  point 
in  its  circumference,  as  H,  the  arc  A  B  shall  subtend  an  angle 
A  H  B  equal  to  the  given  angle,  draw  through  A  and  B  the 
straight  lines  A  G,  B  G,  making  with  the  straight  line  A  B  the 
angles  B  A  G,  A  B  G,  each  equal  to  the  complement  of  the  given 
angle ;  the  intersection  of  those  lines  G  will  be  the  centre  of  the 
circle  required. 

Let  fig.  53  now  represent  the  plan,  and  A,  B,  C,  the  positions  of 
the  three  landmarks  as  plotted  on  it;  through  A  and  B  draw  a 
circle  containing  the  observed  angle  A  D  B;  through  B  and  C 
draw  a  circle  containing  the  observed  angle  BDC;  those  circles 
will  give  by  their  intersection  the  point  D  on  the  plan : — unless  they 
should  happen  to  coincide  with  each  other  and  with  the  dotted 
circle  A  B  C  E,  when  the  point  D  may  be  anywhere  in  that  dotted 
circle,  and  cannot  be  plotted  from  the  observations  taken.  Should 
D  lie  near  the  dotted  circle,  the  two  intersecting  circles  will  cut 
each  other  at  too  acute  an  angle,  like  the  sides  of  an  ill-conditioned 
triangle ;  and  the  plotted  position  of  D  will  be  liable  to  inaccuracy. 
Method  II. — By  the  intersection  of  a  Circle  and  a  Straight  Line. — 

From  A  draw  A  E,  making  the  angle  C  A  E 
=  C  D  B:  from  C  draw  C  E,  making  the 
angle  A  C  E  =  A  D  B,  and  cutting  A  E  in 
E :  through  the  three  points  A,  C,  E,  describe 
a  circle:  through  E  and  B  draw  a  straight 
line  cutting  the  circle  in  D;  D  will  be  the 
required  ]>oint  on  the  plan. 

The  two  preceding  methods  are  both  too 
tedious  for  ordinary  use,  and  the  two  follow- 
ing are  almost  always  employed  instead. 
•By  a  Piece  of  Tracing-paper. — On  a  piece  of  tracing 
paper  draw  three  straight  lines  radiating  from  one  point  so  as  to 
make  with  each  other  angles  equal  to  A  t>  B  and  BDC.  Lay  it 
on  the  plan,  and  shift  it  about  till  the  three  lines  traverse  A,  B,  and 
C  respectively ;  the  point  from  which  they  diverge  being  pricked 
through  on  the  plan,  will  give  the  position  of  D. 

Method  IV. — By  the  Station-pointer. — This  is  an  instrument 
consisting  of  three  long  flat  arms  turning  about  one  centre,  and 
having  straight  fiducial  edges  diverging  from  that  centre.  Fixed 
to  the  middle  arm  is  a  graduated  circular  arc,  and  fixed  to  the  side 
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Fig.  55. 

Method  III.- 
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arms,  two  indexes  with  verniers,  by  means  of  which  those  arms  can 
be  set  so  as  to  make  any  required  pair  of  angles  with  the  middle 
arm.  The  arms  being  set  so  as  to  form  the  angles  A  D  B,  B  D  C, 
the  instrument  is  laid  on  the  plan  and  shifted  about  until  the 
three  fiducial  edges  traverse  the  points  representing  the  three  land- 
marks respectively.  The  centre  of  the  instrument  will  then  be 
over  the  required  point  D,  which  is  marked  by  means  of  a  pricker 
that  passes  through  a  hole  in  the  centre  of  the  instrument;  or 
otherwise,  three  pencil  lines  may  be  drawn  along  the  fiducial  edges 
of  the  arms,  and  produced  after  the  instrument  has  been  lifted 
off  the  paper;  when  their  intersection  will  give  the  required 
point. 

Three  landmarks  are  all  that  are  absolutely  necessary  to 
determine  the  position  of  a  station  afloat ;  but  when  the  station  is 
an  important  one,  the  surveyor,  for  the  purpose  of  verification, 
should  measure  angles  to  additional  known  objects.* 

Where  a  sufficient  number  of  objects  on  land  are  not  visible,  tho 
positions  of  stations  afloat  may  be  determined  by  taking  angles  to 
previously  determined  stations  afloat  which  are  marked  by  buoys, 
or  at  which  boats  with  flags  are  moored ;  but  this  method  is  want- 
ing in  precision,  and  objects  on  land  are  always  to  be  preferred 
when  they  can  be  seen. 

75.  SMadinga  and  Level*. — The  instrument  generally  employed 
for  taking  soundings  for  nautical  purposes  is  the  lead-line^  a  tough, 
hard,  and  flexible  cord,  loaded  with  a  conical  lead  weight,  and 
divided  into  fathoms.  For  engineering  purposes,  where  the  depth 
does  not  exceed  about  100  feet,  a  chain  is  used.  In  shallow  water, 
the  best  instrument  is  a  rod,  divided  into  feet  and  tenths,  and  loaded 
at  the  lower  end. 

The  sounding-lead  is  "  armed"  with  a  lump  of  tallow  in  a  hollow 
at  its  lower  end,  by  which,  when  the  material  of  the  bottom  is 
loose,  specimens  of  it  are  brought  up.  When  the  material  is  of  a 
firmer  texture,  a  specimen  may  be  brought  up  by  dropping  a  heavy 
iron  pike,  jagged  and  barbed  at  the  lower  end,  called  a  "  plunger," 
and  hauling  it  up  again  by  a  rope ;  or  the  nature  of  the  bottom 

*  The  distances  of  the  station  from  two  of  the  landmarks  might  be  calculated  by 
the  rules  of  plane  trigonometry  and  plotted;  but  the  process  is  too  tedious  for  ordinary 
use.     The  following  are  the  steps  of  which  it  consists  (see  fig.  55)  :— 

In  the  triangle  A  E  C,  given  A  C,  and  tho  angles  E  A  C  (=  B  D  C)  and  A  C  E 
(=ADB),  calculate  A  E  and  C  E. 

In  the  triangle  ABE,  given  AB,  AE,  and^BAE(=  BDC-BAC), 
calculate  ^AEB. 

In  the  triangle  BEC,  given  B  C,  C  E,  and  ^  B  C  E  (=  A  D  B  —  B  C  A), 
calculate  ^-BEC. 

In  the  triangle  A  D  E,  given  A  E  and  the  angles,  calculate  A  D. 

In  the  triangle  DEC,  given  C  E  and  the  angles,  calculate  C  D. 
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may  be  ascertained  by  boring,  or  bj  diving — operations  which  will 
be  again  referred  to  further  on. 

Soundings  for  nautical  purposes  are  noted,  and  written  on  the 
plan,  in  fathoms  of  six  feet,  and  half  and  quarter  fathoms ;  those 
for  engineering  purposes,  in  feet  and  decimals,  or  feet  and  inches. 

The  levels  of  the  bottom  are  ascertained  by  taking  several  series  of 
soundings  along  straight  lines,  in  such  positions  as  the  engineer 
judges  to  be  best.  In  general,  the  position  of  those  lines  is  nearly 
that  of  the  lines  of  steepest  declivity  of  the  bottom,  and  nearly  at 
right  angles  to  the  coast. 

As  each  sounding  is  taken,  the  surveyor  notes  the  time,  the 
depth,  and  the  position. 

The  following  are  two  methods  of  determining  the  positions  of 
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Method  X — By  a  Series  of  Angles. — In  fig.  56,  A  and  B  repre- 
sent two  known  objects,  in  a  straight  line  with  which 
a  set  of  soundings  are  to  be  taken;  C  is  a  third 
known  object  lying  at  a  sufficient  distance  to  one  side 
of  the  line  A  6.  The  boat  is  rowed  along  the  straight 
line  B  E,  either  directly  towards  or  directly  from  B. 
.  The  surveyor  sees  that  the  boatmen  keep  B  and  A 
exactly  in  one  straight  line;  and  the  instant  that 
each  sounding  is  taken,  he  measures  with  a  sextant 
the  angle  which  the  direction  of  0  makes  with  the 
line.  For  example,  if  1,  2, 3,  4,  4c. ,  are  points  where 
soundings  are  taken,  the  angles  to  be  measured  at 
those  points  are  B  1  C,  B  2  C,  B  3  C,  B  4  C,  .fee.  The  position  of 
G  should  be  so  chosen  that  the  most  acute  of  those  angles  may  be 
30°  or  somewhat  greater. 

To  plot  the  positions  found  by  this  method,  draw  through  C  on 
the  plan  the  straight  line  FCD  parallel  to  A  B  E,  and  lay  off  the 
angles  D  C  1  =  B  1  C,  D  C  2  =  B  2  C,  Ac :  the  intersections  of 
the  lines  0  1,  C  2,  <fec,  with  B  E,  will  give  the  points  required. 

Method  II. — By  two  Stations  and  an  uniform  speed  of  Bowing. — 
In  Fig,  57,  A  represents  a  known  object  on  which  the  line  of 
soundings  is  to  run.  The  surveyor  determines 
the  position  of  (B  or  C)  the  commencement  of  the 
line  by  three  angles  taken  between  known  objects; 
the  rowers  then  row  as  steadily  as  possible  at  an 
uniform  speed  in  a  straight  line  directly  from  or 
directly  towards  A.  Soundings  are  taken  at  equal 
intervals  of  time;  and  when  the  line  has  been 
carried  far  enough,  the  surveyor  determines  the 
position  of  its  termination  (G  or  B)  by  three  angles 
Fig.  37.  taken  between  known  object*. 
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In  plotting  a  line  of  soundings  so  taken,  its  two  ends  B  and  C 
are  laid  down  by  means  of  the  station-pointer :  the  straight  line 
B  C  is  drawn,  and  divided  into  as  many  equal  parts  as  there  were 
equal  intervals  of  time  between  the  soundings  from  the  beginning 
to  the  end  of  the  line;  and  thus  the  intermediate  points,  1,  2,  3, 
Ac.,  are  found. 

A  line  of  soundings  may  often  be  conveniently  prolonged  on  the 
higher  parts  of  the  beach  by  ordinary  levelling.  In  fact,  levelling 
should  be  used  wherever  it  is  practicable,  being  the  more  accurate 
operation. 

76.  The  Redactim  •€  tomdUMga  to  the  datum  of  the  survey  is 
made  by  taking  the  difference  between  each  sounding  and  the  height 
of  the  water  above  that  datum  at  the  instant  when  the  sounding 
was  taken,  as  found  by  examination  of  or  interpolation  in  the 
register  of  the  tides.  If  the  sounding  is  the  greater,  that  difference 
is  a  depth  below  the  datum, — if  the  less,  a  height  above  the  datum. 
(As  to  what  that  datum  is,  see  Article  71).  When  the  datum  is 
the  mean  low-water-level  of  spring  tides,  the  latter  class  of  reduced 
soundings  are  said  to  be  dry,  and  are  distinguished  in  the  register 
and  on  die  plan  by  a  score  beneath  the  figures. 

To  reduce  soundings  by  calculation,  in  the  absence  of  direct 
observations  of  the  tide,  it  is  necessary  to  know  the  rise  of  the  tide 
above  the  mean  water-level,  and  the  time  of  high- water,  for  the  tide 
during  which  the  soundings  were  made,  and  the  duration  of  that 
tide,  or  interval  of  time  between  high- water  and  low- water  (which 
on  an  average  is  about  six  hours  twelve  minutes,  but  varies  con- 
siderably at  different  times  and  places). 

Let  H  be  the  height  of  the  mean  water-level  above  the  datum : — 

r,  the  rise  of  the  tide  above  the  mean  water-level; 

D,  the  duration  of  the  tide ; 

t,  the  time  before  or  after  high- water  at  which  a  given  sounding 
is  taken; 

h,  the  height  of  the  surface  of  the  water  above  the  datum  at  that 
instant*  being  the  quantity  to  be  subtracted  from  the  sounding. 

Then  *=H  +  r -cos  180°^; (1.) 

in  using  which  formula  it  is  to  be  remembered  that  cosines  of 
obtuse  angles  are  negative. 

77.  Ltecs  «r  B«mi  Depth  are  analogous  to  contour-lines  on  land 
(see  p.  95),  being  contour-lines  of  the  bottom  of  the  sea  sketched  on 
the  plan  so  as  to  pass  through  those  points  where  the  reduced 
soundings  are  equal.  It  is  customary  to  mark  the  line  of  one 
fathom  soundings  by  single  dots,  of  two  fathoms  by  dots  in  pairs, 
of  three  fathoms  by  dots  in  triplets,  and  so  on. 
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The  High  and  Low-Watcr-mark*  of  average  spring  tides,  which 
should  be  drawn  on  the  plan,  are  also  analogous  to  contour-lines. 

78.  Carrenta — Warm. — The  directions  and  velocities  of  tidal 
currents  should  be  noted  by  the  surveyor,  and  marked  on  the  plan 
by  arrows ;  each  arrow  having  figures  beside  it  denoting  the  speed 
of  the  current  in  nautical  miles  an  hour,  and  tho  time  after  the 
moon's  transit  at  which  it  prevails.  Flood-currents  are  denoted  by 
feathered  arrows;  ebb-currents  by  unfeathered  arrows. 

The  direction  of  the  current  which  runs  past  a  moored  vessel 
may  be  ascertained  by  dropping  some  floating  body  into  it,  and 
observing  the  angle  which  the  direction  of  motion  of  that  body 
makes  with  the  direction  of  some  known  object.  The  velocity  may 
be  found  by  means  of  Massey's  Log,  an  instrument  in  which  the 
rotations  of  a  fan  driven  by  the  current  are  registered  by  wheel-work. 

The  direction  and  velocity  of  a  current  may  also  be  determined 
by  setting  a  light  deal  pole,  having  a  weight  at  the  lower  end,  to 
float  upright  in  it,  and  taking  simultaneous  angles  to  that  object 
from  two  known  stations.  This  must  be  done  by  two  observers, 
who  should  take  special  care  to  make  their  angular  measurements 
exactly  at  the  same  instants  of  time. 

The  usual  directions  and  velocities  of  waves  should  be  ascertained 
and  noted,  and  also  the  greatest  height  from  the  crest  to  the  trough 
of  a  wave. 

79.  Miscellaneous  Information  on  Plaa. — Besides  the  SOUndingS, 

levels,  currents,  and  other  information  already  mentioned,  the  plan 
of  a  marine  survey  for  engineering  purposes  should  show  at  different 
points  the  material  of  the  bottom,  by  such  abbreviations  as  r.  for 
rock,  st.  for  stones,  s.  for  sand,  m.  for  mud,  <fec.,  and  by  references 
to  borings  and  examinations  by  diving,  where  such  have  been 
made.  It  should  also  show  all  lighthouses,  beacons,  buoys,  fixed 
moorings,  <fec. 

80.  Taking  Altitudes  by  the  Sextaat— Dip  of  the  Horlaoa. — When 

the  altitude  of  an  object  is  taken  at  sea  by  measuring  with  a  sex- 
tant its  angular  elevation  above  the  visible  sea-horizon,  a  correction 
must  be  made  by  subtracting  the  dip  of  that  horizon — that  is,  its 
apparent  angular  depression  below  a  truly  horizontal  line  traversing 
the  eye  of  the  observer.  The  amount  of  that  depression  is  un- 
certain, owing  to  the  variable  refractive  power  of  the  atmosphere  f 
but  on  an  average,  it  is  given  approximately  by  the  following 
formula,  in  which  h  denotes  the  height  of  the  observer's  eye  above 
the  sea,  and  r  the  radius  of  curvature  of  the  surface  of  the  sea. 

Dip  in  seconds  =~  x  206264"-8'\/ — 

=  57"-4s/^m7e^t  (1.) 
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CHAPTER  YIL 

OF  COPYING,  ENLARGING,  AND  REDUCING  PLANS. 

81.  Trmciaff  upon  a  sheet  of  thin  semi-transparent  paper,  laid 
smoothly  on  the  original  drawing,  is  the  most  accurate  method  of 
obtaining  a  copy  of  a  plan  on  the  same  scale  with  the  original. 
By  using  a  drawing  table  made  of  strong  plate-glass,  called  the 
"copying-glass,"  with  a  sloping  mirror  below,  if  necessary,  to 
reflect  light  through  it,  a  tracing  may  be  made  on  drawing  paper 
of  ordinary  thickness,  provided  the  original  is  not  mounted  on 
cloth. 

When  a  tracing  has  been  made  on  thin  paper,  other  copies  can 
be  made  on  thick  paper  by  rubbing  the  lower  side  of  the  tracing 
with  black-lead,  or  putting  a  sheet  of  black-leaded  paper  below  it, 
laying  it  on  the  thick  paper,  and  passing  a  smooth  pointed  instru- 
ment along  all  the  outlines  of  the  tracing.  The  new  copy  has  then 
to  be  drawn  in  ink  and  finished. 

Prickia*  TkrMgh  is  applicable  to  plans  in  which  the  out- 
lines consist  chiefly  of  straight  lines,  and  damage  to  the  original 
plan  is  unimportant. 

82.  Bagravftag,  LUaagrapalag,  and  Printing— When  a  plan    is  to 

be  engraved  on  copper,  a  tracing  of  it  is  placed  on  the  copper  plate, 
face  downwards,  and  the  outlines  scratched  on  the  copper  with  a 
point  which  cuts  through  the  tracing.  The  impressions  from  cop^r 
plates,  being  printed  on  damp  paper,  shrink  when  they  dry,  to  an 
extent  which  varies  from  1 -400th  to  l-200th  of  the  original  dimen- 
sions. All  measurements,  therefore,  on  printed  plans  should  be 
made  by  means  of  the  scale  engraved  along  with  the  plan,  and 
every  sheet  should  have  a  scale  upon  it  The  shrinking  is  some- 
times slightly  different  lengthwise  and  breadthwise.  As  to  the 
effect  of  this  on  sections,  see  Article  54,  p.  90. 

Where  great  accuracy  is  required  in  engraved  plans  (as  in  those 
of  the  ordnance  survey),  the  principal  stations  are  plotted  on  the 
copper,  and  the  details  only  laid  down  on  it  by  tracing. 

In  lithographing  plans,  the  usual  process  is  to  make  a  copy 
on  "transfer  paper"  by  the  aid  of  a  tracing  on  thin  paper,  as 
already  described  in  the  preceding  Article.  The  copy  so  made  is 
drawn  and  finished  with  lithographic  ink,  laid  face  downwards  on 
a  stone,  and  transferred  to  the  stone  by  the  proper  process.     The 
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transfer  paper  being  damp  during  that  process,  expands  to  a  certain 
extent,  so  that  the  drawing  on  the  stone  is  somewhat  larger  than 
the  original ;  and  this  expansion  is  to  a  certain  extent  counteracted 
by  the  shrinking  of  the  paper  on  which  the  impressions  are  printed ; 
so  that  the  impressions  may  be  slightly  larger  or  smaller  than  the 
original  in  a  proportion  which  it  is  difficult  to  assign  with  preci- 
sion. As  with  engraved  plans,  each  sheet  should  have  its  own  scale, 
by  means  of  which  all  measurements  upon  it  should  be  made. 

83.  Bcdacing  Drawings  by  Hand  is  performed,  in  the  case  of 
plans,  by  forming  triangles  to  connect  the  stations  and  other  prin- 
cipal points  on  the  original,  measuring  their  sides,  and  plotting 
them  on  a  smaller  scale  on  the  reduced  plan.  The  details  may  be 
reduced  by  covering  the  original  with  a  network  of  squares,  and 
the  reduced  copy  with  a  network  of  squares  having  their  sides 
smaller  than  those  of  the  original  squares  in  the  proportion  in 
which  the  plan  is  to  be  reduced,  and  sketching  the  details  on  the 
reduced  copy  in  their  proper  places  by  the  aid  of  those  squares  to 
guide  the  eye  and  hand. 

In  the  case  of  sections,  reducing  by  hand  is  best  performed  by 
plotting  the  section  anew  on  the  smaller  scale. 

84.  Hedncing  Drawings  by  Mechanism  is  performed  by  means  of 

instruments  called  the  "  Pantograph  "  and  the  "  Eidograph."  In 
each  of  those  instruments  a  tracing-point  is  made  to  travel  over  the 
outlines  of  the  original  drawing;  a  pencil  is  so  connected  with  the 
tracing-point  that  it  is  always  in  a  straight  line  with  the  tracing- 
point,  and  with  a  fixed  centre,  and  always  at  a  distance  from  that 
centre  bearing  a  given  constant  ratio  to  the  distance  of  the  tracing- 
point  from  that  centre ;  and  that  pencil  draws  the  outlines  of  a 
copy  of  the  drawing  reduced  in  the  given  ratio. 

Fig.  58  is  a  skeleton  sketch  of  the  Pantograph.  FD,  DB, 
E  G,  and  G  C  are  four  flat  bars,  jointed  to  each  other  at  E,  D,  C, 

and  G,  so  that  GE  =  E  D  =  D  C  =  C  G,  and  the 
figure  G  E  D  C  is  always  an  exact  rhombus,  its 
opposite  sides  being  parallel,  and  all  of  them  equal 
Those  bars  are  supported  by  ivory  castors,  which 
run  on  the  paper  or  on  the  drawing-board.  T  is 
the  tracing  point.  A  is  the  fixed  centre,  having 
a  heavy  foot,  which  rests  on  the  paper  or  the 
drawing-board.  On  its  vertical  spindle  turns 
^  58#  a  socket  through   which   the  bar  E  G   can  be 

slid  to  any  required  position,  and  fixed  there  by  a  clamp-screw. 
P  is  a  square  socket,  sliding  on  the  bar  D  F,  on  which  it  can  be 
fixed  in  any  required  position;  the  pencil  is  carried  by  it.  The 
pencil  is  loaded  on  the  top  with  weights,  which  press  its  point 
against  the  paper;  it  can  be  lifted  off  the  paper  when  required  by 
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_  a  string.  The  dotted  line  PAT  represents  the  imaginary 
straight  line  in  which  the  pencil,  the  centre,  and  the  tracing  point 
ought  to  be  situated  The  bars  G  E  and  E  F  have  scales  marked 
on  them,  showing  the  proper  positions  of  the  sliders  for  reducing 
drawings  in  various  proportions.  Let  1  :  n  be  the  proportion  in 
which  the  plan  is  to  be  reduced;  so  that — 

»:1::TA  :  AP; (1.) 

then 

n:l::DE:E  P; (2.) 

and 

n+1  :  1  :  :DT  :  E  A.  (3.) 

The  KMogmph  is  represented  by  the  skeleton  sketch,  fig.  59. 
A  is  its  fixed  centre,  with  a  heavy  leaden  foot  On  the  spindle 
of  this  centre  turns  a  square  socket,  through  which  slides  the 
bar  D  E,  which  can  be  clamped  in  any  required  position.  At  the 
ends  of  that  bar  are  two  pulleys,  D  and  E,  exactly  equal  in 
diameter,  and  connected  by  means  of  a  p 

thin  steel  belt.     F  and  G  are  screws  for  _/\^  t  P 

adjusting  the  lengths  of  the  two  divisions         P0Quf        //jc 
of  that  belt,  so  as  to  make  the  rods  B  P         /      ^Tg        ^ 
and  T  C  exactly  parallel     These  rods  slide 
through  square    sockets    carried    by    the  E' 
pulleys,  and  having  clamp-screws.     T  is  the  T 

tnuring-point,  P  the  pencil,  and  T  A  P  the  F!&-  59' 

imaginary  straight  line  in  which  the  pencil,  centre,  and  tracing-point 
should  always  be. 

Let  1  :  n  as  before  be  the  ratio  of  reduction ;  then  the  proper 
positions  of  the  sockets  are  given  by  the  formulae — 

n:  1  ::  AE:  AD;  ET=AE;  DP=AD....  (4.) 

Each  bar  has  a  scale  of  200  equal  parts  on  it,  with  0  marked  at 
the  middle  of  its  length,  and  numbered  to  100  each  way.  These 
scales  are  subdivided  by  the  aid  of  verniers  on  the  sockets. 
When  the  instrument  is  correctly  adjusted,  each  socket  is  at  the 
same  distance  from  the  middle  of  its  bar ;  and  that  distance,  in 
divisions  of  the  scale,  is  found  by  the  following  formula : — 

w=  lOO.^J (5.) 

n+1 

The  bes^  test  of  the  accuracy  of  the  adjustments  of  the  Panto- 
graph and  Eidograph  is  to  draw  the  tracing-point  T  for  a  certain 
distance  along  the  edge  of  a  flat  straight-edged  ruler;  when  the 
pencil  P  ought  to  draw  an  exactly  straight  line,  of  a  length  bearing 
the  proper  proportion  to  the  length  of  the  original  line. 
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85.  Ealarglag  Plana  may  be  performed  by  hand,  in  the  same 
manner  with  reducing;  and  with  the  Pantograph  or  Eidograph,  by 
adjusting  either  of  those  instruments  so  that  the  pencil  shall  be 
further  from  the  centre  than  the  tracing-point  is.  This,  however 
is  an  operation  which  is  not  capable  of  accuracy,  except  when  the 
ratio  of  enlargement  does  not  much  exceed  that  of  equality. 

86.  Bednclng  Drawings  by  Photography  is  the  method  employed 

in  reducing  the  large  plans  of  the  ordnance  survey,  drawn  on  a 

8cal6  of  -cTFTTKi  to  the  scale  of  six  inches  to  a  mile.     The  details  of 
2000 

the  plans  so  reduced  are  afterwards  traced  on  the  copper  plates,  on 

which  the  stations  have  been  previously  plotted  by  the  lengths  of 

the  sides  of  the  triangles.     A  process  of  transferring  the  reduced 

outlines  to  copper,  zinc,  or  stone,  without  tracing,  has  lately  been 

introduced.      See   the   Report  on  the   Progress  of  the  Ordnance 

Survey,  by  Colonel  Sir  Henry  James,  R.E. 


Supplement  to  Chapter  III.,  Article  40, 

86  A.  Redaction   of  Angle*  to  the  Centre  of  the  Station. — It  some- 
times happens  that  the  theodolite  cannot  be  planted  exactly  at  a 
^  station  in  a  trigonometrical  survey;  but 

has  to  be  placed  at  a  short  distance  to 
one  side  of  it  In  such  cases,  the  angle 
actually  measured  between  two  objects  is 
reduced  to  the  angle  which  would  have 
been  measured,  had  the  theodolite  been 
exactly  at  the  station,  by   a '  correction 

which  is  calculated  approximately  as  fol- 
Fig.  59  a.  i0W8 . — 

In  fig.  59  A,  let  C  be  the  station,  D  the  position  of  the  theodolite, 
A  and  B  two  objects;  A  D  B  the  horizontal  angle  between  them 
as  measured  at  D;  A  C  B  the  required  horizontal  angle  at  the 
station  C. 

Measure  C  D,  and  the  angle  ADC;  caloulate  A  C  and  C  B 
approximately  as  if  A  C  B  were  equal  to  A  D  B;  then 

ACB  =  ADB-20626r.8  CD  j?E^_!™|£°J  .(l.) 

• 

The  above  formula  gives  the  correction'  in  seconds  when  D  lies 
to  the  right  of  both  C  A  and  C  B.  When  it  lies  to  the  left  of 
C  B,  sin  B  D  C  changes  its  sign;  when  to  the  left  of  C  A,  sin 
ADC  changes  its  sign. 
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Supplement  to  Chapter  III.,  Article  42,  Division  IY., 

Page  73. 


86  B.  Ajrtr«BonUcal  B«fractio«. — The  refracting  action  of  the 
atmosphere  causes  the  altitudes  of  the  stars  to  appear  greater  than 
they  really  are.  The  correction  for  refraction,  therefore,  is  always 
to  be  subtracted  from  an  altitude.  Its  value  may  be  found  in 
seconds  approximately  by  the  following  formula : — 

Refraction  =  58"  x  cotan  apparent  altitude. 

For  more  exact  information  on  the  subject,  see  a  paper  by  the 
.Rev.  Dr.  Robinson  in  the  Transactions  of  the  Royal  Irish  Academy, 
vol.  xix.  Tables  of  Refraction  are  given  in  treatises  on  Navigation, 
snch  as  Rapers. 

It  is  to  be  borne  in  mind,  that  below  about  8°  or  10°  of  altitude 
the  changeable  condition  of  the  atmosphere  makes  the  correction 
for  refraction  very  uncertain. 

86.  C.    To  fiad  the  Latitude  of  a  Place* 

Method  I. — By  the  Mean  Altitude  of  a  Circurnpolar  Star. — Take 
the  altitudes  of  a  circurnpolar  star  at  its  upper  and  lower  culmination 
(which  positions  are  known  by  watching  for  the  instants  when  the 
altitude  is  greatest  and  least).  From  each  of  those  apparent  alti- 
tudes subtract  the  correction  for  refraction;  the  mean  of  the  true 
altitudes  thus  found  is  the  latitude  of  the  place. 

Method  II. — By  One  Meridian  Altitude  of  a  Star. — Observe  the 
meridian  altitude  of  a  star  by  watching  for  the  instant  when  its 
altitude  is  greatest  or  least,  and  subtract  the  corrections  for 
refraction,  and  also  for  dip,  if  necessary.  The  complement  of  the 
true  altitude  is  the  zenith  distance.  Find  the  declination  of  the 
star  from  the  Nautical  Almanac  (which  is  published  four  years  in 
advance.)* 

Then  if  the  star  is  between  the  zenith  and  the  equator, 

Latitude  =  Zenith  distance  +  Declination; (1.) 

If  the  star  is  between  the  equator  and  the  horizon, 

Latitude  =  Zenith  distance  —  Declination; (2.) 

If  the  star  is  between  the  zenith  and  the  elevated  pole, 

Latitude  =  Declination  —  Zenith  distance; (3.) 

•  The  declinations  of  a  few  stars  are  given  at  p.  78. 

K 
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If  the  star  is  between  the  elevated  pole  and  the  horizon, 

Latitude  =  180°  —  Declination  —  Zenith  distance. . . .  (4.) 

Method  III. — By  the  Sun's  Meridian  Attitude. — In  this  method 
the  final  calculation,  from  the  sun's  declination,  as  found  in  the 
Nautical  Almanac,  and  the  true  altitude  of  his  centre,  is  the  same 
as  in  Method  II.  But  besides  the  correction  for  refraction  and 
dip,  the  altitude  requires  to  be  further  corrected  by  subtracting  or 
adding  the  sun's  semidiameter,  according  as  his  upper  or  lower 
limb  has  been  observed,  and  by  adding  the  sun's  parallax,  being 
the  angle  subtended  at  the  sun  by  the  distance  between  the  earth's 
centre  and  the  place  of  observation. 

To  find  the  correction  for  parallax,  find  the  sun's  horizontal 
parallax  on  the  day  of  observation,  from  the  Nautical  Almanac,  and 
multiply  it  by  the  cosine  of  the  altitude  of  the  sun's  centra 

(The  mean  value  of  the  sun's  horizontal  parallax  is  about  8"*6). 

The  sun's  semidiameter  on  the  day  of  observation  is  to  be  found 
in  the  Nautical  Almanac     It  varies  from  15'  46"  to  16'  18". 

The  calculation  may  be  thus  set  down  algebraically — 


•{      horizon  has  been  observed)  —  Refraction  =4=  sun's  >  (5.) 


(  True  altitude  =  apparent  altitude  —  Dip  (if  the  sea- 
<      horizon  has  been  observed)      - 
(     semidiameter  +  parallax ; . 

Zenith  distance  =  90°  —  true  altitude, (6.) 


Latitude  (see  Equations  1,  2,  3,  4). 

Equations  1  and  2  are  the  most  frequently  applicable  to  the  sun. 
Equation  3  is  occasionally  applicable  between  the  tropics;  and 
Equation  4  relates  to  observations  made  at  midnight,  in  summer,  in 
the  polar  regions. 

86  D.  litat  of  Authorities  on  Engineering  Geodesy  and  Subjects  con- 
nected with  it. — Butler  Williams's  Practical  Geodesy;  Bruff  On 
Surveying;  Castle  On  Surveying;  Haskoll's  Engineering  Field- 
Work  ;  Hadkoll  On  Railway  Construction ;  Simms  On  Mathematical 
Instruments;  Simms  On  Levelling;  Simms's  Practical  Tunnelling; 
Sir  Edward  Belcher  On  Marine  Surveying;  Admiralty  Manual  of 
Scientific  Inquiry,  Article  "Hydrography;"  Raper's  Navigation; 
De  Morgan's  Trigonometry ;  Airy's  Trigonometry,  edited  by  Pro- 
fessor Blackburn. 


PART  IL 

OP  MATEBIALS  AND  STRUCTURES. 


CHAPTER  L 

8UMJCARY  OF  PRINCIPLES  OF  STABILITY   AND  STRENGTH. 

Section  L — Of  Structures  in  General. 

87.  A  Sifctre  consists  of  portions  of  solid  materials,  put  to- 
gether so  as  to  preserve  a  definite  form  and  arrangement  of  parts, 
and  to  withstand  external  forces  tending  to  disturb  such  form  and 
arrangement  As  the  parts  of  a  structure  are  intended  to  remain 
at  rest  relatively  to  each  other,  the  forces  which  act  on  the  whole 
structure,  and  on  each  of  its  parts,  should  be  balanced,  so  that  the 
mechanical  principles  on  which  the  permanence  and  efficiency  of 
structures  depend  for  the  most  part  belong  to  Statics,  or  the 
science  of  balanced  forces. 

The  materials  of  a  structure  may  be  more  or  less  stiff,  like  stone, 
timber,  and  metals,  or  loose,  like  earth. 

The  ensuing  chapters  of  this  part  will  be  divided  according  to 
the  materials  of  which  the  structures  they  treat  of  consist  In  the 
present  chapter  are  given  a  summary  of  mechanical  principles  appli- 
cable to  all  structures.  Many  passages  in  it  are  extracted  from  a 
previous  Treatise  on  Applied  Mechanics,  and  abridged  or  amplified 
as  may  be  required,  in  order  to  suit  the  purpose  of  the  present 
Treatise.  Such  passages  are  indicated  by  the  letters  A.  M.,  with  a 
reference  to  the  number  of  the  corresponding  Article  in  that 
■work. 

87 A.  INcce*    Joinf—  Snpporte— Foundation*.     (A.M., 1 29, 1 30). — 

A  structure  consists  of  two  or  more  solid  bodies,  called  its  piece*, 
which  touch  each  other  and  are  connected  at  portions  of  their 
surfaces  called  joints.  This  statement  may  appear  to  be  applicable  to 
structures  of  stiff  materials  only;  but,  nevertheless,  it  comprehends 
masses  of  earth  also,  if  they  are  considered  as  consisting  of  a  veiy 
great  number  of  very  small  pieces,  touching  each  other  at  innumer- 
able joints. 
Although  the  pieces  of  a  structure  are  fixed  relatively  to  each 
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other,  the  structure  as  a  whole  may  be  either  fixed  or  moveable 
relatively  to  the  earth. 

A  fixed  structure  is  supported  on  a  part  of  the  solid  material  of 
the  earth,  called  the  foundation  of  the  structure;  the  pressures  by 
which  the  structure  is  supported,  being  the  resistances  of  the 
various  parts  of  the  foundation,  may  be  more  or  less  oblique. 

A  moveable  structure  may  be  supported,  as  a  ship,  by  floating  in 
water,  or  as  a  carriage,  by  resting  on  the  solid  ground  through 
wheels.  When  such  a  structure  is  actually  in  motion,  it  partakes 
to  a  certain  extent  of  the  properties  of  a  machine;  and  the  deter- 
mination of  the  forces  by  which  it  is  supported  requires  the  con- 
sideration of  dynamical  as  well  as  of  statical  principles;  but  when  it 
is  not  in  actual  motion,  though  capable  of  being  moved,  the  pres- 
sures which  support  it  are  determined  by  the  principles  of  statics; 
and  it  is  obvious  that  they  have  their  resultant  equal  and  directly 
opposed  to  the  weight  of  the  structure. 

88.  The  Conditions  of  Equilibrium  of  a  Slraetare  are   the    three 

following  (A.  M.,  131): — 

X.  That  the  forces  exerted  on  the  tvliole  structure  by  external  bodies 
slwM  balance  each  other. — The  forces  to  be  considered  under  this 
head  are — (1.)  the  Attraction  of  the  Earth — that  is,  the  weight  of 
the  structure;  (2.)  the  External  Load,  arising  from  the  pressures 
exerted  against  the  structure  by  bodies  not  forming  part  of  it  nor 
of  its  foundation;  (these  two  kinds  of  forces  constitute  the  gross  or 
total  had))  (3.)  the  Supporting  Pressures,  or  resistance  of  the  founda- 
tion. Those  three  classes  of  forces  will  be  spoken  of  together  as 
the  External  Forces. 

II.  Thai  the  forces  exerted  on  each  piece  of  the  structure  shall 
balance  each  oilier. — These  consist  of — (1.)  the  Weight  of  the  piece, 
and  (2.)  the  External  Load  on  it,  making  together  the  Gross  Load; 
and  (3.)  the  Resistances,  or  forces  exerted  at  the  joints,  between  the 
piece  under  consideration  and  the  pieces  in  contact  with  it. 

III.  That  the  forces  exerted  on  each  of  the  parts  into  which  each 
piece  of  the  structure  can  be  conceived  to  be  divided  shall  balance  eacJt, 
other. — Suppose  an  ideal  surface  to  divide  any  part  of  any  one  of 
the  pieces  of  the  structure  from  the  remainder  of  the  piece ;  the 
forces  which  act  on  the  part  so  considered  are — (I.)  its  weight,  and 
(2.)  (if  it  is  at  the  external  surface  of  the  piece)  tne  external  force 
applied  to  it,  if  any,  making  together  its  gross  load;  (3.)  the  stress f 
or  force,  exerted  at  the  ideal  surface  of  division,  between  the  part 
in  question  and  the  other  parts  of  the  piece. 

89.  Stability,  Strength,  and  StlflncM.  (A.  3f.t  132,  127). — It  ift 
necessary  to  the  permanence  of  a  structure,  that  the  three  fore- 
going conditions  of  equilibrium  should  be  fulfilled,  not  only  under 

one  amount  and  one  mode  of  distribution  of  load,  but  under  all  the 
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variations  of  the  load  as  to  amount  and  mode  of  distribution  which 
can  occur  in  the  use  of  the  structure. 

Stability  consists  in  the  fulfilment  of  the  first  and  second  condi- 
tions of  equilibrium  of  a  structure  under  all  variations  of  the  load 
within  given  limits.  A  structure  which  is  deficient  in  stability 
gives  way  by  the  displacement  of  its  pieces  from  their  proper  posi- 
tions. 

When  a  structure,  or  one  of  its  parts,  is  flexible,  like  the  chain  of 
a  suspension  bridge,  or  in  any  other  way  free  to  move,  its  stability 
consists  in  a  tendency  to  recover  its  original  figure  and  position 
after  having  been  disturbed. 

Strength  consists  in  the  fulfilment  of  the  third  condition  of  equi- 
librium of  a  structure  for  all  loads  not  exceeding  prescribed  limits ; 
that  is  to  say,  the  greatest  internal  stress  produced  in  any  part  of 
any  piece  of  the  structure,  by  the  prescribed  greatest  load,  must  be 
Mich  as  the  material  can  bear,  not  merely  without  immediate 
breaking,  but  without  such  injury  to  its  texture  as  might  endanger 
its  breaking  in  the  course  of  time. 

A  piece  of  a  structure  may  be  rendered  unfit  for  its  puqxjse,  not 
merely  by  being  broken,  but  by  being  stretched,  compressed,  bent, 
twisted,  or  otherwise  strained  out  of  its  proper  shape.  It  is  neces- 
sary, therefore,  that  each  piece  of  a  structure  should  be  of  such 
dimensions  that  its  alteration  of  figure  under  the  greatest  load 
applied  to  it  shall  not  exceed  given  limits.  This  property  is  called 
stiffness,  and  is  so  connected  with  strength  that  it  is  necessary  to 
consider  them  together. 

Section  IL — Summary  of  the  Principles  of  the  Balance  of  Forces. 

90.  (A.  if.,  12,  13,  17  to  24). — A  Force  is  an  action  between 
two  bodies,  either  causing  or  tending  to  cause  change  in  their 
relative  rest  or  motion.  Eeuiiibrinm  or  Balance  is  the  condition 
of  two  or  more  forces  which  are  so  opposed  that  their  combined 
action  on  a  body  produces  no  change  in  its  rest  or  motion,  and 
that  each  force  merely  tends  to  cause  such  change,  without  actually 
causing  it 

In  treatises  on  statics,  the  word  pressure  is  often  used  to  denote 
any  balanced  force;  although,  in  the  popular  sense,  that  word  is 
used  to  denote  a  force,  of  the  nature  of  a  thrust  or  push,  distributed 
over  a  surface. 

The  relation  of  a  force  to  one  of  the  two  bodies  between  which  it 
acta,  is  determined,  or  made  known,  when  the  following  three 
things  are  known  respecting  it: — first,  the  place,  or  part  of  the 
body  to  which  it  is  applied;  secondly,  the  direction  of  its  action; 
thirdly,  its  magnitude. 
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I.  The  place  of  the  application  of  a  force  to  a  body  may  be  the 
whole  or  part  of  its  internal  mass;  in  which  case  the  force  is  an 
attraction  or  a  repulsion,  according  as  it  tends  to  move  the  bodies 
between  which  it  acts  towards  or  from  each  other;  or  the  place  of 
application  may  be  the  surface  at  which  two  bodies  touch  each 
other,  or  the  bounding  surface  between  two  parts  of  the  same  body, 
in  which  case  the  force  is  a  tension  or  pull,  a  thrust  or  push,  or  a 
lateral  stress,  according  to  -circumstances. 

Thus  every  force  has  its  action  distributed  over  a  certain  space, 
either  a  volume  or  a  surface;  and  a  force  concentrated  at  a  single 
point  has  no  real  existence.  Nevertheless,  it  is  necessary,  in  treat- 
ing of  the  principles  of  statics,  to  begin  by  demonstrating  the 
properties  of  such  ideal  forces,  conceived  to  be  concentrated  at 
single  points ;  for  the  conclusions  so  arrived  at  respecting  single  forces 
(as  they  may  be  called),  are  applicable  to  the  distributed  forces 
which  really  act  in  nature. 

In  reasoning  respecting  forces  concentrated  at  single  points,  they 
are  assumed  to  be  applied  to  solid  bodies  which  are  perfectly  rigid, 
or  incapable  of  alteration  of  figure  under  any  forces  which  can  be 
applied  to  them.  This  also  is  a  supposition  not  realized  in  nature; 
but  its  consequences  may  be  applied  to  actual  bodies,  when  their 
alterations  of  figure  are  insensible. 

II.  The  direction  of  a  force  is  that  of  the  motion  which  it 
tends  to  produce.  A  straight  line  drawn  through  the  point  of 
application  of  a  single  force,  and  along  its  direction,  is  the  line  of 
action  of  that  force. 

III.  The  magnitudes  of  two  forces  are  equal,  when,  being 
applied  to  the  same  body  in  opposite  directions  along  the  same 
line  of  action,  they  balance  each  other. 

A  single  force  may  be  represented  on  paper  by  an  arrow-headed 
straight  line;  the  commencement  of  the  line  indicating  the  point  of 
application  of  the  force, — the  direction  of  the  line,  the  direction  of 
the  force, — :and  the  length  of  the  line,  the  magnitude  of  the  force, 
according  to  an  arbitrary  scale. 

91.  standard  Uait  of  weight.  (A.  M.,  21). — The  magnitude  of  a 
force  is  expressed  arithmetically  by  stating  in  numbers  its  ratio  to 
a  certain  unit  or  standard  of  force,  which  is  usually  the  weight 
(or  attraction  towards  the  earth),  at  a  certain  latitude,  and  at  a 
certain  level,  of  a  known  mass  of  a  certain  material  Thus  the 
British  unit  of  force  is  the  standard  pound  avoirdupois;  which 
is  the  weight  in  the  latitude  of  London,  and  near  the  level 
of  the  sea,  of  a  certain  piece  of  platinum  kept  in  the  Exchequer 
office.  (See  the  Act  18  and  19  Vict,  cap,  72;  also  a  paper 
by  Professor  W.  H.  Miller,  in  the  PhilosopMcal  Transactions 
for  1856.) 
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Amongst  other  units  of  force  employed  in  Britain  are, — 

The  grain  =  ^^  of  a  pound  avoirdupois. 

The  troy  pound  =  5,760  grains  =  0-82285714  pound  avoirdupois. 

The  hundredweight  =  112  pounds  avoirdupois. 

The  ton  =  2,240  pounds  avoirdupois. 

The  French  standard  unit  of  force  is  the  gramme,  which  is  the 
weight,  in  the  latitude  of  Paris,  of  a  cubic  centimetre  of  pure 
water,  measured  at  the  temperature  at  which  the  density  of  water 
is  greatest,  viz.,  3° -945  centigrade,  or  39w*l  Fahrenheit,  and  under 
the  pressure  which  supports  a  barometric  column  of  760  millimetres 
of  mercury — that  is,  29*922  inches. 

A  comparison  of  French  and  British  measures  of  force  and  of 
size  is  given  in  a  table  at  the  end  of  this  volume. 

92.  Resaltant  of  Forces  Acting  la  One  Straight  Line.      (A.  Af.9  22). 

— The  Resultant  of  any  number  of  given  forces  applied  to  one  body, 
is  a  single  force  capable  of  balancing  that  single  force  which  balances 
the  given  forces;  that  is  to  say,  the  resultant  of  the  given  forces  is 
equal  and  directly  opposed  to  the  force  which  balances  the  given 
forces;  and  is  equivalent  to  the  given  forces  so  far  as  the  balance  of 
the  body  is  concerned.  The  given  forces  are  called  components  of 
their  resultant. 

The  resultant  of  a  set  of  balanced  forces  is  nothing. 

The  resultant  of  any  number  of  forces  acting  on  one  body  in  the 
tame  straight  line  of  action,  acts  along  that  line,  and  is  equal  in 
magnitude  to  the  sum  of  the  component  forces;  it  being  understood, 
that  when  some  of  the  component  forces  are  opposed  to  the  others, 
the  word  "*uw*"  is  to  be  taken  in  the  algebraical  sense;  that  is  to 
say,  that  forces  acting  in  the  same  direction  are  to  be  added  to,  and 
forces  acting  in  opposite  directions  subtracted  from  each  other. 

When  a  system  of  forces  acting  along  one  straight  line  are  balanced, 
the  sum  of  the  forces  acting  in  one  direction  is  equal  to  the  sum  of 
the  forces  acting  in  the  opposite  direction. 

93.  Resultant  and  Balance  of  Inclined  Force*.     (A.M.,  51  to  54). 

— The  smallest  number  of  inclined  forces  which  can  balance  each 
other  is  three.  Those  three  forces  must  act  through  one  point,  and 
in  one  plane.  Their  relation  to  each  other  depends  on  the  follow- 
ing theorem,  called  the  "  Parallelogram  of  Forces,"  from  which 
the  whole  science  of  statics  may  be  deduced. 

L  If  two  forces  whose  lines  of  action  traverse  one  point  be  repre- 
sented in  direction  and  magnitude  by  the  sides  of  a  parallelogram, 
their  resultant  is  represented  by  the  diagonal. 
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For  example,  through  the  point  O  (fig.  60)  let  two  forces  act, 
represented  in  direction  and  magnitude  by  O  A  and  O  B.  The  re- 
sultant or  equivalent  single  force  of 
those  two  forces  is  represented  in 
direction  and  magnitude  by  the 
diagonal  O  C  of  the  parallelogram 
OACB.  Its  magnitude  is  given 
algebraically  by  the  equation, 


OC 


=V{° 


A2  +  OB* 


Fig.  60. 


+  20A-OBcosAOB 


H 


(i.) 


To  balance  the  forces  O  A  and  O  B,  a  force  is  required  equal  and 
directly  opposed  to  their  resultant  O  C.  This  may  be  expressed  by 
^yiag*  that  if  the  directions  and  magnitudes  of  three  forces  be  repre- 
8ented  by  the*  three  sides  of  a  triangle  (such  as  O  A,  A  C,  C  O),  then 
those  three  forces,  acting  tfirough  one  point,  balance  each  other,  or  in 
other  words,  that  three  forces  in  the  same  plane  balance  each  other 
at  one  point,  when  each  is  proportional  to  the  sine  of  the  angle 
between  the  other  two. 

The  following  corollary  from  the  parallelogram  of  forces  is  called 
the  "  Polygon  op  Forces  :" — 

ILIfa  number  of  forces  acting  tfirough  the  same  point  be  repre- 
sented by  lines  equal  and  parallel  to  t/ie 
sides  of  a  closed  polygon,  those  forces 
balance  each  otfier.  To  fix  the  ideas, 
let  there  be  five  forces  acting  through 
the  point  O  (fig.  61),  and  represented 
in  direction  and  magnitude  by  the 
lines  Fp  F2,  F8,  F4,  Fg,  which  are 
equal  and  parallel  to  the  sides  of  the 
closed  polygon  OABCDO;  viz. : — 

F^andii  OA;  F2  =  andn  AB;  F8  =  andliBC; 

F4  =  and  II  C  D;  F6  =  and  ||  D  O. 

Then,  by  the  principle  of  the  parallelogram  of  forces,  the  resultant  of 
F,  and  F2  is  O  B;  the  resultant  of  Fv  F2,  and  F3  is  O  C ;  the  re- 
sultant of  F,,  F2,  F3,  and  F4  is  O  D,  equal  and  opposite  to  F6,  so 
that  the  final  resultant  is  nothing. 

The  closed  polygon  may  be  either  plane  or  "gauche" — that  is, 
not  in  one  plane. 


Fig.  61. 
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111.  Principle  of  the  Parattelopipedof 'Forces. — The  simplest  gauche 
polygon  is  one  of  four  sides.  Let  O  A  B  C  E  F  G  H  (fig.  62),  be  a 
parallelopiped  whose  diagonal  is  O  H.  Then 
any  three  successive  edges  so  placed  as  to 
begin  at  O  and  end  at  H,  form,  together  with 
the  diagonal  H  O,  a  closed  quadrilateral; 
consequently,  if  three  forces  Flf  F2,  Fs,  act- 
ing through  O,  be  represented  by  the  three 

edges  O  A,  O  B,  O  C,  of  a  parallelopiped, 

the  diagonal  O  II  represents  their  resultant, 
and  a  fourth  force  F4  equal  and  opposite  to 

OH  balances  them.  Fi^  62- 

94.  Reflation  of  m  Force. — I.  Into  two  Components.  (A.  M.,  55, 
56). — In  order  that  a  given  single  force  may  be  resolvable  into  two 
components  acting  in  given  lines  inclined  to  each  other,  it  is  neces- 
sary, first,  that  the  lines  of  action  of  those  comfKments  should 
intersect  the  line  of  action  of  the  given  force  in  one  point;  and 
secondly,  that  those  three  lines  of  action  should  be  in  one  plane. 

Returning  then  to  Fig  GO,  let  O  C  represent  the  given  force, 
which  it  is  required  to  resolve  into  two  component  forces,  acting  in 
the  lines  O  X,  O  Y,  which  lie  in  one  plane  with  O  C,  and  intersect 
it  in  one  point  O. 

Through  C  draw  C  A  ||  O  Y,  cutting  O  X  in  A,  and  C  B  n  O  X, 
cutting  O  Y  in  B.  Then  will  O  A  and  O  B  represent  the  com- 
ponent forces  required.  

Two  forces  respectively  equal  to  and  directly  opposed  to  O  A 

and  OB  will  balance  (MX 

The  magnitudes  of  the  forces  are  in  the  following  proportions : — 

00:OA:OB 

: :  sin  A  O  B  :  sin  B  O  C  :  sin  A  O  0 (1.) 

H.  Into  three  Components. — In  order  that  a  given  single  force 
may  be  resolvable  into  three  components  acting  in  given  lines 
inclined  to  each  other,  it  is  necessary  that  the  lines  of  action  of  the 
components  should  intersect  the  line  of  action  of  the  given  force  in 
one  point.  

Returning  to  Fig.  62,  let  O  H  represent  the  given  force  which  it 
is  required  to  resolve  into  three  component  forces,  acting  in  the 
lines  O  X,  O  Y,  O  Z,  which  intersect  O  H  in  one  point  O. 

Through  H  draw  three  planes  parallel  respectively  to  the  planes 
Y O Z,  ZO X,  X O  Y,  and  cutting  respectively  O  X  in  A,  O  Y  in 
B,  O  Z  in  C.  Then  will  O  A,  OB,  (JC,  represent  the  component 
forces  required. 
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Three  forces  respectively  equal  to,  and  directly  opposed  to  O  A, 

OB,  and  OC,  will  balance  OIL 

III.  Rectangular  Components. — The  rectangular  components  of 
a  force  are  those  into  which  it  is  resolved  when  the  directions  of 
their  lines  of  action  are  at  right  angles  to  each  other. 

For  example,  in  fig.  62,  suppose  OX,  O  Y,  O  Z,  to  be  three 

axes  of  co-ordinates  at  right  angles  to  each  other.  Then  O  H  is 
resolved  into  three  rectangular  components,  O  A,  O  B,  O  C,  simply 
by  letting  fall  from  H  perpendiculars  on  OX,  OY,  O  Z,  cutting 
them  at  A,  B,  C,  respectively. 

Let  the  three  rectangular  components  be  denoted  respectively  by 
X,  Y,  Z,  the  resultant  by  It,  and  the  angles  which  it  makes  with, 
the  components  by  «,  /S,  y,  respectively;  then  the  relations  between 
the  three  rectangular  components  and  their  resultant  are  expressed 
by  the  following  equations  : — 

X  =  Rcos«;  Y  =  R  cos/8;  Z  =  Rcosy; (2.) 

R2  =  X2  +  Y2  +  Z2.    (3.) 

When  the  resultant  is  in  the  same  plane  with  two  of  its  com- 
ponents (as  X  and  Y),  the  third  component  is  null,  and  the 
equations  2  and  3  take  the  following  form: — 

X  =  Rcos  «  =  Rsin/3;  Y  =  Rcos£  =  Rsin  «;  Z  =  0;...(4.) 

R*  =  X*  +  Y2 (5.) 

In  using  equations  2,  3,  4,  and  5,  it  is  to  be  remembered  that 
cosines  of  obtuse  angles  are  negative. 

95.   Resoliaat  and   Balance    of  any   nambcr  of  inclined   Force* 

Acting  through  one  Point. — To  find  this  resultant  by  calculation,  assume 
any  three  directions  at  right  angles  to  each  other  as  axes;  resolve 
each  force  into  three  components  (X,  Y,  Z)  along  those  axes,  and  con- 
sider the  components  along  a  given  axis  which  act  in  one  direction 
as  positive,  and  those  which  act  in  the  opposite  direction  as  nega- 
tive; take  the  algebraical  sums  of  the  components  along  the  three 
axes  respectively  (2  •  X,  2  •  Y,  2  •  Z) ;  these  will  be  the  rectangular 
components  of  the  resultant  of  all  tlte  forces;  and  its  magnitude  and 
direction  will  be  given  by  the  following  equations  :— 

R2=(2-X)*  +  (2-Y)*  +  (2-Z)2; (1.) 

2-X  _     2-Y  2  Z 

cos*  =  — ^— ;  cos£  =  —  .p— ;  cosy  =  —j^- (2.) 

If  the  forces  all  act  in  one  plane,  two  rectangular  axes  in  that 
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plane  are  sufficient,  and  the  terms  containing  Z  disappear  from 
the  equations. 

If  the  forces  balance  each  other,  the  components  parallel  to  each 
axis  balance  each  other  independently;  that  is  to  say,  the  three 
following  conditions  are  fulfilled : — 

2-X  =  0;  2-Y  =  0;  2-Z  =  0 (3.) 

If  the  forces  all  act  in  one  plane,  these  conditions  of  equilibrium 
are  reduced  to  two. 

96.   BcMliaat  umd  Bulmace  of  Coaplr*.     (A.  J/.,  25  to  37). — Two 

forces  of  equal  magnitude  applied  to  the  same  body  in  parallel  and 
opposite  directions,  but  not  in  the  same  line  of  action  (such  as 
F,  F,  in  fig.  63),  constitute  what  is  called  a  "  couple.'1 

The  arm  or  leverage  of  a  couple  (L,  fig.  63)  is  the  perpendicular 
distance  between  the  lines  of  action  of  the  two  equal  forces. 

The  tendency  of  a  couple  is  to  turn  the  body  to  which  it  is 
applied  in  the  plane  of  the  couple — that  is,  the  plane  which  con- 
tains the  lines  of  action  of  the  two 
forces.  (The  plane  in  which  a  body 
turns  is  any  plane  parallel  to  those 
planes  in  the  body  whose  position  is  not  : 
altered  by  the  turning).  The  turning 
of  a  body  is  said  to  be  riylit-Jianded 
when  it  appears  to  a  spectator  to  take 
place  in  the  same  direction  with  that  of 
the  hands  of  a  watch,  and  left-handed  when  in  the  opposite  direction ; 
and  couples  are  designated  as  right-handed  or  left-handed  according 
to  the  direction  of  the  turning  which  they  tend  to  produce.  The 
couple  represented  in  fig.  63  appears  right-handed  to  the  reader. 

The  Moment  of  a  couple  means  the  product  of  the  magnitude  of 
its  force  by  the  length  of  its  arm  (F  L);  and  may  be  represented 
by  the  area  of  a  rectangle  whose  sides  are  F  and  L.  If  the  force 
be  a  certain  number  of  pounds,  and  the  arm  a  certain  number  of 
feet,  the  product  of  those  two  numbers  is  called  the  moment  in 
foot-pounds,  and  similarly  for  other  measures.  The  moment  of  a 
couple  may  also  be  represented  by  a  single  line  on  paper,  by  setting 
off  upon  its  axis  (that  is,  upon  any  Hue  perpendicular  to  the  plane 
of  the  couple)  a  length  proportional  to  that  moment  (O  M,  fig.  63) 
in  such  a  direction,  that  to  an  observer  looking  from  O  towards  M 
the  couple  shall  seem  right-handed. 

The  following  principle  is  the  groundwork  of  the  theory  of 
couples.  It  may  also  be  made  the  groundwork  of  the  whole  science 
of  statics,  instead  of  the  principle  of  the  parallelogram  of  forces; 
for  each  of  those  two  principles  is  a  necessary  consequence  of  the 
other. 


Fig.  63. 
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I.  If  the  moments  of  two  couples  acting  in  tJie  same  direction  and 
in  the  same  or  parallel  planes  are  equal,  those  couples  are  equivalent : 
that  is,  their  tendencies  to  turn  the  body  to  which  they  are 
applied  are  the  same. 

The  following  propositions  are  the  chief  consequences  of  the 
principle  just  stated. 

II.  The  resultant  of  any  number  of  couples  acting  in  the  same 
or  parallel  planes  is  equivalent  to  a  couple  whose  moment  is  the 
algebraical  sum  of  the  moments  of  the  combined  couples. 

III.  Two  opposite  couples  of  equal  moment  in  the  same  or 
parallel  planes  balance  each  other.  Any  number  of  couples  in  the 
same  or  parallel  planes  balance  each  other  when  the  moments  of 
the  right-handed  couples  are  together  equal  to  the  moments  of  the 
left-handed  couples;  in  other  words,  when  the  resultant  moment  is 
nothing — a  condition  expressed  algebraically  by 

2-FL=0 (1.) 

IV.  If  the  two  sides  of  a  parallelogram  represent  the  axes  and 
moments  of  two  couples  acting  on  the  same  body  in  planes  in- 
clined to  each  other,  the  diagonal  of  the  parallelogram  will  repre- 
sent the  axis  and  moment  of  the  resultant  couple,  which  is  equiva- 
lent to  those  two. 

In  other  words,  three  couples  represented  by  the  three  sides  of  a 
triangle  balance  each  other. 

V.  If  any  number  of  couples  acting  on  the  same  body  be  repre- 
sented by  a  series  of  lines  joined  end  to  end,  so  as  to  form  sides  of 
a  polygon,  and  if  the  polygon  is  closed,  those  couples  balance  each 
other. 

These  propositions  are  analogous  to  corresponding  propositions 
relating  to  single  forces;  and  couples,  like  single  forces,  can  be 
resolved  into  components  acting  about  two  or  three  given  axes. 

97.   Reraltaat  and  Balance  of  Parallel  Forces*    (A.  M.,  38  to  47). 

— A  balanced  system  of  parallel  forces  consists  either  of  pairs  of 
directly  opposed  equal  forces,  or  of  couples  of  equal  forces,  or  of 
combinations  of  such  pairs  and  couples. 

Hence  the  following  propositions  as  to  the  relations  amongst  the 
magnitudes  of  systems  of  parallel  forces. 

I.  In  a  balanced  system  of  parallel  forces  the  sums  of  the  forces 
acting  in  opposite  directions  are  equal ;  in  other  words,  the  alge- 
braical sum  of  the  magnitudes  of  all  the  forces  taken  with  their 
proper  signs  is  nothing. 

II.  The  magnitude  of  the  resultant  of  any  combination  of  par- 
allel forces  is  the  algebraical  sum  of  the  magnitudes  of  the  forces. 

The  relations  amongst  the  positions  of  the  lines  of  action  of 
balanced  parallel  forces  remain  to  be  shown;  and  in  this  inquiry 
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all  pairs  of  directly  opposed  equal  forces  may  be  left  out  of  con- 
sideration ;  for  each  such  pair  is  independently  balanced  whatso- 
ever its  position  may  be ;  so  that  the  question  in  each  case  is  to 
be  solved  by  means  of  the  theory  of  couples. 

The  following  is  the  simplest  case : — 

IIL  Principle  of  the  Lever.— 1/ three  parallel  forces  applied  to  one 
body  balance  each  other,  tliey 
must  be  in  one  plane;  tlie  two 
extreme  forces  must  act  in  tfie 
same  direction;  the  middle  force 
must  act  in  Vie  opposite  direc- 
tion; and  Hue  magnitude  of  each 
force  must  be  proportional  to 
the  distance  between  the  lines  of 
action  of  tlve  other  two.  Let 
a  body  (tig.  64)  be  maintained 
in   equilibrio   by  two  opposite  s'  64# 

couples  acting  in  the  same  plane,  and  of  equal  moments, 

FA  LA  =  FB  LB, 

and  let  those  couples  be  so  applied  to  the  body  that  the  lines  of 
action  of  two  of  those  forces,  —  FA  —  FB,  which  act  in  the  same 
direction,  shall  coincide.  Then  those  two  forces  are  equivalent  to 
the  single  middle  force  Fc  =  —  (FA  +  FB),  equal  and  opposite  to  the 
sum  of  the  extreme  forces  +  FA,  +  FB,  and  in  the  same  plane  with 
them ;  and  if  the  straight  line  A  0  B  be  drawn  perpendicular  to 
the  lines  of  action  of  the  forces,  then 


AC  =  LA;  CB=LB;  AB  =  LA  +  LB; 


and  consequently 


FA:FB:F0:  :  AC  :  <JB  :  AB; 


GO 


This  proposition  holds  also  when  the  straight  line  A  C  B  crosses 
the  lines  of  action  of  the  three  forces  obliquely. 

IV.  The  resultant  of  any  two  of  the  three  forces  FA,  FB,  Fc,  is 
equal  and  opposite  to  the  third. 

In  order  that  two  opposite  parallel  forces  may  have  a  single 
resultant,  it  is  necessary  that  they  should  be  unequal,  the  resultant 
being  their  difference.  Should  they  be  equal,  they  constitute  a 
couple,  which  has  no  single  resultant 

V .  Resultant  of  a  Couple  and  a  Single  Force  in  Parallel  Planes.— 
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Let  M  denote  the  moment  of  a  couple  applied  to  a  body  (fig.  65) ; 

and  at  a  point  O  let  a  single 
force  F  be  applied,  in  a  plane 
parallel  to  that  of  the  couple. 
For  the  given  couple  substitute 
an  equivalent  couple,  consisting 
of  a  force  —  F  equal  and  directly 
opposed  to  F  at  O,  and  a  force 
F  acting  through  the  point  A, 

the  arm  A  O  perpendicular  to 

M 
F  being  =  .=.,  and  parallel    to 

the  plane  of  the  couple  M.  Then  the  forces  at  O  balance  each 
other,  and  F  acting  through  A  is  the  resultant  of  the  single  force 
F  applied  at  O,  and  the  couple  M;  that  is  to  say,  that  if  with  a 
single  force  F  there  be  combined  a  couple  M  whose  plane  is  parallel 
to  the  force,  the  effect  of  that  combination  is  to  shift  the  line  of 

action  of  the  force  parallel  to  itself  through  a 

M 
distance  O  A  =  « ; — to  the  left  if  M  is  right- 
handed — to  the  right  if  M  is  left-handed. 

VI.  Moment  of  a  Force  with  respect  to  an 
Axis. — In  fig.  66,  let  the  straight  line  F  repre- 
sent a  force.  Let  O  X  be  any  straight  line 
perpendicular  in  direction  to  the  line  of  action 
of  the  force,  and  not  intersecting  it,  and  let  A  B 
be  the  common  perpendicular  of  those  two  lines. 
At  B  conceive  a  pair  of  equal  and  directly  op- 
posed forces  to  be  applied  in  a  line  of  action 
parallel  to  F,  viz.:  F  =  F,  and-F=  -F.  The 
supposed  application  of  such  a  pair  of  balanced 
forces  does  not  alter  the  statical  condition  of  the 
body.  Then  the  original  single  force  F,  applied 
in  a  line  traversing  A,  is  equivalent  to  the  force  Fr  applied  in  a  line 
traversing  B,  the  point  in  O  X  which  is  nearest  to  A,  combined 
with  the  couple  composed  of  F  and  —  F/,  whose  moment  is  F  *  A  B. 
This  is  called  the  moment  of  the  force  F  relatively  to  the  axis  O  X, 
and  sometimes  also,  the  moment  of  the  force  F  relatively  to  the 
plane  traversing  O  X,  parallel  to  the  line  of  action  of  the  force. 

If  from  the  point  B  there  be  drawn  two  straight  lines  B  D  and 
B  E,  to  the  extremities  of  the  line  F  representing  the  force,  the 

area  of  the  triangle  B  D  E  being  =  £  F  •  A  B,  represents  one-half  of 
the  moment  of  F  relatively  to  O  X. 
VII.  Balance  of  any  System  of  Parallel  Forces  in  One  Plane* — 


Fig.  66. 
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In  order  that  any  system  of  parallel  forces  whose  lines  of  action 
are  in  one  plane  may  balance  each  other,  it  is  necessary  and  suffi- 
cient that  the  following  conditions  should  be  fulfilled : — 

First — (As  already  stated)  that  the  algebraical  sum  of  the  forces 
•hall  be  nothing : — 

Secondly — That  the  algebraical  sum  of  the  moments  of  the  forces 
relatively  to  any  axis  perpendicular  to  the  plane  in  which  they  act 
shall  be  nothing, 

two  conditions  which  are  expressed  symbolically  as  follows : — 
Let  F  denote  any  one  of  the  forces,  considered  as  positive  or  nega- 
tive,  according  to  the  direction  in  which  it  acts ;  let  y  be  the  per- 
pendicular distance  of  the  line  of  action  of  this  force  from  an 
arbitrarily  assumed  axis  O  X,  y  also  being  considered  as  positive  or 
negative,  according  to  its  direction;  then, 

2-F  =  0;  2yF  =  0 (2.) 

In  summing  moments,  right-handed  couples  are  usually  considered 
as  positive,  and  left-handed  couples  as  negative. 

VlIL  Let  R  denote  the  resultant  of  any  number  of  jxirallel 
forces  in  one  plane,  and  y„  the  distance  of  the  line  of  action  of  that 
resultant  from  the  assumed  axis  O  X  to  which  the  positions  of  forces 
are  referred;  then, 

R  =  2F; 

2-yF 

y*=  2F  • 

In  some  cases,  the  forces  may  have  no  single  resultant,  2  •  F 
being  =  0;  and  then,  unless  the  forces  balance  each  other  com- 
pletely, their  resultant  is  a  couple  of  the  moment  2  •  y  F. 

TX.  Balance  of  any  System  of  Parallel  Forces. — In  order  that 
any  system  of  parallel  forces,  whether  in  one  plane  or  not,  may 
balance  each  other,  it  is  necessary  and  sufficient  that  the  three 
following  conditions  should  be  fulfilled : — 

First — (As  already  stated)  that  the  algebraical  sum  of  the  forces 
shall  be  nothing : — 

Secondly  and  Thirdly — That  the  algebraical  sums  of  the  moments 
of  the  forces,  relatively  to  a  pair  of  axes  at  right  angles  to  each 
other,  and  to  the  lines  of  action  of  the  forces,  shall  each  be  nothing, 

two  conditions  which  are  expressed  symbolically  as  follows: — 
Let  O  X  and  O  Y  denote  the  pair  of  axes;  let  F  be  the  magnitude 
of  any  one  of  the  forces ;  y  its  perpendicular  distance  from  O  X, 
and  x  its  perpendicular  distance  from  O  Y;  then, 

2«F  =  0;  2-yF  =  0;  2<cF  =  0; (3.) 
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X.  Let  R  denote  the  resultant  of  any  system  of  parallel  forces, 
and  xr  and  yr  the  distances  of  its  line  of  action  from  two  rectangular 
axes;  then, 

S-sF          S-yF  ,,* 

R  =  2-F,  av^^-750  y^-^Tji- W 

In  some  cases  the  forces  may  have  no  single  resultant,  2*F 
being  =  0 ;  and  then,  unless  the  forces  balance  each  other  completely, 
their  resultant  is  a  couple,  whose  axis,  direction,  and  moment,  are 
found  as  follows : — 

Let  M.  =  2.yF;  Mf=  -2.«F; 

be  the  moments  of  the  pair  of  partial  resultant  couples  about  the 
axes  O  X  and  O  Y  respectively.  From  O,  along  those  axes,  set  off 
two  lines  representing  respectively  M,  and  Mf ;  that  is  to  say,  pro- 
portional to  those  moments  in  length,  and  pointing  in  the  direction 
from  which  those  couples  must  respectively  be  viewed  in  order  that 
they  may  appear  right-handed.  Complete  the  rectangle  whose 
sides  are  those  lines;  its  diagonal  will  represent  the  axis,  direction, 
and  moment  of  the  final  resultant  couple.  Let  M,  be  the  moment 
of  this  couple;  then, 

M,=  y'  {  m!+  mJ } , (5.) 

and  if  0  be  the  angle  which  its  axis  makes  with  0  X, 

C0S'=H7 ^ 

98.  The  Centra  of  Parallel  Force*  (A.  M.,  49,  50)  is  the  single 
point  referred  to  in  the  following  principle.  The  forces  to  which 
that  principle  is  applied  are  in  general  either  weights  or  pressures ; 
and  the  point  in  question  is  then  called  the  Centre  of  Gravity  or 
the  Centre  of  Pressure,  as  the  case  may  be. 

If  there  be  given  a  system  of  points,  and  the  mutual  ratios  of  a 
system  of  parallel  forces  applied  to  those  points,  which  forces  have  a 
single  resultant,  then  there  is  one  point,  and  one  only,  which  is  tra- 
versed by  the  line  of  action  of  tlie  resultant  of  every  system  of  parallel 
forces  having  the  given  mutual  ratios  and  applied  to  the  given  system 
of  points,  whatsoever  may  be  the  absolute  magnitudes  of  those  forces, 
ana  the  angular  position  of  their  lines  of  action. 

The  position  of  that  point  is  found  as  follows : — 

Let  O  in  fig.  67  be  any  convenient  point,  taken  as  the  origin  of 
co-ordinates,  and  OX,  OY,  O Z,  three  axes  of  co-ordinates  at 
right  angles  to  each  other, 
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Let  A  be  any  one  of  the  points  to  which  the  system  of  parallel 
forces  in  question  are  applied.  From  A  draw  x  parallel  to  O  X, 
and  perpendicular  to  the  plane  Y  Z, 
y  parallel  to  O  Y,  and  perpendicular 
to  the  plane  Z  X,  and  z  parallel  to 
O  Z,  and  perpendicular  to  the  plane 
XT.  Xy  y,  and  z  are  the  rectangu- 
lar co-ordinates  of  A,  which,  being 
known,  the  position  of  A  is  deter- 
mined. Let  F  denote  either  the 
magnitude  of  the  force  applied  at  A, 
or  any  magnitude  proportional  to 
that  magnitude,  x,  y,  z,  and  F  are 
supposed  to  be  known  for  every  point  of  the  given  system  of 
points. 

First,  conceive  all  the  parallel  forces  to  act  in  lines  parallel  to 
the  plane  Y  Z.  Then  the  distance  of  their  resultant,  and  of  the 
centre  of  parallel  forces  from  that  plane  is 


Fig.  67. 


«r  = 


2-a?F 
2F  * 


(!•) 


Secondly,  conceive  all  the  parallel  forces  to  act  in  lines  parallel 
to  the  plane  Z  X.  Then  the  distance  of  their  resultant,  and  of  the 
centre  of  parallel  forces  from  that  plane  is 


v*~ 


2-F# 


(2.) 


Thirdly,  conceive  all  the  parallel  forces  to  act  in  lines  parallel  to 
the  plane  X  Y.  Then  the  distance  of  their  resultant,  and  of  the 
centre  of  parallel  forces  from  that  plane,  is 


Sr  = 


2  zV 

2  •  F  • 


(3.) 


If  the  forces  have  no  single  resultant,  so  that'  2  •  F  =  0,  there  is 
no  centre  of  parallel  forces.  This  may  be  the  case  with  pressures, 
but  not  with  weights. 

If  the  parallel  forces  applied  to  a  system  of  points  are  all  equal 
and  in  the  same  direction,  it  is  obvious  that  the  distance  of  the 
centre  of  parallel  forces  from  any  given  plane  is  simply  the  mean 
of  the  distances  of  the  points  of  the  system  from  that  plane. 

99.  BcMrittuU  aad  Balance  ef  aay  System  ef  Farces  la  One  Plaae. 

(A.  Af.f  59). — Let  the  plane  be  that  of  the  axes  O  X  and  O  Y  in 
fig.  67;  and  in  looking  from  Z  towards  0,  let  Y  lie  to  the  right  of 

L 
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X,  so  that  rotation  from  X  towards  Y  shall  be  right-handed.  Let 
as  and  y  be  the  co-ordinates  of  the  point  of  application  of  one  of  the 
forces,  or  of  any  point  in  its  line  of  action,  relatively  to  the  assumed 
origin  and  axes.  Resolve  each  force  into  two  rectangular  com- 
ponents X  and  Y,  as  in  Article  94,  p.  137;  then  the  rec- 
tangular components  of  the  resultant  are  2  ■  X  and  2  ■  Y;  its 
'e  is  given  by  the  aquation 


R*=(2-X)»+(2-Y),  (1.) 

and  the  angle  *r  which  it  makes  with  0  X  is  found  by  the  equations 
2-X      .  2Y 


R 


...  (2.) 

This  angle  is  acute  or  obtuse  according  as  2  *  X  is  positive  or  nega- 
tive; and  it  lies  to  the  right  or  left  of  0  X  according  as  2  ■  Y  is 
positive  or  negative. 

The  resultant  moment  of  the  system  of  forces  about  the  axis 
OZis 

M=2(3Y-yX), (3.) 

and  is  right  or  left-handed  according  as  M  is  positive  or  negative. 
The  perpendicular  distance  of  the  resultant  force  R  from  O  is 


Let  x,  and  y,  be  the  co-ordinates  of  any  point  in  the  line  of 
action  of  that  resultant;  then  the  equation  of  that  line  is 


avSY-y,2-X  =  M.  . 


If  M  =  0,  the  resultant  acts  through  the  origin  0;  if  M  has 
magnitude,  and  R  =  0(in  which  case  2  ■  X  =  0,  2  ■  Y  =  0)  the 
The  conditions  of  equilibrium  of  the  system 

2X  =  0;  2-Y  =  0;  M  =  0. (6.) 

100.   RnilMM  aid  Hainan  af  ur  «r"«e»  af  Vhcm,   (A.  3f.,  60.) 

— To  find  the  resultant  and  the  conditions  of  equilibrium  of  any 
system  of  forces  acting  through  any  system  of  points,  the  forces 
and  points  are  to  be  referred  to  three  rectangular  axes  of  co- 
ordinates. 
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As  before,  let  O  in  fig.  67,  p.  145,  denote  the  origin  of  co- 
ordinates, and  O  X,  O  Y,  O  Z>  the  three  rectangular  axes;  and 
let  them  be  arranged  so  that  in  looking  from 

X)  (Y  towards  Z 

Y  >  towards  O,  rotation  from<  Z  towards  X 
Z  )  (X  towards  Y 

shall  appear  right-handed. 

Let  X,  Y,  Z,  denote  the  rectangular  components  of  any  one 
of  the  forces;  x,  y,  z,  the  co-ordinates  of  a  point  in  its  line  of 
action. 

Taking  the  algebraical  sums  of  all  the  forces  which  act  along 
the  same  axes,  and  of  all  the  couples  which  act  round  the  same 
axes,  the  six  following  quantities  are  found,  which  compose  the 
resultant  of  the  given  system  of  forces : — 

Forces. 

2-X;  2Y;  2Z;  (1.) 

Conple* 

about  OX;  M1==2  (yZ-«Y);) 

„      OY;  M2==2(*X-a;Z);V (2.) 

„      OZ;  M8  =  2(a;Y-yX).  j 

The  three  forces  are  equivalent  to  a  single  force 

R=y'{(2-X)*  +  (2-Y)2  +  (2-Z)*}, (3.) 

acting  through  O  in  a  line  which  makes  with  the  axes  the  angles 
given  by  the  equations 

2-X           .     2-Y                 2-Z  ,.. 

cos  *=—=£-;  cos /3  =  —g--;  cosy  =  -^g-- (4.) 

The  three  couples  Mr,  M„  M3,  are  equivalent  to  one  couple, 
whose  magnitude  is  given  by  the  equation 

M  =  ^(M!  +  M}+MJ), (5.) 

and  whose  axis  makes  with  the  axes  of  co-ordinates  the  angles  given 
by  the  equations 

M                  M.                M.  ,/,  * 

cosx=— ;  cos*  =  j^;  cos#  =  jj-, (G.) 

in  which  i  *  i  denote  resP^^y  the  **&<*  J  O  Y  i 
mwmcnjf»>de  bythe  ^  of  M  with  j  Jj  *  f  • 


The  Condition*  of  Equilibrium  of  the  system  of  forces  may  be 
expressed  in  either  of  the  two  following  forma : — 

2'X  =  0;2'Y  =  0;2'Z  =  0;M  =  0;M  =0;M,  =  0;(7.) 

or  R  =  0;  M=0 (&) 

When  the  system  is  not  balanced,  its  resultant  may  fall  under 
one  or  other  of  the  following  cases : — 

Cass  L — When  M  =  0,  the  resultant  is  the  single  force  R  acting 
through  O. 

C»sk  II. — When  the  axil  of  M  is  at  right  tingle*  to  the  direction  of 
B> — a  case  expressed  by  the  following  equation : — 


COB  ■  COS  *  +  OOB  fl-OOS  C  +-COB  y 


■  ('■) 


the  resultant  of  M  and  R  ia  a -single  force  equal  and  parallel  to  R, 
acting  in  a  plane  perpendicular  to  the  axis  of  M,  and  at  a  perpen- 
dicular distance  from  O  given  'by  the  equation 


M 


■•- (io.) 

gle  resultant;  and  the 


Case  lit— When  R  =0,  there  is  no  t 
only  resultant  is  the  couple  M. 

Case  IT. — When  tin  axis  o/"M  w  parallel  to  the  line  of  action  of  E, 
that  is,  when  either 

*  =  «;  n=&;  ,  =  y, (11.) 


t*=-fii  • 


■  (12.) 


there  is  no  single  resultant;  and  the  system  of  forces  in  equivalent 
to  the  force  R  and  the  couple  hi,  being  incapable  of  being  farther 
simplified. 

Case  V. — When  the  axil  of  M  is  oblique  to  the  direction  of  TO, 
making  with  it  the  angle  given  by  the  equation 

COS  *  =  COS  X  cos  «  +  COS  p.  COB  fi  +  C0S  »  cos  Vr—  (13.) 

the  couple  M  is  to  be  resolved  into  two  rectangular  components, 
via: — 

M  sin  t  round  an  axis  perpendicular  to  R,  and  in 
the  plane  containing  the  direction  of  R  and  of     ..  .  > 
the  axis  of  M;  '  I1*"' 

M  cos  *  round  an  axis  parallel  to  K. 

The  furce  R  and  the  couple  M  sin  *  are  equivalent,  as  in  Caw 
II.,  to  a  single  force  equal  and  parallel  to  R,  whose  line  of  action 
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is  in  a  plane  perpendicular  to  that  containing  R  and  the  *""*«  of 
M,  and  whose  perpendicular  distance  from  O  is 

«      M  sin  $ 

L=-BTL <1&> 

The  couple  M  cos  #,  -whose  axis  is  parallel  to  the  line  of  action  of 
B,  is  incapable  of  further  combination. 

Hence  it  appears  finally,  that  every  system  of  forces  which  is  not 
self-balanced,  is  equivalent  either,  (A);  to  a  single  force,  as  in  Cases 
I.  and  IL  (B);  to  a  couple,  as  in  Case  IIL  (C);  to  a  force,  com- 
bined with  a  couple  whose  axis  is  parallel  to  the  line  of  action  of 
the  force,  as  in  Cases  IV.  and  V.  This  can  occur  with  inclined 
forces  only ;  for  the  resultant  of  any  number  of  parallel  forces  is 
either  a  single  force  or  a  couple. 

101.   Parallel  Projection*  or  Tranftformation*  In  Statics.     (A.    J/., 

61  to  66.)— If  two  figures  be  so  related,  that  for  each  point  in  one 
there  is  a  corresponding  point  in  the  other,  and  that  to  each  pair  of 
equal  and  parallel  lines  in  the  one  there  corresponds  a  pair  of 
equal  and  parallel  lines  in  the  other,  those  figures  are  said  to  be 
parallel  projections  of  each  other. 

The  relation  between  such  a  pair  of  figures  is  expressed  algebrai- 
cally as  follows : — Let  any  figure  be  referred  to  axes  of  co-ordinates, 
whether  rectangular  or  oblique ;  let  x,  y,  z,  denote  the  co-ordinates 
of  any  point  in  it,  which  may  be  denoted  by  A :  let  a  second  figure 
be  constructed  from  a  second  set  of  axes  of  co-ordinates,  either 
agreeing  with,  or  differing  from,  the  first  set  as  to  rectangularity 
or  obliquity ;  let  a/,  i/,  z',  be  the  co-ordinates  in  the  second  figure, 
of  the  point  A'  which  corresponds  to  any  point  A  in  the  first  figure, 
and  let  those  co-ordinates  be  so  related  to  the  co-ordinates  of  A, 
that  for  each  pair  of  corresponding  points,  A,  A',  in  the  two  figures, 
the  three  pairs  of  corresponding  co-ordinates  shall  bear  to  each 
other  three  constant  ratios,  such  as 

x*  y'      .     z' 

—  =  a;  —  =  6;  -  =  c; 
x  y  z 

then  are  those  two  figures  parallel  projections  of  each  other. 

For  example,  all  circles  and  ellipses  are  parallel  projections  of 
each  other;  so  are  all  spheres,  spheroids,  and  ellipsoids;  so  are  all 
triangles;  so  are  all  triangular  pyramids;  so  are  all  cylinders;  so 
are  all  cones. 

The  following  are  the  geometrical  properties  of  parallel  projec- 
tions which  are  of  most  importance  in  statics : — 

I.  A  parallel  projection  of  a  system  of  three  points,  lying  in 
one  straight  line  and  dividing  it  in  a  given  proportion,  is  also  a 


ISO  1U.TKRIAU  AKD  CTQTJCTDHE3. 

system  of  three  points,  lying  in  one  straight  line  and  dividing  it  in 
the  same  proportion. 

II.  A  parallel  projection  of  a  system  of  parallel  lines  whoso 
lengths  bear  given  ratios  to  each  other,  is  also  a  system  of  parallel 
lines  whose  lengths  hear  the  same  ratios  to  each  other. 

IIL  A  parallel    projection   of    a  closed    polygon  is  a   closed 

IV.  A  parallel  projection  of  a  parallelogram  is  a  parallelogram. 

V.  A  parallel  projection  of  a  parallelopiped  is  a  parallelopiped. 

VI.  A  parallel  projection  of  a  pair  of  parallel  plane  surfaces, 
whose  areas  axe  in  a  given  ratio,  is  also  a  pair  of  parallel  plane 
surfaces,  whose  areas  are  in  the  same  ratio. 

VII.  A  parallel  projection  of  a  pair  of  volumes  having  a  given 
ratio,  is  a  pair  of  volumes  having  the  same  ratio. 

The  following  are  the  mechanical  properties  of  parallel  projec- 
tions in  connection  with  the  principles  set  forth  in  this  section : — - 

VIIL  If  two  systems  of  points  be  parallel  projections  of  each 
other;  and  if  to  each  of  those  systems  there  be  applied  a  system  of 
parallel  forces  bearing  to  each  other  the  same  system  of  ratios,  then 
the  centra  of  parallel  forces  for  those  two  systems  of  points  will  be 
parallel  projections  of  each  other,  mutually  related  in  the  same 
manner  with  the  other  pairs  of  corresponding  points  in  the  two 

IX.  If  a  balanced  system  of  forces  acting  through  any  system  of 
points  be  represented  by  a  system  of  lines,  then  will  any  parallel 
projection  of  that  system  of  lines  represent  a  balanced  system  of 
forces;  and  if  any  two  systems  of  forces  be  represented  by  lines 
which  are  parallel  projections  of  each  other,  the  lines,  or  sets  of 
lines,  representing  their  resultants,  are  corresponding  parallel  pro- 
jections of  each  other, — it  being  observed  that  couples  are  to  be 
represented  by  paiia  of  lines,  as  pairs  of  opposite  forces,  or  by  areas, 
and  not  by  single  lines  along  their  axes. 

Section  IIL— Of  Distributed  Forces. 

102.  »i«irn>Bt«d  Farc«  la  General.  (A.  -<!/., (!7,  68.) — In  Article  90, 
p.  133,  it  has  already  been  explained,  that  the  action  of  evety  real 
force  is  distributed  throughout  some  volume,  or  over  some  surface. 
It  is  always  possible,  however,  to  find  either  a  single  resultant,  or  a 
resultant  couple,  or  a  combination  of  a  single  force  with  a  couple,  to 
which  a  given  distributed  force  is  equivalent,  so  far  as  it  affects  the 
equilibrium  of  the  body,  or  part  of  a  body,  to  which  it  is  applied. 

In  the  application  of  Mechanics  to  Structures,  the  only  force  dis- 
tributed throughout  the  volume  of  a  body  which  it  is  necessary  to 
consider,  is  its  weight,  or  attraction  towards  the  earth;  and  the 
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bodies  considered  are  in  every  instance  so  small  as  compared  with 
the  earth,  that  this  attraction  may,  without  appreciable  error,  be 
held  to  act  in  parallel  directions  at  each  point  in  each  body.  More- 
over, the  forces  distributed  over  surfaces  are  either  parallel  at  each 
point  of  their  surfaces  of  application,  or  capable  of  being  resolved 
into  sets  of  parallel  forces;  hence,  parallel  distributed  forces  have 
alone  to  be  considered;  and  every  such  force  is  statically  equivalent 
either  to  a  single  resultant,  or  to  a  resultant  couple. 

The  Intensity  of  a  Distributed  Force  is  the  ratio  which  the  magni- 
tude of  that  force,  expressed  in  units  of  weight,  bears  to  the  space 
over  which  it  is  distributed,  expressed  in  units  of  volume,  or  in 
units  of  surface,  as  the  case  may  be.  An  unit  of  Intensity  is  an 
unit  of  force  distributed  over  an  unit  of  volume  or  of  surface,  as 
the  case  may  be;  so  that  there  are  two  kinds  of  units  of  intensity. 
For  example,  one  pound  per  cubic  foot  is  an  unit  of  intensity  for  a 
force  distributed  throughout  a  volume,  such  as  weight;  and  one 
pound  per  square  foot  is  an  unit  of  intensity  for  a  force  distributed 
over  a  surface,  such  as  pressure  or  friction. 

103.  Weight— Specific  Gravity.  [A.  M.,  69.) — The  intensity  of  the 
weight  of  a  body  is  expressed  either  by  stating  how  many  units  of 
weight  are  contained  in  an  unit  of  volume  (for  example,  pounds 
avoirdupois  in  a  cubic  foot,  or  in  a  cubic  inch),  or  by  stating  the 
ratio  which  the  weight  of  a  given  volume  of  the  body  bears  to  the 
weight  of  the  same  volume  of  a  standard  substance  (pure  water) 
under  a  standard  pressure  (the  average  atmospheric  pressure  of 
14*7  lbs.  on  the  square  inch)  and  at  a  standard  temperature  (which 
in  Britain  is  62°  Fahrenheit,  and  in  France,  the  temperature  at 
which  water  is  most  dense,  or  39°'l  Fahr.  =  3°-945  Cent).  The 
last-mentioned  ratio  is  called  the  "  Specific  Gravity "  of  the  body. 
For  the  weight  of  a  cubic  foot,  there  is  no  single  term  in  English : 
it  might  perhaps  be  called  "  heaviness;"  that  being  a  word 
which  at  present  is  not  appropriated  to  any  scientific  purpose. 
According  to  the  French  system  of  measures,  there  is  no  need  for 
this  distinction;  because,  as  a  litre  (a  cubic  dScimStrc)  of  pure 
water  at  its  maximum  density  weighs  a  kilogramme,  the  weight  of 
a  cubic  decimetre  of  any  substance  in  kilogrammes  is  its  specific 
gravity,  that  of  pure  water  being  unity. 

The  weight  of  a  cubic  foot  of  pure  water  at  39°-l  Fahr.  is 

62425  lbs.  avoirdupois. 

In  rising  from  390,1  to  62°  Fahr.,  pure  water  expands  in  the 
ratio  of  1*001118  to  1,  and  has  its  density  diminished  in  the  ratio 
of  '998883  to  1,*  hence  the  weight  of  a  cubic  foot  of  pure  water  at 
62°  Fahr.  is 

•  See  Professor  Miller's  paper  "  On  the  Standard  Pound,"  PhiL  Trans.,  1856,  Part  L 
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62-425  x  -998883  =  62-355  lbs.  avoirdupois; 

and  for  any  other  substance  we  have, 

Heaviness  in  lbs.  avoirdupois  ner  cubic  foot  =  Specific  1     ,,  •. 
Gravity  x  62-355 J-*1-) 

In  a  table  at  the  end  of  this  volume  are  given  the  specific  gravity 
and  heaviness  of  such  materials  as  most  commonly  occur  in  struc- 
tures. So  far  as  that  and  similar  tables  relate  to  solid  materials, 
they  are  approximate  only;  for  the  specific  gravity  of  the  same 
solid  substance  varies  not  only  in  different  specimens,  but  fre- 
quently even  in  different  parts  of  the  same  specimen ;  stall  the 
approximate  values  are  sufficiently  near  the  truth  for  practical 
purposes  in  the  art  of  construction. 

104.  (A.  M.,  70  to  85.)— The  Cmm  •ronrttr  of  a  body,  or  of  a 

rim  of  bodies,  is  the  point  always  traversed  by  the  resultant  of 
weight  of  the  body  or  system  of  bodies, — in  other  worda,  the 
centre  of  parallel  forces  for  the  weight  of  the  body  or  system  of 
bodies.     (See  Article  98.) 

To  support  a  body,  that  is,  to  balance  its  weight,  the  resultant  of 
the  supporting  force  must  act  through  the  centre  of  gravity. 

When  the  centre  of  gravity  of  a  geometrical  figure  is  spoken  of, 
it  is  to  be  understood  to  mean  the  point  where  the  centre  of 
gravity  would  be,  if  the  figure  were  filled  with  a  substance  of 
uniform  heaviness.  The  following  are  the  most  useful  of  the  pro- 
cesses for  finding  centres  of  gravity. 

L  If  a  body  is  homogeneous,  or  of  equal  specific  gravity  through- 
out, and  no  far  symmetrical  as  to  have  a  centre  of  figure;  that  is,  a 
point  within  the  body,  which  bisects  every  diameter  of  the  body 
drawn  through  it,  that  point  is  also  the  centre  of  gravity  of  the 
body. 

Amongst  the  bodies  which  answer  this  description  are,  the 
sphere,  the  ellipsoid,  the  circular  cylinder,  the  elliptic  cylinder, 
prisms  whose  bases  have  centres  of  figure,  and  parallelepipeds, 
whether  right  or  oblique. 

II.  The  common  centre  of  gravity  of  a  set  of  bodies  whose  several 
centres  of  gravity  are  known,  is  the  centre  of  parallel  forces  for  the 
weights  of  the  several  bodies,  each  considered  as  acting  through 
its  centre  of  gravity.     (See  Article  98,  p.  144.) 

TIL  If  a  homogeneous  body  be  of  a  figure  which  is  symmetrical 
on  either  side  of  a  given  plane,  the  centre  of  gravity  is  in  that  plane. 
If  two  or  more  such  planes  of  symmetry  intersect  in  one  line,  or  axis 
of  symmetry,  the  centre  of  gravity  is  in  that  axis.  If  three  or  more 
planes  of  symmetry  intersect  each  other  in  a  point,  that  point  is 
the  centre  vf  gravity. 


CENTRE  OP  GRAVITY. 
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IV.  To  find  the  centre  of  gravity  of  a  homogeneous  body  of  any 
figure,  assume  three  rectangular  co-ordinate  planes  in  any  con- 
venient position,  as  in  fig.  67,  p.  145. 

To  find  the  distance  of  the  centre  of  gravity  of  the  body  from 
one  of  those  planes  (for  example,  that  of  Y  Z),  conceive  the  body 
to  be  divided  into  indefinitely  thin  plane  layers  parallel  to  that 
plane.  Let  s  denote  the  area  of  any  one  of  those  layers,  and  dx  its 
thickness,  so  that  sdxis  the  volume  of  the  layer,  and 


=    /  8  d  X, 


the  volume  of  the  whole  body,  being  the  sum  of  the  volumes  of 
the  layers.  Let  x  be  the  perpendicular  distance  of  the  centre  of 
the  layer  sdx  from  the  plane  of  Y  Z.  Then  the  perpendicular 
distance  x9  of  the  centre  of  gravity  of  the  body  from  that  plane  is 
given,  by  the  equation 


**  = 


^Jxsdx 


(i) 


Find,  by  a  similar  process,  the  distances  y0,  z0,  of  the  centre  of 
gravity  from  the  other  two  co-ordinate  planes,  and  its  position  will 
be  completely  determined. 

If  the  centre  of  gravity  is  previously  known  to  be  in  a  particular 
plane,  it  is  sufficient  to  find  by  the  above  process  its  distances  from 
two  planes  perpendicular  to  that  plane  and  to  each  other. 

If  the  centre  of  gravity  is  previously  known  to  be  in  a  particular 
line,  it  is  sufficient  to  find  its  distance  from  one  plane,  perpendicular 
to  that  Una 

V.  If  the  specific  gravity  of  the  body  varies,  let  w  be  the  mean 
heaviness  of  the  layer  sdx,  so  that 

W=  f  to  sdx, 
is  the  weight  of  the  body.     Then 


.     fxv.dx 


(2.) 


VL  Centre  of  Gravity  found  by  Addition. — When  the  figure  of  a 
body  consists  of  parts,  whose  respective  centres  of  gravity  are 
known,  the  centre  of  gravity  of  the  whole  is  to  be  found  as  in 
CaselL 
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TIL   Centre  of  Gravity  found  by  Subtraction.— When  the  figure 
„  of  a  homogeneous  body,  whose  centre  of 

gravity  is  sought,  can  be  made  by  taking 
away  a  figure  whose  centre  of  gravity  is 
known  from  a  larger  figure  whose  ceutre 
of  gravity  is  known  also,  the  following 
method  may  be  used. 

Let  A  C  D  be  the  larger  figure,  Gi  its 
known  centre  of  gravity,  Wj  its  weight. 
Let  A  B  E  be  the  smaller  figure,  whose 
centre  of  gravity  G«  is  known,  \V,  its 
weight.  Let  E  B  C  D  be  the  figure  whose 
gravity  Gj  is  sought,  made  by  taking  away  ABE  from 
from  A  C  I),  so  that  its  weight  is 

Join  Gt  Gj ;  Go  will  be  in  the  prolongation  of  that  straight  line  be- 
yond G,.     In  the  same  straight  line  produced,  take  any  point  O  as 
origin  of  co-ordinates.     Make  0  Oj  =  x  ;  OQs  =  xv  0  Gs  (the  un- 
known quantity)  =  x- 
Then 


Fig.  GB. 

centre  of  gravity  G, 


W.-W. 


..(3.) 


Till.  Centre  of  Gravity  Altered  by  Transposition.— In  fig.  69,  let 
A  B  C  D  be  a  body  of  the  weight  W„ 
whose  centre  of  gravity  G,  is  known.  Let 
the  figure  of  this  body  be  altered,  by  trans- 
posing a  part  whose  weight  is  Wi,  from  the 

,  position  E  C  F  to  the  position  FDH.so 
that  the  new  figure  of  the  body  is  A  B  H  E. 
Let  G|  be  the  original,  and  Ga  the  new 
position  of  the  centre  of  gravity  of  the 

;  transposed  part.  Then  the  centre  of  gravity 
of  the  whole  body  will  be  shifted  to  G3,  in 
a  direction  G0  G3  parallel  to  G2  G,  and 
through  a  distance  given  by  the  formula 


GDG,=  G.  G, 


w0- 


..  (4.) 


IX.   Centre  of  Gravity  found  by  Projection  or    Tramformatioti, 

— If  the  figures  of  two  homogeneous  bodies  are  parallel  projections 
of  each  other,  the  centres  of  gravity  of  those  two  bodies  are  corres- 
ponding  points  in  those  parallel  projections. 


CENTRE  OF  GRAVITY. 
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To  express  this  symbolically, — as  in  Article  101,  let  x,  y,  z,  be 
the  co-ordinates,  rectangular  or  oblique,  of  any  point  in  the  figure 
of  the  first  body;  x1,  y,  z\  those  of  the  corresponding  point  in  the 
second  body;  x0,  y„,  z„  the  co-ordinates  of  the  centre  of  gravity  of 
the  first  body;  a/w  j/„  z*„  those  of  the  centre  of  gravity  of  the  second 
body;  then 


a?„ 


x 


(5.) 


This  theorem  facilitates  much  the  finding  of  the  centres  of  gravity 
of  figures  which  are  parallel  projections  of  more  simple  or  more 
symmetrical  figures. 

For  example,  let  it  be  supposed  that  a  formula  is  known  (which 
will  be  given  in  p.  157)  for 
finding  the  centre  of  gravity  of  a 
sector  of  a  circular  disc,  and  let  it 
be  required  to  find  the  centre  of 
gravity  of  a  sector  of  an  elliptic 
disc.  In  fig.  70,  let  A  F  A  B'  be 
the  ellipse,  A  O  A  =  2  a,  and 
F  O  F  =  2  b,  its  axes,  and  COD' 
the  sector  whose  centre  of  gravity 
is  required.  About  the  centre  of 
the  ellipse,  O,  describe  the  circle, 
A  B  A  B,  whose  radius  is  the  semi- 
axis  major  a.  Through  C  and  D' 
respectively  drawE  C  C  and  F  D'D, 
parallel  to  O  B,  and  cutting  the  circle  in  C  and  D  respectively ;  the 
circular  sector  C  O  D  is  the  parallel  projection  of  the  elliptic 
sector  COD1.  Let  G  be  the  centre  of  gravity  of  the  sector  of  the 
circular  disc,  its  co-ordinates  being 


Fig.  70. 


OH  =  *0;  HG  =  y, 

Then  the  co-ordinates  of  the  centre  of  gravity  G'  of  the  sector  of 
the  elliptic  disc  are 


ffG'=y,=^.( 
a     J 


(6.) 


X.  Centre  of  Gravity  found  Experimentally. — The  centre  of 
gravity  of  a  boay  of  moderate  size  may  be  found  approximately  by 
experiment,  by  hanging  it  up  successively  by  a  single  cord  in  two 
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different  positions,  and  finding  the  single  point  in  the  hody  which 
in  both  positions  is  intersected  by  the  axis  of  the  cord. 

105.    ElunHo  *f  Welfhu  Md  Ctmirn  of  finirity.      (A.3f.,83.) 

The  following  examples  consist  of  formulae  for  the  weight,  and  the 
position  of  the  centre  of  gravity,  of  homogeneous  bodies  of  those 
forms  which  most  commonly  occur  in  practice.  In  each  case  w  de- 
notes the  heaviness  of  the  body,  W,  its  weight,  and  x„,  &c,  the  co- 
ordinates of  its  centre  of  gravity,  which  in  the  diagrams  is  marked 
Q,  the  origin  of  co-ordinates  being  marked  O. 


A. — Pbisks  amd  Cylinders  with  Parallel  Bases. 

The  word  cylinder  is  here  to  be  taken  in  its  most  general  mean- 
ing, as  comprehending  all  solids  traced  by  the  motion  of  a  plane 
curvilinear  figure  parallel  to  itself. 

The  examples  here  given  apply  to  flat  plates  of  uniform  thick- 

In  the  formrdss  for  weights,  the  length  or  thickness  is  supposed 
to  be  unity. 

The  centre  of  gravity,  in  each  case,  is  at  the  middle  of  the  length 
(or  thickness);  and  the  formuloe  give  its  situation  in  the  plane 
figure  which  represents  the  cross  section  of  the  prism  or  cylinder, 
and  which  is  specified  at  the  commencement  of  each  example. 

I.  Triangle. — (Fig. 71.)  0,anyangIe.  Bisect 
opposite  side  B  C  in  J).     Join  A  D. 


t,=0(J  =  vUD. 


W  = 


TT.  Polygon. — Divide  it  into  triangles ;  find 
the  centre  of  gravity  of  each ;  then  find  their 
common  centre  of  gravity  as  in  Article  104, 
D  n    Case  II.,  p.  152. 

IIL   Trapezoid.— (Fig.    72.) 
ABHCE. 

Greatest  breadth,  A  B  =  B. 
Least  „  C  E  =  6. 

Bisect  A  B  in  O,  C  E  in  D; 
join  O  D. 
$D~/,      1  B- 


_     OD/,      1  B-b\ 
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W  =  t*-OD  ^^-sin^DOB. 


IV.  Trapezoid— (Second  solution.)— <Fig.  73.) 
O,  point  where  inclined  sides  meet.     Let  O  F 


—  •«  •    1  9      •  sin 


W==ttr^-7^-sin^:OFB. 
(ootan  ^:  O  A  B  +  cotan  ^  0  B  A ). 


T.  Parabolic  Half-Segment. — 
(0  A  B,  fig.  74.)  _0,  vertex  of 

diameter  O  X;  01=^;  A  B 
=yx,  ordinate  (|  tangent  O  0  Y. 

3       .  3 

*•  =  "§■  *i  >  #»  —  "g"  #r 


W=  -yWa^-sin^XOY. 


Fig.  73. 


Fig.  74. 


VI  Parabolic  $pandriL—(0  B  C,  fig.  74.)  G',  centre  of  gravity, 

3  3  1 

^•=10  *»  y*=1  Vi>  W=  3  w-a^^-sin^iXOY. 


VII  Circular  Sector.— (O  A  C,  fig.  75.)    Let  O  X  bisect  the 


angle  A  OC;  OYi-OX. 


Radius  OAsr 


AC 


Half-arc,  to  radius  unity,  k-t-t\  =  A 

2     sin*  A 

*•  =  Tr"~i Tj  y*  =  0# 


X 

D 

4: 

^ 

B 

^x 

A 

\ 

V 

X 

Fig.  75. 
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VIIL  Circular  Bay-Segment.— {A.  B  X,  Fig.  75.) 

4  sin*  i  —  sin!  $  cos  * 
_2  an'*  _  2 

^  "  3  *"  *  -  sin  *  coa  < '*  ff0  "  *"  ~3(r^oT7^0~' 

IX.  Circular  SpandrU.—(A.  D  X,  Fig.  75.) 
1  urn** 

7=7 


y0= 


3      2  sin  *  —  sin  i  a 
3  sin*  »  -  2  sin*  I  cos  *  -  4  sin*  5 


W  =  ^-(sin^sin,coM-i)- 

X.  Sector  0/ JKny.— { A C  F  E,  Fig.  75-.)  OA  =  r;  OEU r'. 
2  **-*>*  sin#  „ 

*->=3>^-r  ;y^a 

-W=.w(r*-r*)A 
XL  Elliptic  Sector,  Half-Segment,  or  Spandril. — Centre  of  gravity 
to  be  found  by  projection  from  that  of  corresponding  circular  figure, 
as  in  Article  104,  Case  IX,  p,  154. 

B.— Wkdoeb. 
XII.  General  Formula  far  Wedges. — (Fig.  76.)    All  wedges  may 
be  divided  into  parts  such  as  the  figure  here  represented.     0  A  Y, 
OX  Y,  planes  meeting  in  the  edge  OY;  AX  Y,  cylindrical  (or  pris- 
matic) surface  perpendicular  to  the 
plane  OXYjOXA,  plane  triangle 
perpendicular  to  the  edge  OY;  OZ, 
axisperpendiculartoXOY.   Let  OX 
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(This  last  equation  denotes  that  G  is  in  the  plane  which  traverses 
O  Y  and  bisects  A  X.) 

In  a  symmetrical  wedge,  if  0  be  taken  at  the  middle  of  the  edge, 
jr0  =  0.  Such  is  the  case  in  the  following  examples,  in  each  of 
which,  length  of  edge  =  2  yr 

XHL  Etctangvlar  Wedge.— {  =  Triangular  Prism.)— (Fig.  77.) 


Fig.  77. 
XIV.  Triangular  Wedge.— (=Triangukr  Pyramid.)— (Fig.  78.) 


^■i»'«iliV«j- 


Fie.  78. 


XV.  Smieireuhr  Wedge.— (Fig.  79.) 
Kadius  ZTX  =  <5TT  =  r. 
■W  =  |w^a1;a^  =  ^r=-58005i-. 

Fig- 79. 

XVX  jinnw^ar,  or  SoUmo  Semicircular  Wedge. — (Fig.  80.) 

External  radius,  r;  internal  r*. 

r*-r* 


»-i-("-)S'*-4f£ 


Fig.  80. 


C.  —Cones  and  Pyramids. 


Let  O  denote  the  apex  of  the  cone  or  pyramid,  taken  as  the 
origin,  and  X  the  centre  of  gravity  of  a  supposed  flat  plate  whose 
middle  section  coincides  with  the  base  of  the  cone,  or  pyramid. 
The  centre  of  gravity  will  lie  in  the  axis  0  X 


ISO  KATKRLAIS  AND  STKTICTCKEa 

Denote  the  area  of  the  base  by  A,  and  the  angle  which  it  makes 
with  the  axis  by  *. 

XVII.  C<mphle  Cone  or  Pyramid.— Let  the  height  OX  =  A; 

afc=jA;  W=  gio-AAsin*. 

XVIII.  Truncated  Gone  or  Pyramid. — Height  of  portion  trun- 
cated =  A'. 

8    A*— A'*    „      1       .  ,    {,      ti*\  .    . 


D.— - Portions  or  a  Sphere. 

XIX.  Zone  or  Ring  of  a  Spherical  Shell,  bounded  by  two  conical 
surfaces  having  their  common  apex 
at  the  centre  0  of  the  sphere  (fig.  81). 

0  X,  axis  of  cones  and  zona 
r,  external  radius  1^^ 
r,  internal  radius  j 
^X  O  A  =  «,half-angleof  leas  1  mm 
^XOB=a       „       greater  j™11* 


W=lp(f»-r*)  -(cos*-cos-). 

XX  Sector  of  a  BemitpheruxU  Shell— (CXD,  fig.  82.)    OT 
J1    bisects  angle  DOC  j  ^DOC  =  *. 

3    r*  — r*       .      £*  r*  —  r1*   an* 

w-£(..—). 


3T&ES8 — THHUHT — FULL — SHKAB. 
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106.   Btt—     to  Iiuirin,  Rnalwiu,  Centre,  nod  KlMMM.      (.* .  if., 

86  to  89.) — The  word  Stress  has  been  adopted  as  a  general  term  to 
comprehend  various  forces  which  are  exerted,  between  contiguous 
bodies,  or  parts  of  bodies,  and  which  are  distributed  over  the  sur- 
face of  contact  of  the  masses  between  which  they  act. 

The  Intensity  of  a  stress  is  its  amount  in  units  of  weight, 
divided  by  the  extent  of  the  surface  over  which  it  acta,  in  units  of 

The  fallowing  table  gives  a  comparison  of  various  units  in  which 
the  intensity  of  stress  is  expressed  :— 

Pounds  on  (ha  Pounds  on  the 
square  foot,  squsra  inch- 
One  pound  on  the  square  inch, 144  1 

One  pound  on  the  square  foot, 1  yjz 

One  inch  of  mercury  (that  is,  weight 

of  a  column  of  mercury  at  32" 

Fahr.,  one  inch  high), 7°"73  04912 

One  foot  of  water  fat  39°-l  Fahr.V  02-425  04335 

One  inch  of  water  (at  39°-l  Fahr.J,  5-2021  0036125 

One  foot  of  water  (at  62°  Fahr.), ...  62-355  04330a 

One  inch  of  water  (at  62°  Fahr.),...  5*19625  0-036085 
One  atmosphere,  of  29-922  inches 

of  mercury,  or  760  millimetres,  2116-4  M'7 
One  foot  of  air,  at  32°  Fahr.,  and 

under  the  pressure  of  one  atmo- 
sphere,     0-080728  0-0005606 

One  kilogramme    on    the   square 

metre,    0-20481  000142228 

One  kilogramme   on    the  square 

millimetre 204810  1422-28 

One  millimetre  of  mercury, 27847  0-01934 

The  various  kinds  of  stress  may  be  thus  classed : — 

L  Thrust,  or  Pressure,  is  the  force  which  acts  between  two  con- 
tiguous bodies,  or  parte  of  a  body,  when  each  pushes  the  other  from 
itself. 

1L  Pull,  or  Tension,  is  the  force  which  acts  between  two  con- 
tiguous bodies,  or  parts  of  a  body,  when  each  draws  the  other 
towards  itself 

Pressure  and  tension  may  be  either  normal  or  oblique,  relatively 
to  the  surface  at  which  they  act. 

III.  Shear,  or  Tangential  Stress,  is  the  force  which  acts  between 
two  contiguous  bodies,  or  parts  of  a  body,  when  each  drawB  the  other 
sideways,  in  a  direction  parallel  to  their  surface  of  contact 

In  expressing  a  Thrust  and  a  Pull  in  parallel  directions  algebra!- 
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cally,  if  one  a  treated  as  positive,  the  other  must  be  treated  ns 
negative.  The  choice  of  the  positive  or  negative  sign  for  either  is 
a  matter  of  convenience. 

The  word  "Pressure,"  although,  strictly  speaking,  equivalent  to 
"timut,"  is  sometimes  applied  to  stress  in  general ;  and  when  this 
is  the  case,  it  is  to  be  understood  that  thrust  is  treated  as  positive. 

The  following  are  the  processes  for  finding  the  magnitude  of  the 
resuitant  of  a  stress  distributed  over  a  plane  surface,  and  the  centre 
of stress;  that  is,  the  point  where  the  line  of  action  of  that  resultant 
cuts  the  plane  surface: — 

L  If  the  stress  is  of  uniform  intensity,  the  magnitude  of  its  re- 
sultant is  the  product  of  that  intensity  and  the  area  of  the  surface ; 
and  the  centre  of  stress  is  at  the  centre  of  gravity  of  the  surface. 
Or  in  symbols,  let  S  be  the  area  of  the  surface,  p  the  intensity  of 
the  stress,  F  its  resultant,  then — 


P=p8... 


...(I.) 


IL  If  the  stress  is  of  varying  intensity,  but  of  one  sign;  that  is, 
all  tension,  or  all  pressure,  or  all  shear  in  one  direction. 

In  fig.  83,  let  A  A  be  the  given  plane  surface  at  which  the  stress 
acta;  OX.OF,  two  rectangular  axes  of  co-ordinates  in  its  plane; 
O  Z,  a  third  axis  perpendicular  to  that  plane. 
Conceive  a  solid  to  exist,  bounded  at  one  end 
by  the  given  plane  surface  A  A,  laterally  by  a 
cylindrical  or  prismatic  surface  generated  by 
the  motion  of  a  straight  line  parallel  to  OZ 
round  the  outline  of  A  A,  and  at  the  other 
end  by  a  surface  B  B,  of  such  a  figure,  that  its 
ordinate  z  at  any  point  shall  be  proportional  to 
the  intensity  of  the  stress  at  the  point  a  of  the  surface  A  A  from 
which  that  ordinate  proceeds,  as  shown  by  the  equation 


Fig,  83. 


12.) 


Conceive  the  surface  A  A  to  be  divided  into  an  indefinite  number 
of  small  rectangular  areas,  each  denoted  by  dxdy,  and  so  small  that 
the  stress  on  each  is  sensibly  uniform;  the  entire  area  being 

S=  j  [dxdy. 

The  volume  of  the  ideal  solid  will  be 

V.jjzdxdy. (3.) 

Bo  that  if  it  be  conceived  to  consist  of  a  material  whose  heaviness 
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n 

is  t0  =  — ,  the  amount  of  the  stress  will  be  equal  to  the  weight  of  the 

Si 

solid;  that  is  to  say, 

P=  j  fpdxdy=wV (4.) 

The  centre  of  stress  is  the  point  on  the  surface  A  A  perpendicularly 
opposite  the  centre  of  gravity  of  the  ideal  solid. 

The  simplest,  and  at  the  same  time  the  commonest  case  of  this 
kind  is  where  the  stress  is  uniformly-varying;  that  is,  where  its 
intensity  at  a  given  point  is  simply  proportional  to  the  perpendicular 
distance  of  that  point  from  a  given  straight  line  in  the  plane  of  the 
surface  A  A.  The  ideal  solid  is  now  either  a  wedge,  or  a  figure 
that  can  be  made  by  adding  and  subtracting  wedges ;  so  that  the 
resultant  and  centre  of  stress  are  to  be  found  by  the  methods  of 
Article  105,  Cases  XII.  to  XVI.,  and  Article  104,  Cases  IL  and 
VIL  To  express  this  symbolically,  take  the  straight  line  in  ques- 
tion for  the  axis  O  Y ;  conceive  the  surface  to  be  divided  into  bands 
by  lines  parallel  to  O  Y ;  let  y  denote  the  length  of  one  of  these 

bands,  and  dx  its  breadth,  so  that  ydx  is  its  area,  and  S  =  /  y  dx 

the  area  of  the  whole  surface.  Let  x  be  the  perpendicular  distance 
of  the  centre  of  a  band  from  the  line  of  no  stress  O  Y,  and  let  the 
intensity  of  the  stress  there  be 

p  =  ax; (5.) 

a  being  a  constant  co-efficient;  then  the  amount  or  resultant  of  the 
stress  is 

P=  /  pydx-a\  xydx;  (6.) 

and  the  perpendicular  distance  of  the  centre  of  stress  from  O  Y  is 

fpxydx      alx^ydx 

jpyax 

Examples  of  this  case  will  be  given  in  treating  of  the  pressure  of 
water  and  of  earth,  and  the  stability  of  masonry. 

III.  When  the  stress  is  of  contrary  signs;  for  example,  pressure 
at  one  part  of  the  surface  and  tension  at  another,  the  resultants  and 
centres  of  stress  of  the  pressure  and  tension  are  to  be  found  sepa- 
rately. Those  partial  resultants  are  then  to  be  treated  as  a  pair  of 
parallel  forces  acting  through  the  two  respective  centres  of  stress; 
their  final  resultant  will  be  equal  to  their  difference,  if  any,  acting 
through  a  point  found  as  in  Article  97,  Case  IV.,  p.  141. 

If  fiie  total  pressure  and  total  tension  are  equal  to  each  other, 
they  have  no  single  resultant  and  no  single  centre  of  stress :  their 
resultant  being  a  couple,  whose  moment  is  equal  to  the  total  afcrcia 
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of  either  kind  multiplied  by  the  perpendicular  distance  between  the 
resultant  of  the  pressure  and  the  resultant  of  the  tension.  Ex- 
amples of  this  case  will  be  given  in  treating  of  the  strength  of 

107.   Piiwi  and  Balance  at  FlaMa '  Priaclplea  of  Hrdraatatlci. 

— Fluid  is  a  term  opposed  to  solid,  and  comprehending  the  liquid 
and  gaseous  conditions  of  bodies.  The  property  common  to  the 
liquid  and  the  gaseous  conditions  is  that  of  not  tending  to  preserve  a 
definite  shape,  and  the  possession  of  this  property  by  a  body  in 
perfection  throughout  all  its  parts,  constitutes  that  body  a  perfect 
fluid. 

A  necessary  consequence  of  that  property  is  the  following  prin- 
ciple, which  is  the  foundation  of  the  whole  science  of  hydrostatics : — 

I.  In  a  perfect  fluid,  when  still,  the  pressure  exerted  at  a  given 
point  is  normal  to  the  surface  on  which  it  acts,  and  of  equal  intensity 
for  all  positions  of  that  surface. 

The  following  are  some  of  the  most  useful  consequences  of  that 
principle : — 

II.  A  surface  of  equal  pressure  in  a  still  fluid  mass  is  everywhere 
perpendicular  to  the  directum  of  gravity;  that  is,  horizontal  through- 
out. In  other  words,  the  pressure  at  all  points  at  the  same  level  is 
of  equal  intensity. 

III.  The  intensity  of  tlte  pressure  at  the  lower  of  two  points  in  a 
still  fluid  mass  is  greater  than  the  intensity  at  Oie  higher  point,  by  an 
amount  equal  to  the  weight  of  a  vertical  column  of  the  fluid  whose 
Iteight  is  the  difference  of  elevation  of  the  points,  and  base  an  unit  of 
area. 

To  express  this  symbolically,  let  pa  denote  the  intensity  of  the 
pressure  at  the  higher  of  two  points  in  a  fluid  mass,  and  pl  the 
intensity  at  a  point  whose  vertical  depth  below  the  former  point  is 
x.  Let  to  be  the  mean  heaviness  of  the  layer  of  fluid  between  those 
two  points;  then 

Pi  =P<,  +  «hb. (1) 

In  a  gas,  such  as  air,  v>  varies,  being  nearly  proportional  to  p;  but 
in  a  liquid,  such  as  water,  the  variations  of  to  are  too  small  to  be 
considered  in  practical  cases. 

For  example,  let  the  upper  of  the  two  points  be  the  surface  of  a 
mass  of  water  where  it  is  exposed  to  the  air ;  then  pa  is  the  atmos- 
pheric pressure;  let  the  depth  x  of  the  second  point  below  the 
surface  be  given  in  feet,  and  let  the  temperature  be  39°1 ;  then 

Piinlbs.  on  the  square  foot =pa  +  62-425  at. (2.) 

In  many  questions  relating  to  engineering,  the  pressure  of  the 
atmosphere  may  be  left  out  of  consideration,  as  it  acts  with  sensibly 
equal  intensity  on  all  sides  of  the  bodies  exposed  to  it,  and  so 
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balances  its  own  action.  The  pressures  calculated,  in  such  cases,  is 
the  excess  of  the  pressure  of  the  water  above  the  atmospheric 
pressure,  which  may  be  thus  expressed, — 

&=Pi—Po=  62*4  x  nearly. (3.) 

IY.  The  pressure  of  a  liquid  on  a  floating  or  immersed  body,  is 
equal  to  the  weight  of  the  volume  of  fluid  displaced  by  that  body ; 
and  the  resultant  of  that  pressure  acts  vertically  upwards  through 
the  centre  of  gravity  of  that  volume;  which  centre  of  gravity  is 
called  the  "centre  of  buoyancy  " 

V.  The  pressure  of  a  liquid  against  a  plane  surface  immersed  in 
it  is  perpendicular  to  that  surface  in  direction :  its  magnitude  is 
equal  to  the  weight  of  a  volume  of  the  liquid,  found  by  multiplying 
the  area  of  the  surface  by  the  depth  to  which  its  centre  of  gravity 
is  immersed. 

VI.  The  centre  of  pressure  on  such  a  surface,  if  the  surface  is 
horizontal,  coincides  with  its  centre  of  gravity;  if  the  surface  is 
vertical  or  sloping,  the  centre  of  pressure  is  always  below  the  centre 
of  gravity  of  the  surface,  and  is  found  by  considering  that  the 
pressure  is  an  uniformly-varying  stress,  whose  intensity  at  a  given 
point  varies  as  the  distance  of  that  point  from  the  line  where  the 
given  plane  surface  (produced  if  necessary)  intersects  the  upper 
surface  of  the  liquid. 

To  express  the  last  two  principles  by  symbols  in  the  case  in  which 
the  pressed  surface  is  vertical  or  sloping,  let  the  line  where  the 
plane  of  that  surface  cuts  the  upper  surface  of  the  liquid  be  taken 
as  the  axis  0  Y.  Let  6  denote  the  angle  of  inclination  of  the 
pressed  surface  to  the  horizon.  Conceive  that  surface  to  be  divided 
by  parallel  horizontal  lines  into  an  indefinite  number  of  narrow 
bands.  Let  y  be  the  length  of  any  one  of  those  bands,  dx  iia 
breadth,  a;  the  distance  of  its  centre  from  OY;  then  ydx  is  its 
area,  a; sin 4  the  depth  at  which  it  is  immersed;  and  if  w  be  the 
weight  of  unity  of  volume  of  the  fluid,  the  intensity  of  the  pressure , 
on  that  band  is 

p  =  to  x  Bind. (4.) 

The  whole  area  of  the  pressed  surface,  being  the  sum  of  the  areas 

of  all  the  bands,  is  S  =  j  ydx;  the  whole  pressure  upon  it  is 

P  =  lpydx  =  wBm0  jxydx; (5.) 

The  mean  intensity  of  the  pressure  is 


p      \pydx  jxydx 

■g=  "L, =u>sin  *+-* j (6.) 

J ydx  J ydx 
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and  the  distance  of  the  centre  of  pressure  from  0  Y  ia 

/  xpydx       f  x*ydx 

*>=1—$ h— - (') 

Jxytlx 

For  example,  let  the  sloping  pressed  surface  be  rectangular,  like 
a  sluice,  or  the  back  of  a  reservoir- wall ;  and  in  the  first  instance, 
let  it  extend  from  the  surface  of  a  mass  of  water  down  to  a  distance 
x,,  measured  along  the  slope,  so  that  its  lower  edge  is  immersed  to 
the  depth  a^  sin  *.  Then  its  centre  of  gravity  is  immersed  to  the 
depth  ar,  sin  6  ~  2,  and  the  mean  intensity  of  the  pressure  in  lbs.  on 
the  square  foot,  is 

P     .62-4  ar,  sin*  „. 

The  breadth  y  is  constant;  so  that  the  area  of  the  surface  ia 
8  —  a;,  y ;  and  the  total  pressure  is 

r=6!H  *■>»-'. (9.) 

The  distance  of  the  centre  of  pressure  from  the  uppor  edge  is 

*=  |  *■■  <io> 

Next,  let  the  upper  edge,  instead  of  being  at  the  surface  of  the 
water,  be  at  the  distance  x%  from  it,  so  as  to  be  immersed  to  the 
depth  x,  sin  '.  Then  the  centre  of  gravity  of  the  pressed  surface 
is  immersed  to  the  depth  (x,  +  xs)  sin  i  -:-  2,  and  the  mean  intensity 
of  the  pressure  upon  it,  in  lbs.  on  the  square  foot,  ia 

P_62-»>1  +  «1)  alps'.  .,,  . 

S~  2  '  *      } 

the  area  of  the  surface  is  (x{  — xa)  y,  and  the  total  pressure  on  it 
p  =  62-ifr  — .Qyffii/  

The  distance  of  the  centre  of  pressure  from  the  line  0  Y  ia 

*o=ZxT=x?  (13) 

108.  roBUHMmd  liunul  »«■«.  of  Salldi.  (A.  if.,  96  to  113.)— 
If  a  body  be  conceived  to  be  divided  into  two  parts  by  an  ideal 
plaue  traversing  it  in  any  direction,  the  force  exerted  between 
those  two  jiarts  at  the  plane  of  division  ia  an  internal  sires*. 
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According  to  the  principles  stated  in  the  preceding  article,  the 
internal  stress  at  a  given  point  in  a  fluid  is  normal  and  of  equal 
intensity  for  all  positions  of  the  ideal  plane  of  division.  In  a  solid 
body,  on  the  other  hand,  the  stress  may  be  either  normal,  oblique, 
or  shearing ;  and  it  may  vary  in  direction  and  intensity,  as  the  posi- 
tion of  the  ideal  plane  of  division  varies. 

If  the  direction  and  intensity  of  the  stress  at  a  given  point  in  a 
solid  mass  are  given  for  three  positions  of  the  plane  of  division, 
they  can  be  found  for  any  position  whatsoever.  It  is  unnecessary 
in  the  present  treatise  to  give  the  methods  of  solving  this  problem 
in  all  its  generality.  Certain  particular  cases  only  will  be  given, 
which  are  useful  in  the  theories  of  the  stability  of  earth  and  of  the 
strength  of  materials. 

I.  Conjugate  Stresses — Principal  Stresses. — If  two  planes  traverse 
a  point  in  a  body,  and  the  direction  of  the  stress  on  the  first  plane 
ifl  parallel  to  the  second  plane,  then  the  direction  of  the  stress  on 
the  second  plane  is  parallel  to  the  first  plane.  Such  a  pair  of 
stresses  are  said  to  be  conjugate;  and  if  they  are  both  normal  to 
their  planes  of  application  (and  consequently  perpendicular  to  each 
other)  they  are  called  principal  stresses.  Three  conjugate  stresses, 
or  three  principal  stresses,  may  act  through  one  point;  but  in  the 
present  treatise  it  is  sufficient  to  consider  two. 

Fig.  84  represents  a  pair  of  conjugate  oblique  tensions  acting  in 
the  directions  X  X  and  Y  Y  through  a 
prismatic  particle  A  B  C  D. 

The  rectangular  directions  in  which 
principal  stresses — that  is,  direct  pulls 
and  thrusts — act,  through  a  given  point 
in  a  solid,  are  called  axes  of  stress. 

In  a  fluid,  the  stress  at  a  given  point 
being  of  equal  intensity  in  all  direc- 
tions, every  direction  has  the  property 
of  an  axis  of  stress.  A  solid  may  be 
in  the  same  condition  with  a  fluid  as 
to  stress;  but  it  may  also  have  the  principal  stresses  at  a  given  point 
of  different  intensities.  In  a  mass  of  loose  grains,  the  ratio  of 
those  intensities  has  a  limit  depending  on  friction,  as  will  after- 
wards be  more  fully  explained  in  treating  of  the  stability  of  earth : 
— in  a  firm  continuous  solid,  the  principal  stresses  at  a  point  may 
bear  any  ratio  to  each  other,  and  may  be  either  of  the  same  or  of 
opposite  kinds. 

II.  The  Shearing  Stress,  on  two  planes  traversing  a  point  in  a 
solid  at  right  angles  to  each  other,  is  of  equal  intensity. 

IIL  A  Pair  of  Equal  and  Opposite  Principal  Stresses ;  that  is,  a 
poll  and  a  thrust  of  equal  intensity  acting  through  a  particle  of  a 


Fig.  84. 
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solid  in  directions  at  right  angles  to  each  other,  are  equivalent  to 
a  pair  of  shearing  stresses  of  the  same  intensity  on  a  pair  of 
planes  at  right  angles  to  each  other,  and  making  angles  of  45° 
with  the  first  pair  of  planes. 

IV.  Combination  of  any  Two  Principal  Stresses. 

Pboblem. — A  pair  of  principal  stresses  of  any  intensities,  and  of 
the  same  or  opposite  hinds,  being  given,  it  is  required  to  find  the 
direction  and  intensity  of  the  stress  on  a  plane  in  any  position  at  right 
angles  to  the  plane  parallel  to  which  the  two  principal  stresses  act. 

Let  O  X  and  O  Y  (figs.  85  and  86)  be  the  directions  of  the  two 
principal  stresses;  O  X  being  the  direction  of  the  greater  stress. 

Let  pt  be  the  intensity  of  the  greater  stress; 
'   >,  that  of  the  less. 


Fig.  85.  Fig.  86. 

The  kind  of  stress  to  which  each  of  these  belongs,  pull  or  thrust, 
is  to  be  distinguished  by  means  of  the  algebraical  signs.  If  a  poll 
is  considered  as  positive,  a  thrust  is  to  be  considered  as  negative, 
and  vice  versd.  It  is  in  general  convenient  to  consider  that  kind  of 
stress  as  positive  to  which  the  greater  principal  stress  belongs. 
Fig.  85  represents  the  case  in  which  p,  and  p,  are  of  the  same 
kind;  fig.  86  the  case  in  which  they  are  of  opposite  kinds.  In  all 
the  following  equations,  the  sign  of  p,  is  held  to  be  implied  in  that 
symbol;  that  is  to  say,  when  p^  is  of  the  contrary  kind  to  />,,  the 
sign  applied  to  its  arithmetical  value,  in  computing  by  means  of 
the  equations,  is  to  be  reversed. 

Let  A  B  be  the  plane  on  which  it  is  required  to  ascertain  the 
direction  and  intensity  of  the  stress,  and  UNi  normal  to  that 
plane,  making  with  the  axis  of  greatest  stress  the  angle 


STRESS  ns  A  SOUS.  1G9 

On  0  IT  take  0  M  =      „      ;  this  will  represent  a  normal  stress 

on  A  B  of  the  same  kind  with  the  greater  principal  stress,  and  of 
an  intensity  which  is  a  mean  between  the  intensities  of  the  two 
principal  stresses. 

Through  M  draw  F  H  Q,  making  with  the  axes  of  stress  the 
same  angles  which  0  N  makes,  but  in  the  opposite  direction;  that 
is  to  say,  take  M  P  =  M  Q  =  MO,  On  the  line  thus  found  set 
off  from  M  towards  the  axis  of  greatest  stress,  MR=-y-. 

Join  0  B.  Then  will  that  line  represent  the  direction  and 
intensity  of  the  stress  on.  A  B. 

The  algebraical  expression  of  this  solution  is  easily  obtained  by 
means  of  the  formulce  of  plane  trigonometry,  and  consists  of  the 
two  following  equations: — 

Intensity,  OR  or  p  =  ^{pl'cos*  x\  +  p\  -sin8  Aj  ...<1.) 

Anglo  of  obliquity,  NORorsr 

=ra  «,•(«„  2  A  -fc=S) (3.) 

This  obliquity  is  always  towards  the  axis  of  greatest  stress. 

In  fig.  65,  p:  and  p3  are  represented  as  being  of  the  same  kind ; 
and  M  B  is  consequently  less  than  O  M,  so  that  O  K  falls  on  the 
same  side  of  0  X  with  0  N;  that  is  to  say,  nr^nxn.  In  fig.  86, 
p1  and  p3  are  of  opposite  kinds,  MR  is  greater  than  OH,  and  0  B 
falls  on  the  opposite  side  of  0  X  to  0  M;  that  is  to  say,  n  r  ^  x 


The  locus  of  the  point  M  is  a  circle  of  the  radius 


Pi+P? 


and  that  of  the  point  R,  an  ellipse  whose  semi-axes  are  p,  and  p?, 
and  which  may  be  called  the  Ellipse  of  Stress,  because  its  semi- 
diameter  in  any  direction  represents  the  intensity  of  the  stress  in 
that  direction. 

Y.  Demotion  of  Principal  Stresses  by  a  Shearing  Street. 

Problem. — Let  p,  and  p,  denote  the  original  intensities  of  a 
pair  of  principal  stresses  acting  at  right  angles  to  each  other 
through  one  particle  of  a  solid.  Suppose  that  with  these  there  is 
combined  a  shearing  stress  of  the  intensity  q,  acting  in  the  same 
plane  with  the  original  pulls  or  thrusts;  it  is  required  to  find  the 
new  intensities  and  new  directions  of  the  principal  stresses. 

To  assist  the  conception  of  this  problem,  the  original  stresses 


a»-. 
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referred  to  are  represents  in  fig.  87,  as  acting  through  a  particle  of 
_  the  form  of  a  square  prism.  The  principal 
stresses,  both  original  and  new,  are  represented 
as  tensions,  although  any  or  all  of  them  might 
be  pressures.  In  the  formulae  annexed,  tensions 
are  considered  positive,  pressures  negative; 
"^iF^itp  angles  lying  to  the  right  of  A  A  are  considered 

*e!  "S, >B     M  positive,  to  the  left  as  negative;  and  a  shear- 
/  P        r      jng  atresa  is  considered  as  positive  or  negative 
according  as  it  tends  to  make  the  upper  right- 
hand  and  lower  left-hand  corner  of  the  square 
particle  acute  or  obtuse. 
V  The  arrows  A  A  represent  the  greater  original 

FlB-8"  tension  p.;    the  angles  E  B,  the  lew  original 

tension  pF;  C,  C,  D,  D,  represent  the  positive  shear  of  the  inten- 
sity q,  as  acting  at  the  four  feces  of  the  particle.  The  combination 
of  this  shear  with  the  original  tensions  is  equivalent  to  a  new  pair 
of  principal  tensions,  oblique  to  the  original  pair.  The  greater  new 
principal  tension,  p.,  is  represented  by  the  arrows  E,  E;  it  deviates 
to  the  right  of  p,  through  an  angle  which  will  be  denoted  by  I. 
The  less  new  principal  tension  psis  represented  by  the  arrows  F,  F; 
it  deviates  through  the  same  angle  to  the  right  of  pr 

Then  the  intensities  of  the  new  principal  stresses  are  given  by 
the  equations, 

»=^-'-V{'^-'+''!  w 

and  the  double  of  the  angle  of  deviation  by  either  of  the  following, 

tan  2*  =  — ^S~;  orcotan  2*  =  ^*~^. (4.) 

P.—  p,'  ^y 

The  greatest  value  of  &  is  45s,  when  p,  =pr 
The  new  principal  stresses  are  to  be  conceived  as  acting  normally 
on  the  (aces  of  a  new  square  prism. 

109.    Parallel  P  raj  ml  on  or  l>l>irlbalcd  Ferrr*.     In    applying   the 

principles  of  parallel  projection  to  distributed  forces,  it  is  to  be  borne 
in  mind  that  those  principles,  aa  stated  in  Article  101,  are  appli- 
cable to  lines  representing  the  amounts  or  resultants  of  distributed 
forces,  and  not  Uteir  intensities.  The  relatione  amongst  the  intensi- 
ties of  a  system  of  distributed  forces,  whose  resultants  have  been 
obtained  by  the  method  of  projection,  are  to  be  arrived  at  by  a  sub- 
sequent process  of  dividing  each  projected  resultant  by  the  projected 
space  over  which  it  is  distributed. 
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|  110.  Friction  (A.  M.,  189,  190,  191)  is  that  force  which  acts 
:  between  two  bodies  at  their  surface  of  contact  so  as  to  resist  their 
sliding  on  each  other,  and  which  depends  on  the  force  with  which 
the  bodies  are  pressed  together.  It  is  a  kind  of  shearing  stress. 
The  following  law  respecting  the  friction  of  solid  bodies  has  been 
ascertained  by  experiment : — 

The  friction  which  a  given  pair  of  solid  bodies,  with  their  surfaces 
in  a  given  condition,  are  capable  of  exerting,  is  simply  proportional 
to  tfie  force  with  which  they  are  pressed  together. 

If  a  body  be  acted  upon  by  a  force  tending  to  make  it  slide  on 
another,  then  so  long  as  that  force  does  not  exceed  the  amount  fixed 
by  this  law,  the  friction  will  be  equal  and  opposite  to  it,  and  will 
balance  it. 

There  is  a  limit  to  the  exactness  of  the  above  law,  when  the 
pressure  becomes  so  intense  as  to  crush  or  indent  the  parts  of  the 
bodies  at  and  near  their  surface  of  contact.  At  and  beyond  that 
limit  the  friction  increases  more  rapidly  than  the  pressure;  but 
that  limit  ought  never  to  be  attained  in  any  structure.  For  some 
substances,  especially  those  whose  surfaces  are  sensibly  indented  by 
a  moderate  pressure,  such  as  timber,  the  friction  between  a  pair  of 
surfaces  which  have  remained  for  some  time  at  rest  relatively  to 
each  other,  is  somewhat  greater  than  that  between  the  same  pair  of 
surfaces  when  sliding  on  each  other.  That  excess,  however,  of  the 
friction  of  rest  over  the  friction  of  motion,  is  instantly  destroyed  by 
a  alight  vibration;  so  that  the  friction  of  motion  is  alone  to  be  taken 
into  account,  as  contributing  to  the  stability  of  a  structure. 

The  friction  between  a  pair  of  surfaces  is  calculated  by  multiply- 
ing the  force  with  which  they  are  directly  pressed  together,  by  a 
factor  called  the  co-efficient  of  friction,  which  has  a  special  value 
depending  on  the  nature  of  the  materials  and  the  state  of  the  sur- 
faces. Let  F  denote  the  friction  between  a  pair  of  surfaces ;  N, 
the  force,  in  a  direction  perpendicular  to  the  surfaces,  with  which 
they  are  pressed  together;  and  /the  co-efficient  of  friction;  then 

F=/N. (1.)  . 

The  co-efficient  of  friction  of  a  given  pair  of  surfaces  is  the  tan- 
gent of  an  angle  called  the  angle  of  repose,  being  the  greatest  angle 
which  an  oblique  pressure  between  the  surfaces  can  make  with  a 
perpendicular  to  them,  without  making  them  slide  on  each  other. 

Let  P  denote  the  amount  of  an  oblique  pressure  between  two 
plane  surfaces,  inclined  to  their  common  normal  at  the  angle  of 
repose  0;  then 

F=/N==Ntan<P==Psin<P==^-=. (2.) 
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The  angle  of  repose  is  the  steepest  inclination  of  a  plane  to  the 
horizon,  at  which  a  block  of  a  given  substance  will  remain 
balanced  on  it  without  sliding  down. 

The  intensity  of  the  friction  between  two  surfaces  bears  the  same 
proportion  to  the  intensity  of  the  pressure  that  the  whole  friction 
bears  to  the  whole  pressure. 

The  following  is  a  table  of  the  angle  of  repose  f ,  the  co-efficient 
of  friction  /=  ten  0,  and  its  reciprocal  1  :/,  for  various  materials — 
condensed  from  the  tables  of  General  Monn,  and  other  sources,  and 
arranged  in  a  few  comprehensive  classes.  The  values  of  those 
constants  which  are  given  in  the  table  have  reference  to  the  friction 
of  motion. 


Surfaces. 


•i 

»> 


Dry  masonry  and  brickwork, 

Masonry  and  brickwork  with  wet  mortar, 
Masonry  and  brickwork,  with  slightly  \ 

damp  mortar, f 

Wood  on  stone...... 

Iron  on  stone, 

Masonry  on  dry  day, 

,,       on  moist  clay, 

Earth  on  earth, 

„  „      dry  sand,  clay,   and) 

mixed  earth,..." / 

damp  clay, 

wet  clay,.. 

shingle  and  gravel, 

Wood  on  wood,  dry, 

i»  »»     soaped,    

Metals  on  oak,  dry, 

i»  ii     wet, 

„  „    soapy, : 

Metals  on  elm,  dry, 

Bronze  on  lignum  vita),  constantly  wet, 
Hemp  on  oak,  dry,  

ii  ii    vet,  

Leather  on  oak, 

Leather  on  metals,  dry,   

wet,    

gre*»v 

oily,   

Metals  on  metals,  dry, 

„  „       wet  and  clean, 

„  „       damp  and  slimy, 

Smooth  surfaces,  occasionally  greased,... 

„  „      continually  greased, ... 

Smoothest  and  best  greased  surfaces,  ... 


it 
n 
ii 


ii 
ii 


ii 
ii 
ii 


0 


81°  to  85° 
25i° 

8CJ° 

22° 
85°  to  16|° 

27° 

18±° 
14°  to  45° 

21°  to  87° 

45° 

17° 

85°  to  48° 

14°  to  26*° 

Uj°to2* 

264°  to  81° 

13$*  to  14J° 

11J° 
Uj°  to  14° 

8°? 

28° 

18J° 

15°  to  19J° 

29J° 

20° 

13° 
gio 

8J°  to  11A° 

16i° 

8* 

4°  to  4J° 

8° 
1}°  to  2° 


/ 


0*6  to  0-7 
0-47 

0-74 

about  0*4 
0-7  to  0-3 

0*51 

0*38 
0-25  to  1.0 

0-38  to  0-75 

1-0 

0-31 

0-7  to  1-11 

•25  to  *6 

•2  to  -04 

•5  to  *6 

-24  to  -26 

•2 

-2  to  '25 

•05? 

•53 

•33 
•27  to  -88 

•56 

•36 

•23 

•15 
•15  to  -2 

•8 

•14 
•07  to  -08 

•05 
•08  to  -086 


I 
7 


1-67  to  1-43 
21 

1-35 

2  5 

1*43  to  3  33 

1-96 

8 
4  tol 

2-G3  to  1  33 

1 

8*23 

1-43  to  0  9 

4  to  2 

5  to  25 
2  to  1-67 

4-17  to  3  85 

5 

6  to  4 

20? 

1-89 

8 

3-7  to  2-86 

1-79 

278 

4  35 

6-67 

6*67  to  5 

8-83 

7-14 

14-3  to  12-5 

20 
83-3  to  27  6 
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Section  IV. — Balance  and  Stability  of  Frames,  Chains,  Ribs,  and 

Blocks, 

(A.  M.,  137  to  211.) 

111.  A  Fnoie  is  a  structure  composed  of  bars,  rods,  links,  or 
cords,  attached  together  or  supported  by  joints,  such  as  occur  in  car- 
pentry, in  frames  of  metal  bars,  and  in  structures  of  ropes  and  chains, 
fixing  the  ends  of  two  or  more  pieces  together,  but  offering  little 
or  no  resistance  to  change  in  the  relative  angular  positions  of  those 
pieces.  In  a  joint  of  this  class,  the  centre  of  resistance,  or  point 
through  which  the  resultant  of  the  resistance  to  displacement  of  the 
pieces  connected  at  the  joint  acts,  is  at  or  near  the  middle  of  the 
joint,  and  does  not  admit  of  any  variation  of  position  consistently 
with  security. 

The  Line  of  Resistance  of  a  frame  is  a  line  traversing  the  centres 
of  resistance  of  the  joints,  and  is  in  general  a  polygon,  having  its 
angles  at  these  centres. 

112.  A  single  Bar  in  a  frame  may  act  as  a  Tie,  a  Strut,  or  a 
Beam.    (A.  M.,  138  to  142.) 

I.  A  Tie  has  equal  and  directly  opposite  forces  applied  to  its  two 
ends,  acting  outwards,  or  from  each  other.  The  bar  is  in  a  state  of 
tension,  and  the  stress  exerted  between  any  two  divisions  of  it  is 
a  pull,  equal  and  opposite  to  the  applied  forces.  A  rope  or 
chain  will  answer  the  purpose  of  a  tie. 

The  equilibrium  of  a  moveable  tie  is  stable;  for  if  its  angular  posi- 
tion be  deviated,  the  forces  applied  to  its  ends,  which  originally 
were  directly  opposed,  now  constitute  a  couple  tending  to  restore 
the  tie  to  its  original  position. 

IL  A  Strut  has  equal  and  directly  opposite  forces  applied  to  its 
two  ends,  acting  inwards,  or  towards  each  other.  The  bar  is  in  a 
state  of  compression,  and  the  stress  exerted  between  any  two  divi- 
sions of  it  is  a  thrust  equal  and  opposite  to  the  applied  forces.  It  is 
obvious  that  a  flexible  body  will  not  answer  the  purpose  of  a  strut 

The  equilibrium  of  a  moveable  strut  is  unstable;  for  if  its  angular 
position  be  deviated,  the  forces  applied  to  its  ends,  which  originally 
were  directly  opposed,  now  constitute  a  couple  tending  to  make  it 
deviate  still  farther  from  its  original  position. 

In  order  that  a  strut  may  have  stability,  its  ends  must  be  pre- 
vented from  deviating  laterally.  Pieces  connected  with  the  ends 
of  a  strut  for  this  purpose  are  called  stays. 

IIL  A  Beam  is  a  bar  supported  at  two  points,  and  loaded  in  a 
direction  perpendicular  or  oblique  to  its  length. 

Case  I. — Let  the  supporting  pressures  be  parallel   to    each 


171 


MATERIALS  AND   BTRrCTUKKH. 


other  and  to  the  direction  of  the  load ;  and  let  the  load  act  between 

the  points  of  support,  as  in  fig.  88;  where  P  represents  the  result- 

»i  a  ant  of  the  gross  load,  including  the  weight 

T      ^ *  *         of  the  beam  itself;  L,  the  point  where  the 

tl      1       '      mM"     ^ne  °^  ftction  of  *n**  Wsultant  intersects  the 
1      L  IP      axis  of  the  beam;  Rj.Ej,  the  two  supporting 

A      ^"  W       pressures  or  resistances  of  the  props  parallel 

Fig.  88.  ^  Bn(j  jn  ^ne  ganjg  plane  with  P,-  and  acting 

through  the  points  3t,  Sg,  in  the  axis  of  the  beam. 

Then,  according  to  the  principle  of  the  lever,  Article  97,  p.  141, 
each  of  those  three  forces  is  proportional  to  the  distance  between 
the  lines  of  action  of  the  other  two;  and  the  load  is  equal  to  the 
sum  of  the  two  supporting  pressures ;  that  is  to  say, 


P  :  It,  :  E,  :  :  §7^  :  L  8,  :  L  S,; 


and  P  =  %!  +  Bj... 


...(1.) 
..(2.) 


Cabs  II. — Let  the  load  act  beyond  the  points  of  support,  as 
in  fig.  89,  which  represents  a  cantilever  or  pro- 
jecting beam,  heid  up  by  a  wall  or  other  prop  at 
81,  held  down  by  a  notch  in  a  mass  of  masonry 
or  otherwise  at  Ss,  and  loaded  so  that  P  is  the 
resultant  of  the  load,  including  the  weight  of 
the  beam.  Then  the  proportional  equation  (1.) 
remains  exactly  as  before;  but  tho  load  is  equal 
to  say. 


Fig.  89. 


to  the  difference  of  the  supporting  pressures;  that 

P  =  B,_B, 

In  these  examples  the  beam  is  represented  as  horizontal;  but  the 
same  principles  would  hold  if  it  were  inclined. 

Case  IIL — Let  the  directions  of  the  supporting  forces  It,,  Ej, 
be  now  inclined  to  that  of  the  resultant  of 
the  load,  P,  as  in  fig.  90.     This  case  is  that 
of  the  equilibrium  of  three  forces  treated 
!|     of  in  Article  93,  p.  136,  and  consequently 
M     the  following  principles  apply  to  it: — 
§J         The  lines  of  action  of  the  supporting 
pi    forces  and  of  the  resultant  of  the  load  must 
'''■'     be  in  one  plane. 
p.    „n  They  must  intersect  in  one  point  (C, 

"*  90'  {fig.  90. 

Those  three  forces  must  be  proportional  to  the  three  sides  of  a 
triangle  A,  respectively  parallel  to  their  directions. 
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Problem. — Given,  the  resultant  of  the  load  in  magnitude  and 
position,  P,  the  line  of  action  of  one  of  the  supporting  forces,  Rlf 
and  the  centre  of  resistance  of  the  other,  S2;  required,  the  line 
of  action  of  the  second  supporting  force,  and  the  magnitudes  of 
both. 

Produce  the  line  of  action  of  R^  till  it  cuts  the  line  of  action  of 
P  at  the  point  C;  join  C  S2,  this  will  be  the  line  of  action  of  R2; 
construct  a  triangle  A  with  its  sides  respectively  parallel  to  those 
three  lines  of  action ;  the  ratios  of  the  sides  of  that  triangle  will 
give  the  ratios  of  the  forces. 

To  express  this  algebraically,  let  tj,  t2,  be  the  angles  made  by  the 
lines  of  action  of  the  supporting  forces  with  that  of  the  resultant 
of  the  load;  then 

P  :  Rx  :  Rg  :  :  sin  (tx  +  1*2)  :  sin  t2  :  sin  tx (4.) 

The  same  piece  in  a  frame  may  act  at  once  as  a  beam  and  tie,  01 
as  a  beam  and  strut ;  or  it  may  act  alternately  as  a  strut  and  as  a 
tie,  as  the  action  of  the  load  varies. 

The  load  tends  to  break  a  tie  by  tearing  it  asunder,  a  strut  by 
crushing  it,  and  a  beam  by  breaking  it  across.  The  power  of 
materials  to  resist  those  tendencies  will  be  considered  in  a  later 
section. 

113.  Distributed  i,«od«.  (4.  M.t  147.) — Before  applying  the  prin- 
ciples of  the  present  section  to  frames  in  which  the  load,  whether 
external  or  arising  from  the  weight  of  the  bars,  is  distributed  over 
their  length,  it  is  necessary  to  reduce  that  distributed  load  to  an 
equivalent  load,  or  series  of  loads,  applied  at  the  centres  of  resist- 
ance.    The  steps  in  this  process  are  as  follows  : — 

I.  Find  the  resultant  load  on  each  single  bar. 

IL  Resolve  that  load,  as  in  Article  111,  equation  1,  p.  174,  into 
two  parallel  components  acting  through  the  centres  of  resistance  at 
the  two  ends  of  the  bar. 

HI.  At  each  centre  of  resistance  where  two  bars  meet,  combine 
the  component  loads  due  to  the  loads  on  the  two  bars  into  one 
resultant,  which  is  to  be  considered  as  the  total  load  acting  through 
that  centre  of  resistance. 

IV.  When  a  centre  of  resistance  is  also  a  point  of  support,  the 
component  load  acting  through  it,  as  found  by  step  II.  of  the  pro- 
cess, is  to  be  left  out  of  consideration  until  the  supporting  force 
required  by  the  system  of  loads  at  the  other  joints  has  been  deter- 
mined; with  this  supporting  force  is  to  be  compounded  a  force 
equal  and  opposite  to  the  component  load  acting  directly  through 
the  point  of  support,  and  the  resultant  will  be  the  total  supporting 
force. 

In  the  following  Articles  of  this  section,  all  the  frames  will  be 
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supposed  to  be  loaded  only  at  those  centres  of  resistance  which 
are  not  points  of  support;  and  therefore,  in  those  cases  in  which 
components  of  the  load  act  directly  through  the  points  of  support 
also,  forces  equal  and  opposite  to  such  components  must  be  com- 
bined with  the  supporting  forces  as  determined  in  the  following 
Articles,  in  order  to  complete  the  solution. 

114  Frame*  of  Two  Ban.  (A.  M.y  145-6.)— Figures  91, 92,  and 
93,  represent  cases  in  which  a  frame,  of  two  bars  jointed  to  each 
at  the  point  L,  is  loaded  at  that  point  with  a  given  force,  P,  and  is 


Fig.  91. 


Fig.  92. 


Fig.  93. 


supported  by  the  connection  of  the  bars  at  their  farther  extremities, 
&v  S2,  with  fixed  bodies.  It  is  required  to  find  the  stress  on  each 
bar,  and  the  supporting  forces  at  S.  and  Sr 

Resolve  the  load  P  (as  in  Article  94,  p.  137)  into  two  com- 
ponents, Rp  Rg,  acting  along  the  respective  lines  of  resistance  of  the 
two  bars.  Those  components  are  the  loads  borne  by  the  two  bars 
respectively ;  to  which  loads  the  supporting  forces  at  Bv  Sj,  are  equal 
and  directly  opposed. 

The  symbolical  expression  of  this  solution  is  as  follows : — Let  u,  i0, 
be  the  respective  angles  made  by  the  lines  of  resistance  of  the  bars 
with  the  line  of  action  of  the  load ;  then 

P  :  R1 :  Rj  : :  sin  (^  +  i^)  :  sin  tg  :  sin  i^ 

The  inward  or  outward  direction  of  the  forces  acting  along  each 
bar  indicates  that  the  stress  is  a  thrust  or  a  pull,  and  the  bar  a  strut 
or  a  tie,  as  the  case  may  be.  Fig.  91  represents  the  case  of  two  ties ; 
fig.  92,  that  of  two  struts  (such  as  a  pair  of  rafters  abutting  against 
two  walls) ;  fig.  93  that  of  a  strut,  L  Slf  and  a  tie,  L  S2  (such  as 
the  jib  and  the  tie-rod  of  a  crane). 

A  frame  of  two  bars  is  stable  as  regards  deviations  in  the  plane 
of  its  lines  of  resistance. 

With  respect  to  lateral  deviations  of  angular  position,  in  a 
direction  perpendicular  to  that  plane,  a  frame  of  two  tics  is  stable ; 
so  also  is  a  frame  consisting  of  a  strut  and  a  tie,  when  the  direction 
of  the  load  inclines/rom  the  line  Sx  Sj,  joining  the  points  of  support 
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A  frame  consisting  of  a  strut  and  a  tie,  when  the  direction  of  the 
load  inclines  Uncords  the  line  S*  S2,  and  a  frame  of  two  struts  in  all 
cases,  are  unstable  laterally,  unless  provided  with  lateral  stays. 

These  principles  are  true  of  any  pair  of  adjacent  bars  wliose  farther 
centres  of  resistance  are  fixed;  whether  forming  a  frame  by  them- 
selves, or  a  part  of  a  more  complex  frame. 

115.  Triangular  Frames.  (A.M.,  148,149.) — Let  fig.  94  represent 
a  frame,  consisting  of  the  three  bars  A,  B,  0,  con- 
nected at  the  three  joints  1,  2,  3, — viz.,  C  and  A  at 

1,  A  and  B  at  2,  B  and  C  at  3.  Let  a  load  P2  be 
applied  at  the  joint  1  in  any  given  direction ;  let 
supporting  forces,  P2,  P3,  be  applied  at  the  joints 

2,  3 ;  the  lines  of  action  of  those  two  forces  must 
be  in  the  same  plane  with  that  of  P«,  and  must  either  be  parallel 
to  it  or  intersect  it  in  one  point.  The  latter  case  is  taken  first, 
because  its  solution  comprehends  that  of  the  former. 

The  three  external  forces  balance  each  other, 
and  are  therefore  proportional  to  the  three  sides 
of  a  triangle  respectively  parallel  to  their  direc-    i 
tions.     In  fig.  95,  let  A  B  C  be  such  a  triangle, 
in  which 

0  A  represents  Tv 


Fig.  94. 


AB 


2> 
*8» 


Fig.  95. 


Draw  C  O  parallel  to  the  bar  C,  and  A  O  parallel  to  the  bar  A, 
meeting  in  the  point  0,  and  join  B  0,  which  will  be  parallel  to  B. 

The  lengths  of  the  three  lines  radiating  from  O  will  represent  the 
stresses  on  the  bars  to  which  they  are  respectively  parallel. 

When  the  three  external  forces  are  parallel  to  each  other,  the 
triangle  of  forces  A  B  0  of  fig.  95  becomes  a  straight  line  C  A,  as  in 
tig.  96,  divided  into  two  segments  by  the  point  B.  Let  straight 
lines  radiate  from  0  to  A,  B,  C,  respectively  parallel 
to  the  bars  of  the  frame ;  then  if  the  load  C  A  be 
applied  at  1  (fig.  94),  A  B  applied  at  2,  and  B  C 
applied  at  3,  are  the  supporting  forces  required  to 
balance  it;  and  the  radiating  lines  0  A,  O  B,  0  C, 
represent  the  stresses  on  the  bars  A,  B,  C,  respec- 
tively, as  before. 

From  O  let  fall  O  H  perpendicular  to  C  A,  the 
common  direction  of  the  external  forces.     Then  that 
line  will  represent  a  component  of  the  stress,  which  is 
of  equal  amount  in  each  bar.     When  0  A,  as  is  usually  the  case,  is 
vertical,  O  H  is  horizontal;  and  the  force  represented  by  it  is  called 

N 


Fig.  96. 
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the  "  horizontal  thrust "•  of  the  frame.  Horizontal  Stress  or  Resist- 
ance would  be  a  more  precise  term ;  because  the  force  in  question 
is  a  pull  in  some  parts  of  the  frame,  and  a  thrust  in  others. 

In  fig.  94,  A  and  0  are  struts,  and  B  a  tie.  If  the  frame  were 
exactly  inverted,  all  the  forces  would  bear  the  same  proportions  to 
each  other;  but  A  and  C  would  be  ties,  and  B  a  strut. 

The  trigonometrical  expression  of  the  relations  amongst  the  forces 
acting  in  a  triangular  frame,  under  parallel  forces,  is  as  follows : — 

Let  a,  b,  c,  denote  the  respective  angles  of  inclination  of  the  bars 
A,  B,  C,  to  the  line  O  H  (that  is,  in  general,  to  a  horizontal  line); 
then 

Horizontal  Stress  0  H  =  - -oa^9-A— (1.) 

tan  c  z±z  tan  a  ' 

Supporting  /  A  B  =  O  H  •  (tan  a  =5=  tan  b);  \        ,9. 
Forces     \  B  C  =  O  H  •  (tan  b  =t=  tan  c).  /  ""  V-J 

mi      .       f  +  )  is  to  be  used  when  the  two  )  opposite  directions 
e  ^S11  (  —  J  inclinations  are  in         /  the  same  direction. 


(OA  =  0  H  -seca 

Stresses -{  OB  =  OH  •  sec  b 

(  O  C  =  O  H  ■  sec  c 


(3.) 


116.   Polygonal  Frame.   (A.  if.,  150, 153.)--Infig.  97,  let  A,  B,  C, 

D,E,  be  the  lines  of  resistance  of  the 
bars  of  a  frame,  connected  together 
at  the  joints,  whose  centres  of 
resistance  are,  1  between  A  and 
B,  2  between  B  and  C,  3  between 
C  and  D,  4  between  D  and  E, 
and  5  between  E  and  A.  In  the 
figure,  the  frame  consists  of  five  bars ;  but  the  principle  is  appli- 
cable to  any  number.  From  a  point  O,  in  fig.  98, 
(which  may  be  called  the  Diagram  0/ Forces),  draw 
radiating  lines  O  A,  O  B,  O  C,  O  D,  O  E,  parallel 
respectively  to  the  lines  of  resistance  of  the  bars; 
and  on  those  radiating  lines  take  any  lengths 
whatsoever,  to  represent  the  stresses  on  the 
several  bars,  which  may  have  any  magnitudes 
within  the  limits  of  strength  of  the  material. 
Join  the  points  thus  found  by  straight  lines,  so  as 
to  form  a  closed  polygon  ABCDEA;  then  the 
sides  of  the  polygon  will  represent  a  system  of  forces, 
whichj  being  applied  to  the  joints  of  the  frame,  will 
balance  each  other;  each  such  force  being  applied  to  the  joint 
between  the  bars  whose  lines  of  resistance  are  parallel  to  the  pair 


Fig.  98. 
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Fig.  99. 


of  radiating  lines  that  enclose  the  side  of  the  polygon  of  forces 
representing  the  force  in  question. 

When  the  external  forces  are  parallel  to  each  other,  the  polygon 
of  forces  of  fig.  98  becomes  a  straight  line  A  D, 
as  in  fig.  99,  divided  into  segments  by  the  radiating 
lines ;  and  each  segment  represents  the  external  force 
which  acts  at  the  joint  of  the  bars  whose  lines  of  re- 
sistance are  parallel  to  the  radiating  lines  that  bound 
the  segment.  Moreover,  the  segment  of  the  line 
A  D  which  is  intercepted  between  the  radiating  lines 
parallel  to  the  lines  of  resistance  of  any  two  bars 
whether  contiguous  or  not,  represents  the  resultant  of 
the  external  forces  which  act  at  points  between  the  bars. 

Thus,  A  D  represents  the  total  load,  consisting  of 
the  three  portions  A  B,  B  C,  C  D,  applied  at  1,  2,  3, 
respectively.  D  A  represents  the  total  supporting 
force,  equal  and  opposite  to  the  load,  consisting  of  the  two  portions 
D  E,  E  A,  applied  at  4  and  5  respectively.  A  C  represents  the 
resultant  of  the  load  applied  between  the  bars  A  and  C;  and 
similarly  for  any  other  pair  of  bars. 

From  O  draw  O  H  perpendicular  to  A  D ;  then  that  lino  repre- 
sents a  component  of  the  stress,  whose  amount  is  the  same  in  each 
bar  of  the  frame.  When  the  load,  as  is  usually  the  case,  is  vertical, 
that  component  is  called  the  "  horizontal  thrust"  of  the  frame, 
and,  as  in  Article  114,  might  more  correctly  be  called  horizontal 
stress  or  resistance,  seeing  that  it  is  a  pull  in  some  of  the  bars  and 
a  thrust  in  others. 

The  trigonometrical  expression  of  those  principles  is  as  follows : — 

Let  the  force  O  H  be  denoted  simply  by  H. 

Let  t,  f,  denote  the  inclinations  to  O  H  of  the  lines  of  resistance 
of  any  two  bars,  contiguous  or  not 

Let  R,  R,  be  the  respective  stresses  which  act  along  those  bars. 

Let  P  be  the  resultant  of  the  external  forces  acting  through  the 
joint  or  joints  between  those  two  bars. 

Then 

P  =  H(tant=±=tantv); (1.) 


R  =  H-sect;  R'  =  H-seci'. (2.) 

The  I  j'J^m       >  of  the  tangents  of  the  inclinations  is  to  be 

used,  according  as  they  are  j  °?|*j£p  J  - 

117.  Opoi  P^ifgmuii  Frmme.  (A. J/.,  151, 154.) — When  the  frame, 
instead  of  being  closed,  as  in  fig.  97,  is  converted  into  an  open  frame, 
by  the  omission  of  one  bar,  such  as  E,  the  corresponding  modification4 
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is  made  in  the  diagram  of  inclined  forces,  fig.  98,  by  omitting  the 
lines  O  E,  D  E,  E  A,  and  in  the  diagram  of  parallel  forces,  fig.  99, 
by  omitting  the  line  O  K  Then,  in  both  diagrams,  D  O  and  O  A 
represent  the  supporting  forces  respectively,  equal  and  directly 
Opposed  to  the  stresses  along  the  extreme  bars  of  the  frame,  D  and 
A,  which  must  be  exerted  by  the  supports  (called  in  this  case 
abutments),  at  the  points  4  and  5,  against  the  ends  of  those  bars, 
in  order  to  maintain  the  equilibrium. 

In  the  case  of  parallel  loads,  the  following  formulae  give  the 
horizontal  stress  and  supporting  pressures. 

Let  id  and  im  denote  the  angles  of  inclination  of  the  bars  D  and  A 
respectively. 

Let  E^rnO  D  and  Ra  =  0  A  be  the  stresses  along  them. 

Let  2  -P= A  D  denote  the  total  load  on  the  frame;  then, 

H=       ?'*     .; (1.) 

tant4  +  tanv 

R4=H*8ect4;  K«=H'sect«. (2.) 

118.  P«lfg«Ml  Frame— Stability.  (A .  M.,  152.) — The  stability  or 
instability  of  a  polygonal  frame  depends  on  the  principles  stated  in 
Article  112,  p.  173,  viz.,  that  if  a  bar  be  free  to  change  its  angular 
position,  then  if  it  is  a  tie  it  is  stable,  and  if  a  strut,  unstable;  and 
that  a  strut  may  be  rendered  stable  by  fixing  its  ends. 

For  example,  in  the  frame  of  fig.  97,  E  is  a  tie,  and  stable;  A,  B, 
0,  and  D,  are  struts,  free  to  change  their  angular  position,  and 
therefore  unstable. 

But  these  struts  may  be  rendered  stable  in  the  plane  of  the  frame 
by  means  of  stays;  for  example,  let  two  stay-bars  connect  the  joints 

1  with  4,  and  3  with  5;  then  the  points  1,  2,  and  3,  are  all  fixed, 
so  that  none  of  the  struts  can  change  their  angular  positions.  The 
same  effect  might  be  produced  by  two  stay-bars  connecting  the  joint 

2  with  5  and  4. 

The  frame,  as  a  whole,  is  unstable,  as  being  liable  to  overturn 
laterally,  unless  provided  with  lateral  stays,  connecting  its  joints 
with  fixed  points. 

Now,  suppose  the  frame  to  be  exactly  inverted,  the  loads  at  1,2, 
and  3,  and  the  supporting  forces  at  4  and  5,  being  the  same  as 
before.  Then  E  becomes  a  strut ;  but  it  is  stable,  because  its  ends 
are  fixed  in  position;  and  A,  B,  C,  and  D  becomes  ties,  and  are 
stable  without  being  stayed. 

An  open  polygon  consisting  of  ties,  such  as  is  formed  by  A,  B,  C, 
and  D,  when  inverted,  is  called  by  mathematicians,  a  funicular 
polygon,  because  it  may  be  made  of  ropes. 

It  is  to  be  observed,  that  the  stability  of  an  unstayed  polygon  of 
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ties  is  of  the  kind  which  admits  of  oscillation  to  and  fro  about  the 
position  of  equilibrium.  That  oscillation  may  be  injurious  in 
practice,  and  stays  may  be  required  to  prevent  it. 

119.  Bracing  af  Frame*.  (A.  M.,  155.) — A  brace  is  a  stay-bar  on 
which  there  is  a  permanent  stress.  When  the  external  forces  applied 
to  a  frame,  although  balancing  each  other  as  an  entire  system,  are 
distributed  in  a  manner  not  consistent  with  the  equilibrium  of  each 
bar  separately ;  then,  in  the  diagram  of  forces,  upon  attempting  to 
construct  a  polygon  of  external  forces,  having  its  angles  on  the 
radiating  lines,  gaps  will  be  left  in  the  outline  of  tliat  polygon. 
The  lines  necessary  to  fill  up  those  gaps  will  indicate  the  forces  to 
be  supplied  by  means  of  the  resistance  of  braces.  These  may  be 
either  struts  or  ties,  connecting  two  or  more  joints  together,  and 
supplying  by  their  resistances,  at  the  joints  which  they  connect, 
the  forces  wanting  to  produce  equilibrium  of  each  bar. 

The  resistance  of  a  brace  introduces  a  pair  of  equal  and  opposite 
forces,  acting  along  the  line  of  resistance  of  the  brace,  upon  the 
pair  of  joints  which  it  connects.  It  therefore  does  not  alter  the 
resultant  of  the  forces  applied  to  that  pair  of  joints  in  amount  nor 
in  position,  but  only  the  distribution  of  the  components  of  that 
resultant  on  the  pair  of  joints. 

To  exemplify  the  use  of  braces,  and  the  mode  of  determining  the 
stresses  on  them,  let  fig.  100  represent  a  frame  such  as  frequently 


Fig.  100. 

occurs  in  iron  roofs,  consisting  of  two  struts  or  rafters,  A  and  E, 
and  three  tie-bars,  B,  C,  and  D,  forming  a  polygon  of  five  sides, 
jointed  at  1,  2,  3,  4,  5,  loaded  vertically  at  1,  and  supported  by  the 
vertical  resistance  of  a  pair  of  walls  at  2 
and  5.  The  joints  3  and  4  having  no  loads 
applied  to  them,  are  connected  with  1  by 
the  braces  1  4  and  13.  It  is  required  to 
find  the  stresses  on  those  braces,  and  on 
the  other  pieces  of  the  frame, 

To  make  the  diagram  of  forces,  fig.  101, 
draw  as  before  from  a  point  O,  radiating  **  10L 

lines  O E,  O D,  OC,  OB,  O  A,  parallel  to  the  bars  forming  the 
external  polygon  of  the  frame;  and  across  those  lines  draw  the 
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vertical  tine  E  A,  to  represent  the  direction  of  the  load  and  of  the 
supporting  forces. 

The  two  extreme  segments  of  this  line,  A  £  and  D  E,  are  to  be 
taken  to  represent  the  supporting  forces  at  2  and  5;  and  their  sum, 
ED+BA,  will  represent  the  actual  load  at  1.  E  A  represents 
what  the  load  at  1  aught  to  be,  to  fulfil  the  conditions  of  equilibrium 
of  the  bars  A  and  E;  therefore  D  B  represents  the  deficiency  of  the 
actual  load  at  1,  or  the  additional  downward  force,  to  be  supplied 
at  1  by  means  of  the  bracing.  Also  B  D,  equal  and  opposite  to 
D  B,  represents  the  resultant  deficiency  of  supporting  pressure  at 
the  joints  3  and  4,  where  the  actual  external  force  applied  is 
nothing;  and  tins  has  to  be  supplied  by  means  of  the  bracing. 

In  the  diagram  offerees,  draw  D  C  parallel  to  the  brace  1  4,  and 
C  B  parallel  to  the  brace  1  3,  intersecting  the  radiating  line  O  C  in 
C.  Then  will  D  C  represent  the  pull  along  the  brace  1  4,  acting 
obliquely  upwards  at  4,  and  obliquely  downwards  at  1 ;  and  G  B 
will  represent  the  pull  along  the  brace  1  3,  acting  obliquely  upwards 
at  3,  and  obliquely  downwards  at  1.  The  resultant  of  the  additional 
forces  thus  applied  at  1  is  D  B,  a  vertical  downward  force,  equal  to 
the  deficiency  before  mentioned  ;  and  the  oblique  upward  forces  at 
3  and  4  complete  a  polygon  of  forces  ABCEEA,  whose  angles 
are  on  the  radiating  lines  parallel  to  the  bars  of  the  frame,  and 
which  therefore  fulfils  the  conditions  of  Article  116,  p.  178. 

The  stresses  on  the  external  bars  of  the  frame  are  represented  as 
before,  by  the  lengths  of  the  radiating  lines  in  fig.  101. 

As  another  and  a  very  simple  example  of  bracing,  very  common 
in  framework,  may  be  taken  the  frame  in  fig.  102.  A  and  B  are 
two  struts,  forming  the  two  halves  of  one  straight  bar  j  C  and  D 


Fig.  ioa. 
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are  two  equal  tie-rods;  E,  a  strut-brace.  A  vertical  load  P  is 
applied  at  the  joint  1,  between  A  and  B;  two  vertical  supporting 
pressures,  each  denoted  by  R=P+3,  act  at  the  joints  4  and  2. 
The  joint  3  has  no  external  load. 

Fig.  103  is  the  diagram  of  forces,  constructed  as  follows: — 
Through  a  point  0  draw  OB  A  parallel  to  A  and  B,  OC  parallel 
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to  C,  and  0  D  parallel  to  D.  Make  0  D  =  0  0;  join  0  D ;  this 
line  will  be  parallel  to  the  brace  E,  and  perpendicular  to  O  A. 

Through  D  and  C  draw  vertical  lines  D  13,  CA;  these,  being 
equal  to  each  other,  are  to  be  taken  to  represent  the  two  supporting 
pressures  R ;  and  their  sum  DB  +  AC  will  represent  the  load  P. 
The  equal  tensions  on  C  and  D  will  be  represented  by  O  C  and 
O  D,  and  the  thrusts  along  A,  B,  and  E.  by  O  A,  O  B,  and  C  D. 

The  polygon  of  external  forces  in  this  case  is  the  crossed  quad- 
rilateral AODB,  in  which  C A  and  B D  represent  (as  already 
stated)  the  supporting  pressures,  and  D  C  and  A  B  the  components 
of  the  load  P  respectively  parallel  and  perpendicular  to  the  brace 
E.  When  A  and  B  are  horizontal,  and  E  vertical,  A  B  in  fig.  103 
vanishes,  and  B  D  and  C  A  coincide  with  the  two  halves  of  C  D. 

120.   Rigidity  «fa  Trim.    (A.  J/.,  156,  157.)— The  word  tl~US8  is 

applied  in  carpentry  to  a  triangular  frame,  and  to  a  polygonal  frame 
to  which  rigidity  is  given  by  staying  and  bracing,  so  that  its  figure 
shall  be  incapable  of  alteration  by  turning  of  the  bars  about  their 
joints.  If  each  joint  were  absolutely  of  the  kind  described  in  Article 
111,  that  is,  like  a  hinge,  incapable  of  offering  any  resistance  to 
alteration  of  the  relative  angular  position  of  the  bars  connected 
by  it,  it  would  be  necessary,  in  order  to  fulfil  the  condition  of 
rigidity,  that  every  polygonal  frame  should  be  divided  by  the  lines 
of  resistance  of  stays  and  braces  into  triangles  and  other  polygons, 
so  arranged  that  every  polygon  of  four  or  more  sides  should  be 
surrounded  by  triangles  on  all  but  two  sides  and  the  included  angle 
at  farthest.  For  every  unstayed  polygon  of  four  sides  or  more,  with 
flexible  joints,  is  flexible,  unless  all  the  angles  except  one  be  fixed 
by  being  connected  with  triangles. 

Sometimes,  however,  a  certain  amount  of  stiffness  in  the  joints 
of  a  frame,  and  sometimes  the  resistance  of  its  bars  to  bending,  is 
relied  upon  to  give  rigidity  to  the  frame,  when  the  load  upon  it  is 
subject  to  small  variations  only  in  its  mode  of  distribution.  For 
example,  in  the  truss  of  fig.  104,  the 
tie-beam  A  A  is  made  in  one  piece,  or  sjt 

in  two  or  more  pieces  so  connected      ^/y 


together  as  to  act  like  one  piece;  and    jf  * 

part  of  its  weight  is  suspended  from 

the  joints  C,  C,  by  the  rods  C  B,  C  B.     "**»\ 

These  rods  also  serve  to  make  the  re-  F*S' 104# 

sistance  of  the  tie-beam  C  C  to  being  bent  act  so  as  to  prevent  the 

struts  AC,  C C,  C A,  from  deviating  from  their  proper  angular 

positions,  by  turning  on  the  joints  A,  C,  C,  A.     If  A  B,  B  B,  and 

JB  A,  were  three  distinct  pieces,  with  flexible  joints  at  B  B,  it  is 

evident  that  the  frame  might  be  disfigured  by  distortion  of  the 

quadrangle  B  0  C  B. 
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The  object  of  stiffening  a  truss  by  braces  is  to  enable  it  to  sustain 
loads  variously  distributed;  for  were  the  load  always  distributed  in 
one  way,  a  frame  might  be  designed  of  a  figure  exactly  suited  to 
that  load,  so  that  there  should  be  no  need  of  bracing. 

The  variations  of  load  produce  variations  of  stress  on  all  the 
pieces  of  the  frame,  but  especially  on  the  braces ;  and  each  piece 
must  be  suited  to  withstand  the  greatest  stress  to  which  it  is  liable. 

Some  pieces,  and  especially  braces,  may  have  to  act  sometimes  as 
struts  and  sometimes  as  ties,  according  to  the  mode  of  distribution 
of  the  load. 

121.  Sm*b«ut  "d  CwkmI  TraMta*  {A.  M.,  158  to  160.) — 
A  secondary  truss  is  a  truss  which  is  supported  by  another  truss. 

When  a  load  is  distributed  over  a  great  number  of  centres  of 
resistance,  it  may  be  advantageous,  instead  of  connecting  all  those 
centres  by  one  polygonal  frame,  to  sustain  them  by  means  of  several 
small  trusses,  which  are  supported  by  larger  trusses,  and  so  on,  the 
whole  structure  of  secondary  trusses  resting  finally  on  one  large 
truss,  which  may  be  called  the  primary  trust.  In  such  a  combina- 
tion the  same  piece  may  often  form  part  of  different  trusses;  and 
then  the  stress  upon  it  is  to  he  determined  according  to  the  follow- 
ing principle  : — 

When  the  same  bar  forms  at  the  same  time  part  of  two  or  more 
different  frames,  the  stress  on  His  the  resultant  of  the  several  stresses 
to  which  it  is  subject  by  reason  of  its  position  in  the  several  frames. 

In  a  Compound  Truss,  several  frames,  without  being  distinguish- 
able into  primary  and  secondary,  are  combined  and  connected  in 
such  a  manner  that  certain  pieces  are  common  to  two  or  more  of 
them,  and  require  to  have  their  stresses  determined  by  the  principle 
above  stated. 

Examples  of  secondary  and  compound  trusses  will  he  given  in 
treating  of  structures  in  timber  and  iron. 

122.  BtdnicuriFnvn.iHiin .  (A.  M.,  161.}  The  labour 
of  calculating  the  stress  on  the  bars  of  a  frame  may  sometimes  be 
abridged  by  the  application  of  the  following  principle : — 

If  a  frame  be  acted  upon  by  any  system  of  external  forces,  and  if 
that  frame  be  conceived  to  be  completely  divided  into  two  parts  by  an 
ideal  surface,  the  stresses  along  the  bars  which  are  intersected  by  that 
surface,  balance  the  external  forces  which  act  on  each  of  the  two  parts 
of  the  frame. 

In  most  cases  which  occur  in  practice,  the  lines  of  resistance  of 
the  bars,  and  the  lines  of  action  of  the  external  forces,  are  all  in  one 
vertical  plane,  and  the  external  forces  are  vertical.  In  such  cases 
the  most  convenient  position  for  an  assumed  plane  of  section  is 
vertical,  and  perpendicular  to  the  plane  of  tbe  frame.  Take  the 
vertical  line  of  intersection  of  these  two  planes  for  an  axis  of  co- 
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ordinates, — say  for  the  axis  of  y,  and  any  convenient  point  in  it  for 
the  origin  O ;  let  the  axis  of  x  be  horizontal,  and  in  the  plane  of 
the  frame,  and  the  axis  of  z  horizontal,  and  in  the  plane  of  section. 

The  external  forces  applied  to  the  part  of  the  frame  at  one  side 
of  the  plane  of  section  (either  may  be  chosen)  being  combined,  as 
in  Article  99,  p.  146,  give  three  data — viz.,  the  total  force  along 
a;  =  2  •  X;  the  total  force  along  y  =  2  •  Y;  and  the  moment  of  the 
couple  acting  round  z  =  M ;  and  the  bars  which  are  cut  by  the  plane 
of  section  must  exert  resistances  capable  of  balancing  those  two 
forces  and  that  couple.  If  not  more  than  three  bars  are  cut  by  the 
plane  of  section,  there  are  not  more  than  three  unknown  quantities, 
and  three  relations  between  them  and  given  quantities,  so  that  the 
problem  is  determinate ;  if  more  than  three  bars  are  cut  by  the 
plane  of  section,  the  problem  is  or  may  be  indeterminate. 

The  formula)  to  which  this  reasoning  leads  are  as  follows : — Let 
x  be  positive  in  a  direction  from  the  plane  of  section  towards  the 
part  of  the  structure  which  is  considered  in  determining  2  •  X,  2  •  Y, 
and  M;  let  +  ybe  measured  upwards;  let  angles  measured  from 
Ox  towards  +  y,  that  is,  upwards,  be  positive;  and  let  the  lines  of 
resistance  of  the  three  bars  cut  by  the  plane  of  section  make  the 
angles  tjt  tg,  i&  with  x.  Let  nv  n#  n%,  be  the  perpendicular  dis- 
tances of  those  three  lines  of  resistance  from  O,  distances  lying 

j   P         ,    >  from  O  x  being  considered  as  {  *^ . .      \ . 
downwards  J  I  negative  J 

Let  Rp  Rj,  Rj,  be  the  resistances,  or  total  stresses,  along  the 

three  bars,  pulls  being  positive,  and  thrusts  negative.     Then  we 

have  the  following  three  equations : — 

2  •  X  =  R,  cos  u  +  Ro  cos  L  +  R3  cos  L; 


=  Rx  cos  u  +  Rg  cos  tg  +  R3  cos  i3;  \ 

rsR^sin  t1  +  R28hi*2  +  R3  sin  r8;  > (1.) 

—  M  =  R1w1  +  R2w2  +  R8w8;       j 


from  which  the  three  quantities  sought,  R1,  Rj,  Rs,  can  be  found. 

Speaking  with  reference  to  the  given  plane  of  section,  2  •  X  may 
be  called  the  normal  stress,  2  *  Y,  the  shearing  stress,  and  M,  the 
moment  of  'flexure,  or  bending  stress;  for  it  tends  to  bend  the  frame 
at  the  section  under  consideration.     M  is  to  be  considered  as 

P081  ve  I  according  as  it  tends  to  make  the  frame  become  con- 
cave /    upwards   ) 
cave  ]  downwards./ 

Examples  of  the  application  of  this  method  will  be  given  in 
treating  of  lattice-beams  of  timber  and  iron. 

123.  Balaaee  *r  a  Chela  «r  Card.— A  loaded  chain  may  be  looked 
upon  as  a  polygonal  frame  whose  pieces  and  joints  are  so  numerous 
that  its  figure  may  without  sensible  error  be  treated  as  a  continuous 
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curve.  The  following  are  the  principles  respecting  the  equilib- 
rium of  loaded  chains  and  cords  which  are  of  most  importance 
in  practice. 

L  Balance  of  a  Chain  in  general. — Let  D  A  C,  in  fig.  105,  repre- 
sent a  flexible  cord  or  chain  supported  at  the  points  C  and  D,  and 

loaded  by  forces  in  any 
direction,  constant  or  vary- 
ing, distributed  over  its 
whole  length  with  con- 
stant or  varying  intensity. 
Let  A  and  B  be  any 
two  points  in  this  chain; 
g"       "  from    those    points   draw 

tangents  to  the  chain,  A  P  and  B  P,  meeting  in  P.  The  load  acting 
on  the  chain  between  the  points  A  and  B  is  balanced  by  the  pulls 
along  the  chain  at  those  two  points  respectively;  those  pulls  must 
respectively  act  along  the  tangents  A  P,  B  P;  hence  the  resultant 
of  the  load  between  A  and  B  acts  through  the  point  of  intersection 
of  the  tangents  at  A  and  B ;  and  that  load,  and  the  tensions  on  the 
chain  at  A  and  B,  are  respectively  proportional  to  the  sides  of  a 
triangle  parallel  to  their  directions. 

II.  Cliain  under  Vertical  Load — Curve  of  Equilibrium. — If  the 
direction  of  the  load  be  everywhere  parallel  and  vertical,  dfaw  a 
vertical  straight  line,  C  D,  fig.  106,  to  represent  the  total  load,  and 
from  its  ends  draw  C  O  and  D  O,  parallel  to  two  tangents  at  the 

points  of  support  of  the  chain,  and  meeting  in  O ; 
those  lines  will  represent  the  tensions  on  the  chain 
at  its  points  of  support 

Let  A,  in  fig.  105,  be  the  lowest  point  of  the 
chain.  In  fig.  106,  draw  the  horizontal  line  O  A; 
this  will  represent  the  horizontal  component  of  the 
tension  of  the  chain  at  every  point,  and  if  O  B  be 
parallel  to  a  tangent  to  the  chain  at  B  (fig.  105) 
A  B  will  represent  the  portion  of  the  load  sup- 
ported between  A  and  B,  and  O  B  the  tension  at  B. 
Fig.  106.  To  express  this  algebraically,  let 

H  =  0  A  =  horizontal  tension  along  the  chain  at  A; 

R  =  0B  =  pull  along  the  chain  at  B; 

P  =  AB  =  load  on  the  chain  between  A  and  B; 

»  =  ^XP  B  (fig  105)  =  ^:  A  O  B(fig.  106)  =  inclination  of 

chain  at  B; 
then, 

P  =  Htant;  R  =  N/(P2  +  H2)  =  Hsect (1.) 
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To  deduce  from  these  formulae  an  equation  by  which  the  form  of 
the  curve  assumed  by  the  chain  can  be  determined  when  the  distri- 
bution of  the  load  is  known,  let  that  curve  be  referred  to  rectangular 
horizontal  and  vertical  co-ordinates,  measured  from  the  lowest  point 
A,  fig.  105,  the  co-ordinates  of  B  being,  AX  =  a;,XB  =  y;  then 


i*y* 


tan  !  =  -,-  = 


dx     W 


(2.) 


a  differential  equation  which  enables  the  form  assumed  by  the  cord 
(or  "  curve  of  equilibrium")  to  be  determined  when  the  distribution 
of  the  load  is  known. 

124.   To  Draw  a  Carre  of  Equilibrium  approximately. 

Pboblem. — Let  H  and  K,  fig.  107,  be  the  two  points  of  suspen- 
sion of  a  chain  under  a  vertical  load;  let  the  distribution  of  the 

G 


Fig.  107. 


Fig.  108. 


load  be  given,  and  the  direction  of  a  tangent  H  L  to  the  chain  at 
one  of  the  points  of  suspension;  it  is  required  to  draw  approxi- 
mately the  figure  of  the  chain. 

Find  the  centre  of  gravity  of  the  entire  load,  and  let  G  L  be  a 
vertical  line  passing  through  it,  cutting  the  tangent  H  L  in  L. 
Join  K  L ;  this  will  be  the  tangent  to  the  chain  at  the  other  point 
of  suspension. 

Conceive  the  load  to  be  divided  into  any  convenient  number  of 
portions:  the  more  numerous  these  are,  the  closer  will  be  the 
approximation  to  the  required  curve.  Find  the  centres  of  gravity 
of  those  portions,  and  let  Px,  Pj,  &c,  be  vertical  lines  passing 
through  those  centres  of  gravity. 

In  fig.  108,  draw  the  vertical  line,  or  scale  of  loads,  A  G,  whose 
whole  length  represents  the  entire  load;  divide  it  into  parts,  A  B 
or  1,  B  C  or  2,  &c,  representing  the  several  portions  of  the  load. 
Through  A  draw  A  O  parallel  to  L  H,  and  through  G  draw  G  O 
parallel  toKL,  cutting  each  other  in  O.  From  O  draw  radiating 
lines  O  B,  O  C,  &a,  to  the  points  of  division  of  the  scale  of  loads. 

Then,  in  fig.  107,  from  the  point  of  intersection  of  A,  or  H  L, 
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with  Px,  draw  B  parallel  to  OB,  cutting  P2;  from  the  point  of 
intersection  of  B  and  Pj,  draw  C  parallel  to  O  C,  cutting  P«,  and 
so  on,  until  the  "funicular  polygon"  ABC,  <fcc.,  is  completed; 
that  polygon  is  composed  of  tangents  to  the  required  curve  of  equi- 
librium, to  which  an  approximation  may  be  drawn  by  sketching  a 
curve  so  as  to  touch  the  sides  of  the  polygon. 

125,   Chala  under  aa  Uniform  Vertical  Load — AoapenBloa  Bridge. 

(A.  if.,  169,  170.) — By  an  uniform  vertical  load  is  meant  a  load 
uniformly  distributed  along  a  horizontal  straight  line;  so  that  if 


Fig.  109. 

A,  fig.  109,  be  the  lowest  point  of  the  rope  or  cord,  the  load  sus- 
pended between  A  and  B  shall  be  proportional  to  A  X  =  x,  the 
horizontal  distance  between  those  points,  and  capable  of  being 
expressed  by  the  equation 

P=*>*; (1.) 

where  p  is  a  constant  quantity,  denoting  the  intensity  of  the  load  in 
unite  of  weight  per  unit  of  horizontal  length:  in  pounds  per  lineal 
foot,  for  example. 

In  this  case,  because  the  load  between  A  and  B  is  uniformly 
distributed,  its  resultant  bisects  AX;  also,  the  tangent  B  P  bisects 
AX;  and  the  curve  assumed  by  the  chain  is  a  parabola  whose 
vertex  is  at  A. 

The  proportions  of  the  load,  and  the  horizontal  and  oblique  ten- 
sions are  as  follows : — 


P:H:R       BX  :  XP  :  PB  :  :  y  :  | :  j(f  +  f) 


(2.) 


The  focal  distance  of  the  parabola  is 

**       H 


4y      2p 


(3.) 


These  equations  are  applicable,  with  sufficient  accuracy  for  prac- 
tical purposes,  to  most  examples  of  Suspension  Bridges  with  vertical 
rods ;  for  although  in  a  bridge  of  that  class  the  load  is  not  con- 
tinuous, the  platform  being  hung  by  rods  from  a  certain  number  of 
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points  in  each  cable  or  chain;  nor  uniformly  disturbed,  the  load 
arising  from  the  weight  of  the  cables  or  chains  and  of  the  suspend- 
ing rods  being  more  intense  near  the  piers;  yet,  in  most  cases 
which  occur  in  practice,  the  condition  of  each  cable  or  chain 
approaches  sufficiently  near  to  that  of  a  cord  continuously  and 
uniformly  loaded  to  enable  the  preceding  equations  to  be  applied 
without  material  error. 

The  following  solutions  of  some  useful  problems  are  deduced  from 
these  equations : — 

Problem  First. — Given  the  elevations,  jv  j^  of  the  two  points  of 
support  of  the  chain  above  Us  lowest  point,  and  also  Hie  horizontal  dis- 
tance, or  span  a,  between  those  points  of  support :  it  is  required  to  find 
the  horizontal  distances,  xv  x^,  of the  lowest  point  from  tlie  two  points 
of  support :  also  Hie  focal  distance  m. 

sx  =  a-    .    J*       ;gfe  =  a-    .   J**       (4.) 

m= * = (5.) 

Wlim  the  points  of  support  are  at  the  same  level, 

y1  =  y2;  a^;  *»  =  r^ (*) 

Problem  Second. — Given  the  same  data,  to  find  the  inclinations 
iviyOfthe  chain  at  the  points  of  support. 

tanii=^  =  2yi+V^itanig  =  ^=2yg  +  2^^  (7.) 
^       xk  a  '        ^       JBj  a 

when  yi  =  y*>  tanfi  =  tan4=  -^ (8.) 

Problem  Third. — Given  the  same  data,  and  the  load  p  per  unit 
of  length  :  required  the  horizontal  tension  'EL,  and  the  tensions  Rv  B^ 
at  the  points  of  support 

H=2*W  =  2yi+2*  +  4W ^ 

El  =  H)y(l  +  ^);Es  =  H^(l  +  ^)....(10.) 
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When  yl- =  j/2,  those  equations  become 

H=^E,  =  E,  =  H,/(l  +  14^) (II.) 

Problem  Fourth. — Given  the  tame  data  as  in  Problem  First,  to  find 
the  length  of  the  chain. 

The  following  are  two  well-known  formula  for  the  length  of  a 
parabolic  arc,  commencing  at  the  vertex,  one  being  in  terms  of  the 
co-ordinates  x  and  y  of  the  farther  extremity  of  the  arc,  and  tbe 
other  in  terms  of  the  focal  distance  m,  and  the  inclination  t  of  tbe 
farther  extremity  of  the  arc  to  a  tangent  at  the  vertex. 

w(yM-f)+^-hvp.iog. Y~U 

2 
=  m[tan  *  -sec  t  +  hyp.  log.  (tan  t  + sec  t)J (12.) 

The  length  of  the  chain  is  *,  +  %  where  s^  is  found  by  putting  xt 
and  yt  in  tbe  first  of  the  above  formulas,  or  t,  in  the  second,  and  *, 
by  putting  x%  and  yt  in  the  first  formula,  or  ts.  in  the  second. 

The  following  approximate  formula  for  the  length  of  a  parabolic 
arc  is  in  many  cases  sufficiently  near  the  truth  for  practical 
purposes: 

»=*+lS* nearly,  (13.) 

which  gives  the  total  length  of  the  cord, 

.,+^=.+1(1+^* 04) 

and  when  ft  =  yv  this  becomes 

2«1  =  a  +  |  •  ^nearly, (15.) 

Problem  Fifth. — Given  the  tame  data,  to  find,  approximately, 
the  small  elongation  of  the  chain  d  (sj  +  Sj)  required  toproduee  a  given 
small  depression  d  y  of  the  lowest  point  A,  and  conversely. 

^=3(1+$ «"* 
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When  yx  =  y#  this  equation  becomes 

**h"*i (17>) 

ay        3  a  v     ' 

These  formulae  serve  to  compute  the  depression  which  the  middle 
point  of  a  suspension  bridge  undergoes  in  consequence  of  a  given 
elongation  of  the  cable  or  chain,  whether  caused  by  heat  or  by 
tension. 

Problem  Sixth. —  To  find  the  pressure  on  the  top  of  each  pier. 

When  the  piers  of  a  suspension  bridge  are  slender  and  vertical 
(as  is  usually  the  case),  the  resultant  pressure  of  the  chain  or  cable 
on  the  top  of  the  pier  ought  to  be  vertical  also.  Thus,  let  C  E,  in 
fig.  109,  represent  the  vertical  axis  of  a  pier,  and  C  G  the  portion  of 
the  chain  or  cable  behind  the  pier,  which  either  supports  another 
division  of  the  platform,  or  is  made  fast  to  a  mass  of  rock,  or  of 
masonry,  or  otherwise.  If  the  chain  or  cable  passes  over  a  curved 
plate  on  the  top  of  the  pier  called  a  saddle,  on  which  it  is  free  to 
slide,  the  tensions  of  the  portions  of  the  chain  or  cable  on  either 
side  of  the  saddle  will  be  equal ;  and  in  order  that  those  tensions 
may  compose  a  vertical  pressure  on  the  pier,  their  inclinations  must 
be  equal  and  opposite.  Let  i  be  the  common  value  of  those  inclina- 
tions; It  the  common  value  of  the  two  tensions;  then  the  vertical 
pressure  on  the  pier  is 

V  =  2Rsini  =  2Htani  =  2^a;;  (18.) 

that  is,  twice  the  weight  of  the  portion  of  the  bridge  between  the 
pier  and  the  lowest  point,  A,  of  the  curve  C  B  A  D. 

But  if  the  two  divisions  of  the  chain  or  cable  D  A  C,  C  G,  which 
meet  at  C,  be  made  fast  to  a  sort  of  truck,  which  is  supported  by 
rollers  on  a  horizontal  cast  iron  platform  on  the  top  of  the  pier, 
then  the  pressure  on  the  pier  will  be  vertical,  whether  the  inclina- 
tions of  the  two  divisions  of  the  chain  or  cable  bo  equal  or  unequal ; 
and  it  is  only  necessary  that  the  horizontal  components  of  their  ten- 
sion should  be  equal ;  that  is  to  say,  let  t,  $,  be  the  inclinations  of 
the  two  divisions  of  the  chain  or  cable  in  opposite  directions  at 
C,  and  R,  R',  their  tensions,  then 

R  =  Hseci;  R'  =  Hsecf; 
V  =  Rsint  +  R'sini':=:H(tant  +  tani') (19.) 

126.   »»•»*■•*©■  Bridge  with  Aloplag  Rods.     (A.  M.,    172.) — Let 

the  uniformly-loaded  platform  of  a  suspension  bridge  be  hung  from 
the  chains  by  parallel  sloping  rods,  making  an  uniform  angle  j  with 
the  vertical.  The  condition  of  a  chain  thus  loaded  is  the  same  with 
that  of  a  chain  loaded  vertically,  except  in  the  direction  of  the 
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load;  and  the  form  assumed  by  the  chain  is  a  parabola,  having  its 
axis  parallel  to  the  direction  of  the  suspension-rods. 

In  fig.  1 1 0,  let  C  A  represent  a  chain,  or  portion  of  a  chain,  sup- 
ported or  fixed  at  C,  and  horizontal  at  A,  its  lowest  point    Let 
c  A  H  be  a  horizontal  tangent  at  A,  repre- 

senting the  platform  of  the  bridge ;  and 
let  the  suspension  rods  be  all  parallel 
to  C  E,  which  makes  the  angle  z:E(!H 
=  j  with  the  vertical.  Let  B  X  repre- 
sent any  rod,  aDd  suppose  a  vertical 
Fig.  110.  load  (,  to  be  supported  at  the  point  X. 

Then,  by  the  principles  of  the  equilibrium  of  a  frame  of  two  ban, 
this  load  will  produce  a  pull,  p,  on  the  rod  X  B,  and  a  thrust,  q,  on 
the  platform  between  X  and  H ;  and  the  three  forces  t>,  p,  a,  will  be 
proportional  to  the  rides  of  a  triangle  parallel  to  their  directions, 
such  as  the  triangle  C  E  H ;  that  is  to  say, 


v:p:q:i 


CH:UE:EH::1: 


*an> (1.) 

one  rod  B  X,  c 


Next,  instead  of  considering  the  load 
the  entire  vertical  load  V  between  A  and  X 

Let  P  represent  the  amount  of  the  pull  acting  on  the  rods  between 
A  and  X,  and  Q  the  total  thrust  on  the  platform  at  the  point  X  j 

V  :  P  i  Q  :  :  OH  :  CE  :  WE  :  :  1  :  aecj  :  tan  j...  (2.) 

The  oblique  load  P  =  V  seo  j  is  what  hangs  from  the  chain  between 
A  and  B.  Being  uniformly  distributed,  its  resultant  bisects  A  X 
in  P,  which  is  also  the  point  of  intersection  of  the  tangents  A  P, 
B  P;  and  the  ratio  of  the  oblique  load  P,  the  horizontal  tension 
H  along  the  chain  at  A,  and  the  tension  B  along  the  chain  at  B, 
is  that  of  the  sides  of  the  triangle  BXP;  that  is  to  say, 


P;H:B: 


..  (3.) 


The  curve  C  B  A  ia  a  parabola  having  its  axis  parallel  to  the  in- 
clined suspension  rods ;  and  its  equation  referred  to  oblique  co-ordi- 
nates, with  the  origin  at  A,  is  as  follows.  Let  A  X:_:  x,  XB=y; 
then, 


y=- 


.(4.) 


where  m,  as  in  Article  125,  denotes  the  focal  distance  of  the  para- 
bote,  given  by  the  equation 
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x2  '  COS2  j  tw  v 

m=—^r (5) 

x  and  y  being  the  co-ordinates  of  any  known  point  in  the  curve. 
The  length  of  the  tangent  B  P  =  t  is  given  by  the  following 
equation : — 

<=  \/ \y  +3/2  +  xv  •  sini) (6.) 

Hence  are  deduced  the  following  formulae  for  the  relations  amongst 
the  forces  which  act  in  a  suspension  bridge  with  inclined  rods : — Let 
9  now  be  taken  to  denote  the  intensity  of  the  vertical  load  per  unit 
tf  length  of  horizontal  platform — per  foot,  for  example ;  p  the  in- 
tensity of  the  oblique  load ;  q  the  rate  at  which  the  thrust  along 
the  platform  increases  from  A  towards  H.     Then 

V  =  va:;  \ 

¥  =pxz=  vx  'secj;  >  (7.) 

Q  =  q  x  =  v  x  '  tanj; ) 

H=**=1!*=*P2  =  29m-**S (8.) 

%        2y       cos2,;  J  x    ' 

P *  P 2  tf  H      ptx vtx  secj  /0 . 

~~  y  —"     x    ~~    y   "~        y      *  *' 

The  horizontal  pull  H  at  the  point  A  may  be  sustained  in  three 
different  ways,  viz. : — 

I.  The  chain  may  be  ancltored  or  made  fast  at  A  to  a  mass  of 
lock  or  masonry. 

II.  It  may  be  attached  at  A  to  another  equal  and  similar  chain, 
similarly  loaded  by  means  of  oblique  rods,  sloping  at  an  equal 
angle  in  the  direction  opposite  to  that  of  the  rods  £  X,  <fcc,  so  that 
A  may  be  in  the  middle  of  the  span  of  the  bridge. 

III.  The  chain  may  be  made  fast  at  A  to  the  horizontal  platform 
A  H,  so  that  the  pull  at  A  shall  be  balanced  by  an  equal  and  oppo- 
site thrust  along  the  platform,  which  must  be  strong  enough  and 
stiff  enough  to  sustain  that  thrust.  In  this  case,  the  total  thrust  at 
any  point,  X,  of  the  platform  is  no  longer  simply  Q  =  q  x,  but 

=v(2m  *sec8J+ar*tan/) (10.) 

The  length  of  the  parabolic  arc,  A  B,  is  given  exactly  by  the 

o 
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following  formula; : — Let  *  denote  the  inclination  of  the  parabola 
at  the  point  B  to  a  line  perpendicular  to  its  axis.     Then 


•(£'«">) 


which,  when  B  coincides  with  A,  becomes  simply  i=j.     Then 
from  the  known  formula  for  the  lengths  of  parabolic  arcs,  we  have 

parabolic  arc  AE  =  m|  tan  i  sec  i  —  tan  j  secj 


+  hyp.  log.  - 


*' tan  j  + secj  j  

In  most  cases  which  occnr  in  practice,  however,  it 
use  the  following  approximate  formula: — 


(12.) 

a  sufficient  tt 


arc  A  B  -  x  4  y  •  onj  + 


+y« 


i-.,  nearly. (13.) 


The  formula?  of  this  Article  are  applicable  to  Mr.  Dredge's  sus- 
pension bridges,  in  which  the  suspending  rods  are  inclined,  and 
although  not  exactly  parallel,  are  nearly  eo. 

127.  DcflcMtM  »r  ■  piuikieTie.  (A.  M.,  171.) — Let  a  vertical 

load,  F,  be  applied  at  A,  fig.  Ill,  and  sustained  by  means  of  a 

horizontal  strut,  A  B,  abutting  against  a 

pier  at  B,  and  a  sloping  rope  or  chain,  or 

other  flexible  tie,  ADC,  fixed  to  the 

top  of  the  pier  at  0.    The  weight  of  the 

strut,  A  B,  is  supposed  to  be  divided  into 

two  components,   one  of  which   is  sup 

ported  at  B,  while  the  other  is  included 

in  the  load  P.     The  weight,  W,  of  the 

^S- 11L  flexible  tie,  ADC,  is  supposed  to  be 

known,  and  to  be  considered  separately ;  and  with  these  data  there 

is  proposed  the  following 

Problem. — W  being  small  compared  with  P,  to  find  approximately 
t/ie  vertical  depression  ED  of  the  flexible  tie  below  the  straight  line 
AC,  the  pulls  along  it  at  A,  J),  and  C,  and  the  horizontal  thrust 
along  AB. 

Because  W  is  small  compared  with  P,  the  curvature  of  the  tie 
will  be  small,  and  the  distribution  of  its  weight  along  a  horizontal 
line  may  be  taken  as  approximately  uniform;  therefore  its  figure 
will  be  nearly  a  parabola;  the  tangent  at  D  will  be  sensibly  parallel 
to  A  C,  and  the  tangents  at  A  and  C  will  meet  in  a  point  which 
will  be  near  the  vortical  line  EDF,  which  line  bisects  A  C,  and  is 
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in  D.  Hence  the  following  solution  is  in  general  suffi- 
ciently near  the  truth  for  practical  purposes.  Let  R.,  Rd,  R„  be 
the  tensions  of  the  tie  at  A,  D,  C,  respectively,  and  H  the  horizontal 
thrust;  then 

» ('♦?)& 

B».y'(H'4.pAi 

W 

DE=|BC   jrpsr. 


(1.) 


The  difference  of  length  between  the  curve  ADC  and  the  straight 
line  A  E  C  is  found  very  nearly  by  the  following  formula : — 


_^    8   ABS-DF     1     AJP-BC2    f    y    )'     ,nx 

-Km=r    jp    -fl-    ro    •<!>+*>....{*.) 


If  EF  be  made»2DE,  FC  and  FA  will  be  approximately 
tangents  to  the  chain  at  C  and  A 

128.  The  Cateaaiy  (A.  M.,  175),  in  the  most  general  sense  of  the 
word,  is  the  curve  formed  by  a  chain  when  loaded  in  any  manner; 
bat  when  used  without  qualification,  its  application  is  usually 
restricted  to  the  case  of  a  chain  of  uniform  section  and  material, 
loaded  with  its  own  weight  only.  As  thus  denned,  the  catenary  has 
the  following  properties : — 

I.  All  catenaries  are  similar. 

II.  The  figure  of  the  catenary  is  expressed  algebraically  by 
the  following  equation.  (See  fig.  112.) 
Let  A  be  the  vertex,  or  lowest  point  of 
the  catenary,  where  it  is  horizontal 
AO  is  a  vertical  line,  called  the  para- 
meter, or  modulus  of  the  catenary,  on 
which  all  its  dimensions  depend;  let 
the  length  of  that  line  be  denoted  by 
m.    Take  O  for  the  origin  of  co-ordi-  **&• 112, 

nates.     Let  B  be  any  other  point  in  the  catenary,  whose  abscissa, 
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or  horizontal  distance  from  0,  is  0  X  =  x,  and  vertical  height  above 
the  same  point  XB  =  y.     Then 

the  ordinate  XB=y=  ^- («"+  e  m)'* 


the 


arc  AB=*  =  ^f«* — e~"j=N/y2 — m2; 


the  abscissa  in  terms  of  the  ordinate, 


x 


^•hvp.log.g+^-1); 


the 


ydx  =  -z  \em  —  e    «J  =  m«; 


the  rate  of  slope  at  the  point  B, 


dy 
dx 


=  tan<4(«:-,--;)  =  ^ 


(I) 


U  being  the  angle  of  inclination  of  the  curve  at  B  to  the  horizon). 
The  radius  of  curvature  at  the  same  point  is, 


2/2      m/*z,      -?*,«\ 


at  the  point  A,  p  =  m. 

On  B  X  as  a  hyjwthenuse  construct  the  right-angled  triangle 
X  T  B,  in  which  X  T  =  O  A  =  m.  Then  T  B  will  be  a  tangent  to 
the  catenary  at  B,  and  will  be  equal  in  length  to  the  arc  AB  =  «. 

Through  B  draw  B  N  perpendicular  to  B  T,  cutting  O  X  pro- 
duced in  N;  BN  is  equal  to  the  radius  of  curvature  at  the 
point  B. 

III.  The  mechanical  properties  of  the  catenary  are  as  follows  : — 

Letpbe  the  weight  of  an  unit  of  length  of  the  chain  (as  one  foot); 

»  f  x 

•  The  functions  e  m  and  e  t«,  or  the  Kapcrian  Anti-logarithm  of  —  and  its  recip- 
rocal, are  most  easily  calculated  by  means  of  a  table  of  Naperian  or  hyperbolic 
anti-logarithms,  or,  in  its  absence,  by  a  table  of  hyperbolic  logarithms.  But  should  a 
table  of  common  logarithms  or  anti-logarithms  alone  be  at  hand,  the  following  formula 
la  to  be  used : — 

dfcz  _*-  =±=  -4343    * 

e         m  =  10  "nearly. 
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H,  the  horizontal  tension  at  A ;  P,  the  vertical  load  between  the 
points  A  and  B ;  R,  the  tension  at  B.     Then 

H  =  pm;P=!>,;  R  =  ^H*  +  P*  =  p  y  . (2.) 

so  that  the  parameter  represents  a  length  of  chain  whose  weight  is 
equal  to  the  horizontal  tension ;  and  the  ordinate  X  B  =  y  at  any 
point  represents  a  length  of  chain  whose  weight  is  equal  to  the 
tension  at  that  point. 

IV.  Problem. — Given  two  points  in  a  catenary,  and  the  length  of 
chain  between  them  ;  required  the  remainder  of  the  curve. 

Let  k  be  the  horizontal  distance  between  the  two  points,  v  their 
difference  of  level,  /  the  length  of  chain  between  them.  Those 
three  quantities  are  the  data. 

The  unknown  quantities  may  be  expressed  in  the  following 
manner : — Let  xv  yv  be  the  co-ordinates  of  the  higher  given  point, 
and  sx  the  arc  terminating  at  it,  all  measured  from  the  yet  unknown 
vertex  of  the  catenary,  and  x2,  y2>  52>  *ae  corresponding  quantities 
for  the  lower  given  point. 

Then  the  parameter  m  is  to  be  found  by  a  series  of  approximations 
from  the  following  equation: — 

m  (er-  —  e-  >i^=  JF  —  vZ; (3.) 

the  position  of  the  vertex  horizontally,  by  either  of  the  equations, 

*!=  g (m- hyp.log7— ^  +  k);  x2=z^ [m  •  hyp.  log.  j— ?  — *J; (4.) 

and  the  position  of  the  vertex  vertically  by  calculating  y  from  x 
and  m  for  either  of  the  given  points. 

The  part  of  a  catenary  in  the  neighbourhood  of  the  vertex 
differs  but  little  in  figure  from  a  parabola  whose  focal  distance 
is  m  -5-  2,  half  the  modulus  of  the  catenary;  and  in  calculations  for 
practical  purposes  within  certain  limits,  the  parabola  may  be  used 
instead  of  the  true  catenary,  its  equation  being  more  simple. 

To  show  the  amount  of  the  difference  between  those  curves,  the 
following  comparison  is  given,  in  which,  instead  of  the  finite  equa- 
tion of  the  catenary,  an  infinite  converging  series  is  substituted. 
The  ordinate  is  supposed  to  be  measured  from  the  point  O  in  fig. 
113,  at  the  distance  m  below  the  vertex. 


Ordinate 
of  the 


(x2 
1  +  ^2  + 

Parabola;  y=m(x  + 2^2)^ 


s* 


+  « 


a* 


2im*   '  720  m6 


+  <fcc. 


)■ 


198 


Slope  of 
the 


MATERIALS  AND  STRUCTURES. 


Catenary;  ^=£(l  + 

Parabola:  5-=  —  : 
ax      m 


6  m 


2+ 


iot+&c-)j 


Area  of 
the 


Length 
of  the 


Catenary;  jy  dx  =  m  x  (l  +  ^  +  ^ 
Parabola;  fydx^zmx  ( 1+  -^ — ^  J; 

Catenary;  s  =  x  (l  +  ^+_£_+&c.); 
Parabola;  s=x  (l  +  J^-.-^+Ac.). 


^«  +  &c\)> 


It  is  to  be  borne  in  mind  that  the  quantity  denoted  by  m  in 
these  formulae  is  double  of  that  denoted  by  m  in  Article  125. 

The  following  table  exemplifies  their  results  for  the  case  x  =  m 
-*-3:— 


Ordinate 
=  mX 

Slope. 

Area 
z=  mx  X 

Length 
=  xX 

Parabola,  .... 

1*0561 
1  0556 

Q'3395 
0*3333 

1-0186 
1*0185 

1*0186 
1*0182 

Difference,... 

0*0005 

0*0062 

o'oooi           0*0004 

The  Catenary  «f  Uniform  Strength  is  the  figure  assumed  by  a  chain 
loaded  in  any  manner,  whose  sectional  area  at  each  point  is  propor- 
tional to  the  tension.  The  figure  assumed  by  such  a  chain,  when 
loaded  with  its  own  weight  only,  was  investigated  by  Mr.  Davies 
Gilbert,  in  a  paper  published  in  the  Philosophical  Transactions  for 
1826.  The  Reverend  Canon  Moseley,  in  his  Mechanics  of  Engineer- 
ing and  Architecture,  has  investigated  the  figure  of  the  catenary  of 
equal  strength  when  the  chain  is  loaded  with  suspending  rods  and 
a  platform,  as  well  as  with  its  own  weight.  The  resulting  equations 
are  of  great  complexity  when  in  their  exact  form ;  but  Mr.  Moseley 
shows  that  in  those  cases  which  occur  in  practice  the  parabola 
forms  a  close  approximation  to  the  true  curve,  as  it  does  in  the  case 
of  the  common  catenary. 

Under  the  head  of  "  Structures  in  Iron,"  it  will  be  shown  how  far 
it  is  useful  in  practice  to  take  into  account  the  peculiarities  of  the 
catenary  of  uniform  strength. 
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129.  Crato  •€ Gr*rttr  •€  a  Flexible  Btractare.    (A.  M.,  176.) — la 

every  case  in  which  a  perfectly  flexible  structure,  such  as  a  cord, 
a  chain,  or  a  funicular  polygon,  is  loaded  with  weights  only,  the 
figure  of  stable  equilibrium  in  the  structure  is  that  which  corres- 
ponds to  the  lowest  possible  position  of  the  centre  of  gravity  of  the 
entire  load.  This  principle  enables  all  problems  respecting  the 
equilibrium  of  vertically  loaded  flexible  structures  to  be  solved  by 
means  of  the  "  Calculus  of  Variations ;"  but  it  has  not  hitherto  been 
much  applied  to  practical  questions. 

130.  Traasfenaatiaa  mt  Frames  aad  Cfaata*    (A.M.,  166.)— The 

principle  explained  in  Article  101,  p.  150,  of  the  transformation 
of  a  set  of  lines  representing  one  balanced  system  of  forces  into 
another  set  of  lines  representing  another  system  of  forces  which  is 
also  balanced,  by  means  of  what  is  called  "  Parallel  Projection," 
being  applied  to  the  theory  of  frames,  takes  the  following 
form  : — 

If  a  frame  whose  lints  of  resistance  constitute  a  given  figure,  be  bal- 
anced under  a  system  of  external  forces  represented  by  a  given  system  of 
Ones,  then  will  a  frame  whose  lines  of  resistance  constitute  a  figure  which 
is  a  parallel  projection  of  the  original  figure,  be  balanced  under  a  system 
of  forces  represented  by  the  corresponding  parallel  projection  of  the  given 
system  of  lines;  and  the  lines  representing  tlte  stresses  along  the  bars  of 
the  new  frame  will  be  the  corresponding  parallel  projections  of  the  lines 
representing  the  stresses  along  the  bars  of  the  original  frame. 

This  theorem  enables  the  conditions  of  equilibrium  of  any  un- 
symmetrical  frame  which  happens  to  be  a  parallel  projection  of  a 
symmetrical  frame,  to  be  deduced  from  the  conditions  of  equili- 
brium of  the  symmetrical  frame. 

The  principle  of  transformation  by  parallel  projection  is  applica- 
ble to  continuously  loaded  chains  as  well  as  to  polygonal  frames. 
For  instance,  the  bridge-chain  with  sloping  rods  of  Article  126, 
p.  191,  might  be  treated  as  a  parallel  projection  of  a  bridge-chain 
with  vertical  rods,  made  by  substituting  oblique  for  rectangular 
co-ordinates. 

The  algebraical  expressions  for  the  alterations  made  by  parallel 
projection  in  the  co-ordinates  of  a  loaded  chain  or  cord,  and  in  the 
forces  applied  to  it,  are  as  follows  : — 

In  the  original  figure,  let  y  be  the  vertical  co-ordinate  of  any 
point,  and  x  the  horizontal  co-ordinate.  Let  P  be  the  vertical  load 
applied  between  any  point  £  of  the  chain  and  its  lowest  point  A ; 

let />  =  -j    be  its  intensity  per  horizontal  unit  of  length ;  let  H  be 

a  OS 

the  horizontal  component  of  the  tension;  let  H  be  the  tension  at 
the  point  B. 

Suppose  that  in  the  transformed  figure,  the  vertical  ordinate  y, 
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and  the  vertical  load  P",  which  is  represented  by  a  vertical  line,  are 
unchanged  in  length  and  direction,  so  that  we  hare 

y=«r=f; (i) 

but  for  each  horizontal  co-ordinate  x,  let  there  be  substituted  a 
horizontal  or  oblique  co-ordinate  of,  inclined  at  the  angle  j  to  the 
horizon  (which  may  be  —  0),  and  altered  in  length  by  the  constant 

ratio  -=a.     Then  for  the  horizontal  tension  II,  there  will  be 

8 

substituted  a  horizontal  or  oblique  tension  IF,  parallel  to  x,  and 
altered  in  the  same  proportion  with  that  co-ordinate;  that  is  to  say, 

x'=ax;  H'  =  aH (2.) 

The  original  tension  at  B  is  the  resultant  of  the  vertical  load  P 
and  the  horizontal  tension  H.  Let  B,  be  its  amount,  and  i  its  in- 
clination to  H;  then 

R  =  */P*+rl*; (3.) 

and  the  ratios  of  those  three  forces  are  expressed  by  the  proportion 
P:H:R::tant:l:seci::smt:co8t;l (4.) 

Let  II'  be  the  amount  of  the  tension  at  the  point  B  in  the  new 
structure,  corresponding  to  B,  and  let  i  be  its  inclination  to  the 
horizontal  or  oblique  co-ordinate  x";  then 

B'=V(P*  +  H*±2FH'sinj) (5.) 

F  :  H' :  K  :  ithf  :oos(»*  =t=j):oMj. (C.) 

The  alternative  signs  ±  are  to  be  used  according  as  t'  and  j 

The  intensity  of  the  load  in  the  transformed  structure  per  unit  of 
length  measured  along  daf,  whether  horizontally  or  obliquely,  is 


..(7.) 


and  if  af  be  oblique,  and  the  intensity  of  the  load  be  estimated  per 
unit  of  luyrizontal  length,  it  becomes 

'""-iis <8> 

131.  The  Tranaf*raed  (-»«■■- it  furnishes  a  good  example  of  the 

transformations  of  chains,  being  derived  by  parallel  projection  from 
the  common  catenary.  It  has  already  been  stated  (see  Article 
128,  equations  1)  that  in  the  common  catenary  the  area  0  A  E  X, 
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fig.  113,  is  proportional  to  the  arc  A  B,  being  equal  to  a  rectangle 
whose  sides  are  respectively  the  modulus  m  =  OA,  and  a  straight 
line  equal  to  the  arc  A  B.  Hence  the  common  catenary  is  the 
curve  of  equilibrium  for  a  chain  supporting  a  load  which,  whether 
arising  from  its  own  weight  alone  or  from  other  weights  also,  is 
proportional  upon  any  given  arc  A  B  of  the 
chain,  to  the  area  enclosed  between  that  arc, 
the  two  ordinates  A  O  and  B  X,  and  the 
directrix  O  X,  which  is  at  the  depth  m  below 
the  vertex ;  the  intensity  of  the  load  at  any 
point  B  being  proportional  to  the  ordinate 
y  =  BX.  This  condition  of  the  chain  may 
be  represented  to  the  mind  by  conceiving  the 
whole  load  to  consist  of  the  weight  of  an  uniformly  thick  sheet  of 
some  uniformly  heavy  substance,  bounded  above  by  the  catenary 
and  below  by  the  straight  line  O  X.  Let  w  denote  the  weight  of 
an  unit  of  area  (say  a  square  foot)  of  that  sheet;  then  in  the  Com- 
mon Catenary 9 

the  horizontal  tension  H^wOA2  =  u»m2; 

t/O  7ft  f  i  —  — \ 

the  intensity  of  theloadat  B==p  =  i0y=— =-  f  em~\-e    ••  J; 

the  load  between  A  and  B  =  P  =  wOAXB=:w|yrfa!   in  \ 

v>rn*  (    *  _  *\  J  *K   } 

the  tension  at  B  =  jP*-\-ll2=:wmy==  -~—  (e~+e~~  »  V 

Now  suppose  a  curve  to  be  made,  such  as  is  represented  by  a  b  in 
fig.  114,  by  preserving  the  horizontal  abscissa  of  each  point  in  the 
chain,  but  altering  its  vertical  ordinate  in  a  constant  ratio;  so 
that 

OA  :Oa::OB:  05;  \ 

or  denoting  0  a  by  y„  and  O  b  by  y'  V (2.) 

m  :y0:  :y  :^;  ) 

Then  the  new  curve,  or  Transformed  Catenary,  a  b,  is  the 
form  of  equilibrium  for  a  chain  so  loaded  that  the  load  on  any  arc 
a  bis  proportional  to  the  area  O  a  b  X,  and  the  intensity  at  the  point 
b  to  the  ordinate  X  b.  In  the  transformed  catenary  all  the  hori- 
zontal forces  remain  the  same  as  in  the  original  catenary;  while  all 
the  vertical  forces  are  altered  in  the  ratio  y9\m\  that  is  to  say, 
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The  horizontal  tension  H'  =  H=wm2j 
the  intensity  of  the  load  at  6 =p'  =  wt/  =  ^H*" +«~  "  ) ; 

the  load  between  a  and  b  =  F  =  to  [t/dx  >  (3.) 

the  tension  at  6  =  ^P^  +  H* 

In  the  course  of  the  application  of  these  principles,  the  following 
problem  may  occur  : — given,  the  directrix  O  X,  the  vertex  a  of the 
chain,  and  a  point  of  support  b;  it  is  required  to  complete  the  figure 
of  the  chain.  For  this  purpose  it  is  necessary  and  sufficient  to  find 
the  modulus  m,  which  is  done  by  means  of  the  following  formula; 
let  y0  =  O  a  be  the  ordinate  at  a,  y  the  ordinate  at  the  point  of 
support,  x  the  horizontal  distance  O  X ;  then, 

m  = — ^ ,    ,„         v    (4.) 


hy*log.(£+v/g-l.) 


The  principal  use  of  the  transformed  catenary  is  as  a  figure  for 
arches.     (See  the  next  Article.) 

132.   Llaear  Arches  ar  Bias    la   general — Their   Traasforatattou. 

(A.  M.f  178.) — Conceive  a  cord  or  chain  to  be  exactly  inverted,  so 
that  the  load  applied  to  it,  unchanged  in  direction,  amount,  and 
distribution,  shall  act  inwards  instead  of  outwards;  suppose,  further, 
that  the  cord  or  chain  is  in  some  manner  stayed  or  stiffened,  so  as 
to  enable  it  to  preserve  its  figure  and  to  resist  a  thrust ;  it  then 
becomes  a  linear  arch  or  equilibrated  rib  ;  and  for  the  pull  at  each 
point  of  the  original  chain  is  now  substituted  an  exactly  equal 
thrust  along  the  rib  at  the  corresponding  point. 

Linear  arches  do  not  actually  exist;  but  the  propositions  respect- 
ing them  are  applicable  to  the  lines  of  resistance  of  real  arches  and 
arched  ribs,  in  a  manner  which  will  be  explained  in  treating  of 
masonry. 

All  the  propositions  and  equations  of  the  preceding  Articles, 
respecting  cords  or  chains,  are  applicable  to  linear  arches,  sub- 
stituting only  a  thrust  for  a  pull,  as  the  stress  along  the  line  of 
resistance. 

The  principles  of  Article  123,  p.  185,  are  applicable  to  linear 
arches  in  general,  with  external  forces  applied  in  any  direction. 

The  principles  of  Articles  124, 125, 128, 130,  and  131,  pp.  187  to 
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20'2,  are  applicable  to  linear  arches  under  vertical  loads ;  and  in 
■ach  arches,  the  quantity  denoted  by  H  in  the  formula  represents  a 
contUmt  thrutt,  in  a  direction  perpendicular  to  that  of  the  load. 

The  form  of  equilibrium  for  a  linear  arch  under  an  uniform  load 
is  &  parabola,  similar  to  that  described  in  Article  125,  p.  188. 

In  the  case  of  a  linear  arch  under  a  vertical  load,  the  word  tn- 
tradot  is  used  to  denote  the  figure  of  the  arch  itself,  and  the  word 
extradot,  to  denote  a  line  traversing  the  upper  ends  of  ordinates, 
diawn  upwards  from  the  intrados,  of  lengths  proportional  to  the 
intensities  of  the  load. 

The  figure  of  equilibrium  for  a  linear  arch  with  a  horizontal 
eztrados  is  either  a  catenary  or  a  transformed  catenary  inverted; 
and  the  equations  of  Article  131  are  applicable  to  the  determination 
of  its  figure  and  of  the  forces  which  act  in  it,  w  being  taken  to 
denote  the  weight  of  so  much  of  the  loading  material  as  is  contained 
in  one  square  foot  of  the  area  between  the  ext nidus  O  X,  fig.  113, 
and  the  intrados  A  B  or  a  6.  This  is  what  is  called  by  moat 
mechanical  writers,  an  "  equilibrated  arch."  • 

The  principles  of  Article  130,  relative  to  the  transformation  of 
cords  and  chains,  are  applicable  also  to  linear  arches  or  ribs.  This 
subject  will  be  further  considered  in  the  sequel. 

133.  circular  Rib  far  Fluid  pihhk  (A.  M.,  179.) — A  linear 
arch,  to  resist  an  uniform  normal  pressure  from  without,  should  be 
circular. 

In  fig.  114,  let  A  B  A  B  be  a  circular  linear  arch,  rib,  or  ring, 


FiE-  lit 

whose  centre  is  0,  pressed  upon  from  without  by  a  normal  pressure 
of  uniform  intensity. 

In  order  that  the  intensity  of  that  pressure  may  be  conveniently 
expressed  in  units  of  force  per  unit  of  area,  conceive  the  ring  in 
question  to  represent  a  vertical  section  of  a  cylindrical  shell,  whose 
length,  in  a  direction  perpendicular  to  the  plane  of  the  figure,  is 
one  foot  Let  p  denote  the  intensity  of  the  external  pressure,  in 
lbs.  on  the  square  foot;  r  the  radius  of  the  ring  in  feet;  T  the 
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thrust  exerted  round  it,  which,  because  its  length  is  one  foot,  is  a 
thrust  in  lbs.  per  foot  of  length  of  the  cylinder ;  then, 

?=P' (I) 

that  is  to  say: — the  thrust  round  a  circular  ring  under  an  uniform 
normal  pressure  is  the  product  of  the  pressure  on  an  unit  of  circum- 
ference by  the  radius. 

The  uniform  normal  pressure  p,  if  not  actually  caused  by  the 
thrust  of  a  fluid,  is  similar  to  fluid  pressure;  and  it  is  equivalent  to 
a  pair  of  conjugate  pressures  in  any  two  directions  at  right  angles 
to  each  other,  of  equal  intensity.  For  example,  let  x  be  vertical,  y 
horizontal,  and  let  p„  p„  be  the  intensities  of  the  vertical  and  hori- 
zontal pressure  respectively;  then 

p.=p,=p; (2) 

and  the  same  is  true  for  any  pair  of  rectangular  pressures;  and  if 
P  be  the  total  vertical  pressure,  and  H  the  total  horizontal  pres- 
sure, exerted  upon  one  quadrant  A  B  of  the  circle,  we  have 

H  =  P  =  T=^r (3.) 

134.    Elliptical  Rib.  for  Uniform  Pnwiw.     (A.  M.,  180.)— If  a 

linear  arch  has  to  sustain  the  pressure  of  a  mass  in  which  the  pair 
of  conjugate  thrusts  at  each  point  are  uniform  in  amount  and  direc- 
tion, but  not  equal  to  each  other,  all  the  forces  acting  parallel  to 
any  given  direction  will  be  altered  from  those  which  act  in  a  fluid 
mass,  by  a  given  constant  ratio ;  so  that  they  may  be  represented 
by  parallel  projections  of  the  lines  which  represent  the  forces  that 
act  in  a  fluid  mass.  Hence  the  figure  of  a  linear  arch,  which  sus- 
tains such  a  system  of  pressures  as  that  now  considered,  must  be  a 
parallel  projection  of  a  circle;  that  is,  an  ellipse.  To  investigate 
the  relations  which  must  exist  amongst  the  dimensions  of  an  elliptic 
linear  arch  under  a  pair  of  conjugate  pressures  of  uniform  intensity, 
let  A'B1  A'B1,  B"  A"  B",  in  lig.  114,  represent  elliptic  ribs,  trans- 
formed from  the  circular  rib  A  B  A  B  by  parallel  projection,  the 
vertical  dimensions  being  unchanged,  and  the  horizontal  dimensions 
either  expanded  (as  B"  B"),  or  contracted  (as  B'  B'),  in  a  given 
uniform  ratio  denoted  by  oj  so  that  r  shall  be  the  vertical  and  c  r 
the  horizontal  semi-axis  of  the  ellipse;  and  if  r.,y,  be  respectively  the 
vertical  and  horizontal  co-ordinates  of  any  point  in  the  circle,  and 
a!,  y",  those  of  the  corresponding  point  in  the  ellipse,  we  shall  have 

J=x;tf  =  cy (1.) 

If  C  C,  D  D,  be  any  pair  of  diameters  of  the  circle  at  right  angles 
to  each  other,  their  projections  will  be  a  pair  of  conjugate  diameters 
of  the  ellipse,  as  C  C,  D'D';  that  is,  diameters  each  of  which  is 
pai?t}]cl  to  a  tangent  at  the  end  of  the  other. 


elliptic  mb, 
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Let  I*  be  the  total  vertical  pressure,  and  H'  the  total  horizontal 
pressure,  on  one  quadrant  of  the  ellipse,  as  A'  F,  or  A"  B" ;  F  is 
also  the  vertical  thrust  on  the  rib  at  F  or  B ",  and  IT  the  hori- 
zontal thrust  at  A'  or  A". 

Then,  by  the  principle  of  transformation, 


F  =  P  =  T=pr;      )  (e). 


or,  the  total  thrusts  are  as  the  axes  to  which  they  are  parallel, 

Further,  let  P"  be  the  total  pressure,  parallel  to  any  semi- 
diameter  of  the  ellipse  (as  O'  D7  or  O"  D")  on  the  quadrant  D'  C  or 
D"  C,  which  force  is  also  the  thrust  of  the  rib  at  C  or  C\  the 
extremity  of  the  diameter  conjugate  to  O'  D'  or  O"  D";  and  let 
(yD'orO'Fr:^  then 


P^s-Ps; pr':. 

r         r 


(3.) 


or,  the  total  thrusts  are  as  the  semidiameters  to  which  they  are  parallel 
Next,  let  p„  pp  be  the  intensities  of  the  conjugate  horizontal  and 
Vertical  pressures  on  the  elliptic  arch;  that  is,  of  the  "principal 
stresses"  (Articles  109,  112.)  Each  of  those  intensities  being  found 
by  dividing  the  corresponding  total  pressure  by  the  area  of  the 
plane  to  which  it  is  normal,  they  are  given  by  the  following  equa- 
tion:— 


P'* 


=-=£•     '  =  -  =  c 
cr       c'     *       r 


.(4.) 


so  that  the  intensities  of  the  principal  pressures  are  as  the  squares  of 
the  axes  of  the  elliptic  rib  to  which  they  are  parallel. 

Hence,  to  adapt  an  elliptic  rib  to  uniform  vertical  and  horizontal 
pressures,  the  ratio  of  the  axes  of  the  rib  must  be  the  square  root  of 
the  ratio  of  the  intensities  of  the  principal  pressures ;  that  is, 


OF 
OA 


V  p'* 


■(«•) 


The  external  pressure  on  any  point  D'  or  D",  of  the  elliptic  rib 
is  directed  towards  the  centre,  O  or  O",  and  its  intensity,  per  unit 
of  area  of  the  plane  to  which  it  is  conjugate  (O'  C'  or  O"  C),  is 
given  by  the  following  equation,  in  which  f  denotes  the  semi- 
diameter  (O  D'  or  O"  D")  parallel  to  the  pressure  in  question,  and 
r"  the  conjugate  semidiameter  (O'  O  or  O"  C) : — 


P  =^r=P-r»m> 


V-) 
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that  is,  the  intensity  of  He  pressure  in  the  direction  of  a  given 
diameter  it  directly  as  that  diameter  and  inversely  as  the  conjugate 
diameter. 

Let  p"  be  the  intensity  of  the  external  pressure  in  the  direction 
of  the  semidiameter  r".     Then  it  is  evident  that 


p'  :p"  :  :r*  :f"j, 


..(7.) 


that  is,  the  intensities  of  a  pair  of  conjugate  pressures  are  to  each  other 
as  the  squares  of  the  conjugate  diameters  of  the  elliptic  rib  to  which 
they  are  respectively  parallel. 

13d.  Di.t.rtrd  Elliptic  aifc.  (A.  M.,  181.) — To  adapt  an  elliptic 
rib  to  the  sustaining  of  the  pressure  of  a  mass  in  which,  while  the 
state  of  stress  is  uniform,  the  pressure  conjugate  to  a  vertical  pres- 
sure is  not  horizontal,  but  inclined  at  a  given  angle  j  to  the 
horizon,  the  figure  of  the  ellipse  must  be  derived  from  that  of  a 
circle  by  the  substitution  of  inclined  for  horizontal  co-ordinates. 

In  fig.  115,  let  B  A  C  be  a  semicircular  arch  on  which  the  ex- 
ternal pressures  are  normal  and  uniform,  and  of  the  intensity  p,  as 
before;  the  radius  being  r,  and  the  thrust  round  the  arch,  and  load 
on  a  quadrant,  being  as  before,  P  =  H  =  T=;>»\  Let  D  be  auy 
point  in  the  circle,  whose  co-ordinates  are  vertical,  O  E  =  x,  hori- 
zontal, E  D  =  y.  Let  B1  A'  C  be  a  semi-elliptic  arch,  in  which  the 
vertical  ordinates  are  the  same  with  those  of  the  circle,  while  for 


Fig.  116. 

each  horizontal  ordinate  is  substituted  an  ordinate  inclined  to  the 
horizon  by  the  constant  angle  j,  and  bearing  to  the  corresponding 


i/T!?=v*t=at;  E7l>=y=tfyj  ^CEEiy=j....  (1.) 

Then  for  the  vertical  semidiameter  of  the  circle  OA  =  r,  will  bo 
substituted  the  equal  vertical  semidiameter  of  the  ellipse  O"  A'  =  r; 
and  for  the  horizontal  semidiameter  of  the  circle  C  B-r,  will 
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be  substituted  the  inclined  semidiameter  of  the  ellipse  O  B'  =  c  r, 
which  is  conjugate  to  the  vertical  semidiameter. 

The  forces  applied  to  the  elliptic  arch  are  to  be  resolved  into 
vertical  and  inclined  components,  parallel  to  O'  A'  and  C  B',  instead 
of  vertical  and  horizontal  components.  Let  P  denote  the  total 
vertical  pressure,  and  H'  the  total  inclined  pressure,  on  either  of 
the  elliptic  quadrants,  CA',  A'K;  H'  is  also  the  inclined  thrust 
of  the  arch  at  A',  and  P  the  vertical  thrust  at  B'  or  C.     Then 

F=P  =  j>r;          )  (2) 

H'  =  cH  =  cP  =  cpr;  J *   ' 

that  is  to  say,  those  forces  are,  as  before,  proportional  to  the 
diameter 8  to  which  they  are  parallel. 

Let  pf*  be  the  intensity  of  the  vertical  pressure  on  the  elliptic 
arch  per  unit  of  area  of  the  inclined  plane  to  which  it  is  conjugate, 
C  K;  let  p'v  be  the  intensity  of  the  inclined  pressure  per  unit  of 
area  of  the  vertical  plane  to  which  it  is  conjugate;  then 

,      P*     p'           H'                       /  p\  /0. 

P'=c~rc  >P'  =  7  =  cp>  C=Vp'J ^  )* 

so  that,  as  before,  the  intensities  of  the  conjugate  pressures  are  as  the 
squares  of  the  diameters  to  which  Uiey  are  parallel. 

The  thrust  of  the  arch  at  any  point  D'  is  as  before,  proportional 
to  the  diameter  conjugate  to  O'  D'. 

It  is  sometimes  convenient  to  express  the  intensity  of  the  verti- 
cal pressure  per  unit  of  area  of  the  horizontal  projection  of  the  space 
over  which  it  is  distributed ;  this  is  given  by  the  equation 

p'a-Becj=:—£ — .; (4.) 

It  is  to  be  borne  in  mind  that  this  is  not  the  pressure  on  unity 
of  area  of  a  horizontal  plane  (which  pressure  is  inversely  as  the 
horizontal  diameter  of  the  ellipse,  and  directly  as  the  diameter  con- 
jugate to  that  diameter,  to  which  latter  diameter  it  is  parallel),  but 
the  pressure  on  that  area  of  a  plane  inclined  at  the  angle  j,  whose 
horizontal  projection  is  unity. 

The  following  geometrical  construction  serves  to  determine  the 
major  and  minor  axes  of  the  ellipse  B'  A'  C 

Draw  (y  a  -L  and  =  O'  A' ;  join  B'  a,  which  bisect  in  m ;  in  B'  a 

produced  both  ways  take  mp  =  m  q  =  0'  m;  join  O'  p,  O'q;  these 
lines,  which  are  perpendicular  to  each  other,  are  the  directions  of 
the  axes  of  the  ellipse,  and  the  lengths  of  those  axes  are  respectively 
equal  to  the  segments  of  the  linep  q,  viz.,  B'p  =  a~q9  Wq  =  a  p. 
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The  following  is  the  algebraical  expression  of  this  solution: — Let 
A  denote  the  major  and  B  the  minor  semi-axis  of  the  ellipse. 
Then 

A-J{  J{l  +  *  +  ic'«*Si+  ^(l  +  ^-Sc-cosj)}; 
B=  J  js/(l+0«  +  2<!-coaj)-N/(l+c«-2c-coBj)}j 

The  angle  z:BO')i,  which  the  nearest  axis  makes  with  the 
diameter  C  B',  is  found  by  the  equation 

"°>-rV(i:^)-V(££>> 

according  as  that  axis  is  the  longer      the  shorter. 

136.    »ib»  tmw  Ibml  PRHn-nydntaUe  Aick     (A.  if.,  182, 

183,  319  4.) — The  condition  of  a  linear  arch  of  any  figure  at  any 
point  where  the  pressure  is  normal,  is  similar  to  that  of  a  circular 
rib  of  the  same  curvature  under  a  pressure  of  the  same  intensity  ; 
and  hence  the  following  principle  : — tlm  thrust  at  any  normally 
pressed  point  of  a  rib  it  the  product  of  the  radius  of  curvature  by  the 
intensity  of  the  pressure;  that  is,  denoting  the  radius  of  curvature 
by  (,  the  normal  pressure  per  unit  of  length  of  curve  by  p,  and  the 
thrust  by  T, 

T=P< fl-> 

It  is  further  evident,  that  if  the  pressure  be  normal  at  every  point 
of  lite  rib,  the  thrust  must  be  constant  at  every  point ;  for  it  can 
vary  only  by  the  application  of  a  tangential  pressure  to  the  arch  ; 
and  the  radius  of  curvature  must  be  inversely  as  the  pressure. 

This  is  the  case  in  the  Hydrostatic  Arch,  which  is  a  linear  arch 
or  rib  suited  for  sustaining  normal  pressure  at  each  point  pro|x>r- 
tional,  like  that  of  a  liquid  in  repose,  to  the  depth  below  a  given 
horizontal  plane. 

The  radius  of  curvature  at  a  given  point  in  the  hydrostatic  arch 
being  inversely  proportional  to  the  intensity  of  the  pressure,  is  also 
inversely  proportional  to  the  depth  below  the  horizontal  plane  at 
which  vertical  ordinates  representing  that  intensity  commence. 

In  fig.  116,  let  Y  O  Y  represent  the  level  surface  from  which  the 
pressure  increases  at  an  uniform  rate  downwards,  so  as  to  be  similar 
to  the  pressure  of  a  liquid  having  its  upper  surface  at  Y  O  Y  Let 
A  be  the  crown  of  the  hydrostatic  arch,  being  tho  point  where  it  is 
nearest  the  level  surface,  and  consequently  horizontal.  Let  co- 
ordinates bo  measured  from  the  point  0  in  the  levi-1  surface,  directly 
shore  the  crown  of  the  arch,  so  that  OX  =  YC  =  x  shall  be  the 
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vertical  ordinate,  and  0  Y=  X  C  =  y  the  horizontal  ordinate,  of  any 
point,  C,  in  the  arch.     Let  O  A,  the  least  depth  of  the  arch  below 


Fig.  11G. 


the  level  surface,  be  denoted  by  x0,  the  radius  of  curvature  at  the 
crown  by  e<>»  *&&  the  radius  of  curvature  at  any  point,  C,  by  ^. 

Let  w  be  the  weight  of  an  unit  of  volume  of  the  liquid,  to  whose 
pressure  the  load  on  the  arch  is  equivalent.  Then  the  intensities  of 
the  external  normal  pressure  at  the  crown  A,  and  at  any  point,  C, 
are  expressed  respectively  by 

p0  =  wx0;  p  =  wx. (2.) 

The  thrust  along  the  rib,  which  is  a  constant  quantity,  is  given  by 
the  equation 

T  —Pq  e0  =  wa'o  e0  =P  e  =■  wx  *; (3.) 

from  which  follows  the  following  geometrical  equation,  being  that 
which  characterizes  the  figure  of  the  arch : — 

a*  =  «0eo- (3.) 

"When  x0  and  e<>  are  given>  *ne  property 
of  having  the  radius  of  curvature  inversely 
proportional  to  the  vertical  ordinate  from 
a  given  horizontal  axis  enables  the  curve 
to  be  drawn  approximately,  by  the  junction 
of  a  number  of  short  circular  arcs,  as  in  fig. 
117;  the  radius  of  each  short  arc  being 
inversely  as  the  mean  depth  of  that  arc 
below  O  Y.  The  curve  is  found  to  present 
some  resemblance  to  a  trochoid  (with  which, 
however,  it  is  by  no  means  identical).  At 
a  certain  point,  B,  it  becomes  vertical, 
beyond  which  it  continues  to  turn,  until 
at  D  it  becomes  horizontal ;  at  this  point 
its  depth  below  the  level  surface  is  greatest, 
and  its  radius  of  curvature  least.  Then 
ascending,  it  forms  a  loop,  crosses  its  former 
course,  and  proceeds  towards  E  to  form  a   second  arch  similar 

p 


Fig.  117. 
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to  B  A  B.  Its  coils,  consisting  of  alternate  arches  and  loops,  all 
similar,  follow  each  other  in  an  endless  series. 

It  is  obvious  that  only  one  coil  or  division  of  this  curve,  viz., 
from  one  of  the  lowest  points,  D,  through  a  vertex,  A,  to  a  second 
point,  1),  is  available  tor  the  figure  of  an  arch;  and  that  the 
portion  BAB,  above  the  points  where  the  curve  is  vertical,  is 
alone  available  for  supporting  a  load. 

Let  xv  yv  be  the  co-ordinates  of  the  point  B.  The  vertical  load 
above  the  semi-arch  A  B  is  represented  by 


pi= »/;■•«»!■■ 


.<*■) 


and  this  being  sustained  by  the  thrust  T  of  the  arch  at  B,  must  be 
equal  to  that  thrust;  whence  follows  the  equation 


*  e  =  «i>  to  =  /„'«"*?•  ■ 
The  vertical  load  above  any  point,  C,  is 


••■(«•> 


■■■(«■) 


i  being  the  inclination  of  the  arch  to  the  horizon. 

The  horizontal  external  pressure  against  the  semi-arch,  from  B  to 
A  is  the  same  with  that  on  a  vertical  plane,  A  F,  immersed  in  a 
liquid  of  the  specific  gravity  w,  with  its  upper  edge  at  the  depth  x0 
below  the  surface  (see  Article  107,  p.  166);  and  it  is  balanced  by  the 
thrust  T  at  the  crown  of  the  arch,  so  that  its  amount  is 


—/>--*?■- 


T=pf. 


..(!.) 


Equation  7  gives  for  the  value  of  the  vertical  tangent  ordinate 
atB, 


c,  =  J*S+2*e,  . 


<*-) 


The  horizontal  external  pressure  between  B  and  any  point,  C,  is 
equal  to  the  pressure  of  a  liquid  of  the  specific  gravity  mouii 
vertical  plane  X  P  with  its  upper  edge  immersed  to  the  depth 

x,  so  that  its  amount  is 

w  f"'p  d  k  -  to  ■  ttj^~    =Tcost. (9.) 

The  varioxa  geometrical  properties  of  the  figure  of  the  hydro- 
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■tatic  arch  expressed  by  the  preceding  equations  are  thus  summed 
up  in  one  formula, — 

t9x  Jo**!/     x\  —  4      *?  —  g*/1AX 

*0f0  =  xp=:  /    xdy  =  — .—s—  =  — 6 —  =  -- .  (10.) 

w  v  J  o  sin*  2  2  cos  t  N     ' 

To  obtain  exact  expressions  for  the  horizontal  co-ordinate  y, 
whose  maximum  value  is  the  half-span  yv  and  also  for  the  lengths 
of  arcs  of  the  curve,  it  is  necessary  to  use  elliptic  functions.  Those 
functions  are  so  little  studied  that  their  use  will  not  be  further 
adverted  to  here.  The  reader  is  therefore  referred,  for  further  infor- 
mation on  that  point,  to  the  papers  of  M.  Yvon-Villarceaux,  in  the 
Memoires  des  Savons  Grangers,  vol.  xii.,  and  in  the  Revue  de 
r Architecture  for  1845,  and  to  A  Manual  of  Applied  Mechanics, 
p.  193. 

For  practical  purposes,  the  following  approximation  is  in  general 
sufficient: — 

Problem. — Given  the  rise  FA  =  o  and  half-span  F  B  =  yv  of 
a  proposed  hydrostatic  arch:  it  is  required  to  find  the  depth  of 
load  x0  at  the  crown,  and  the  radii  of  curvature,  p0f  pv  at  the  crown 
A  and  springing  B,  to  draw  the  arch,  and  to  compute  its  load  and 
thrust. 

A  close  approximation  to  x0  is  given  as  follows : — 


Let  b  =  yx  +  ^;  then 
-  a* 


.(11.) 


10, 


Then  observing  that  x1  =  O  F  =  x0  +  a,  we  find,  from  equation 


as}       ftp , 

fy  =  — s =  a-r 


a2 


ei  = 


2*0 

X\  Xq 

2x* 


2xr 


=  a 


2  (*„+«)"  J 


(12.) 


These  radii  being  known,  the  figure  of  the  arch  can  be  drawn 
approximately  by  small  circular  arcs,  as  in  fig.  117,  already 
described. 

The  load  on  the  half-arch,  and  the  thrust,  which  are  equal  to 
each  other,  are  now  to  be  computed  by  equation  7,  p.  210. 

A  mechanical  mode  of  drawing  a  hydrostatic  arch  is  based  on 
the  fact,  that  its  figure  is  identical  with  one  of  the  "elastic 
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curves"  or  forms  assumed  by  an  uniformly  stiff  spring  when  bent 
(A.  M.,  319a)  , 

The  accuracy  of  figure  and  uniformity  of  stiffness  of  a  spring  are 
to  be  ascertained  by  the  two  following  tests : — 

First,  the  spring  when  unstrained  should  be  exactly  straight : 
Secondly,  when   bent  into  a  hoop  by  pinching   the  two  ends 
together,  it  should  form  an  exact  circle. 

A  spring  A  (fig.  118),  fulfilling  these  conditions,  is  to  have  its 

ends  fixed  to  two  bars  at 
c^  ^e      -       B  and  D,  and   the   other 

ends  of  those  bars,  C  and 
E,  are  to  be  pulled  directly 
asunder.  Then  the  straight 
line  C  E  in  which  the 
forces  so  pulling  the  bars 
are  exerted,  will  represent 


Fig.  118. 


the  upper  surface  of  the  loading  material,  and  the  spring  A  will 
assume  the  figure  of  the  corresponding  hydrostatic  arch.  Any 
proportion  of  rise  to  span  can  be  obtained  by  varying  the  tension 
on  the  ends  of  the  bars,  and  the  proportion  which  their  lengths 
bear  to  the  length  of  the  spring. 

137.    Transformed  Hrdroetatir,  or  Geoatallc  Arch*    (A.  M.,  184.) — 

It  has  been  proposed,  by  this  term,  to  denote  a  linear  arch  of  a 
figure  suited  to  sustain  a  pressure  similar  to  that  of  earth,  which 
(as  will  be  shown  in  the  sequel)  consists,  in  a  given  vertical  plane, 
of  a  pair  of  conjugate  pressures,  one  vertical  and  proportional  to 
the  depth  below  a  given  plane,  horizontal  or  sloping,  and  the  other 
parallel  to  the  horizontal  or  sloping  plane,  and  bearing  to  the 
vertical  pressure  a  certain  constant  ratio,  depending  on  the  nature 
of  the  material,  and  other  circumstances  to  be  explained  in  the 
sequel.  In  what  follows,  the  horizontal  or  sloping  plane  will  l>e 
called  the  conjugate  plane,  and  ordinates  parallel  to  its  line  of 
steepest  declivity,  when  it  slopes,  or  to  any  line  in  it,  when  it  is 
horizontal,  conjugate  ordinates.  The  intensity  of  the  vertical  pres- 
sure will  be  estimated  per  unit  of  area  of  the  conjugate  plane;  and 
the  pressure  parallel  to  the  line  of  steepest  declivity  of  that  plane, 
when  it  slopes,  or  to  any  line  in  it,  when  it  is  horizontal,  will  be 
called  the  conjugate  pressure,  and  its  intensity  will  be  estimated  per 
unit  of  area  of  a  vertical  plane. 

Let  px  denote  the  intensity  of  the  vertical  pressure,  and  p9 
that  of  the  conjugate  pressure,  at  any  given  point.  Construct 
the  figure  of  a  hydrostatic  arch  suited  to  sustain  fluid  pressure 
of  the  intensity  pm.  Then  the  transformed  arch  is  to  be  drawn 
by  preserving  all  the  vertical  co-ordinates  of  the  hydrostatic 
arch,   and  changing  the  horizontal  co-ordinates   into  conjugate 
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co-ordinates,    having    their    lengths    altered    in    the    constant 
ratio. 


(1.) 


exactly  as  in  the  case  of  transforming  a  circular  into  an  elliptic 
rib,  in  Article  134  and  135. 

The  radius  of  curvature  at  the  springing  is  altered  in  the  ratio 

-,  and  that  at  the  crown  in  the  ratio  c2  :  1. 
c 

Let  P,  F,  be  the  total  vertical  loads  on  one-half  of  the  original 
and  transformed  half-arch  respectively ;  II  =  P  and  11' ,  their 
respective  conjugate  thrusts,  of  which  the  former  is  horizontal,  and 
the  latter  may  be  horizontal,  or  inclined  at  the  angle ,;. 

Then  the  bulk  of  the  transformed  arch  with  its  load  is  altered  in 
the  ratio  of  c  cos  j  :1 ;  and  if  the  new  aud  transformed  arches  be 
of  the  same  material,  we  find, 

Frsccosj-P;  H'  =  c  P'  =  c2  cosj  -P.  (2.) 

138.  A  Iiiaear  Arch  or  Bib  of  any  Figure  (A.  M.9  185,  187),  under 
a  Vertical  load  distributed  in  any  manner,  being  given,  it  is  always 
possible  to  determine  a  system  of  horizontal  or  sloping  pressures, 
which,  being  applied  to  that  rib,  will  keep  it  in  equilibrio.  These 
last  may  be  called  the  Conjugate  Pressures. 

The  only  case  which  will  here  bo  given  in  detail  is  that  in 
which  the  conjugate  pressures  are  horizontal,  and  the  load  symme- 
trically distributed  on  each  side  of  the  crown  of  the  arch,  A, 
£g.  119. 

Problem  I. — To  find  the  total  horizontal  pressure  against  the 
rib  below  a  given  point.  The  following  is  the  graphic  solution  of 
this  problem  : — Let  C  be  any  point  in  the  rib. 


Vtt 


o 


r 


xr 


33 

Fig.  119.  Fig.  120. 

In  the  diagram  of  forces,  fig.  1 20,  draw  o  e  parallel  to  a  tangent 
to  the  rib  at  c  Draw  the  vertical  line  o  b  as  a  scale  of  loads,  on 
which  take  o  h  =  P  to  represent  the  vertical  load  supported  on  the. 
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arc  A  C.  Through  h  draw  the  horizontal  line  h  c,  cutting  o  e  in  c; 
then  oc  =  T  will  be  the  thrust  along  the  rib  at  C,  and  h  c  =  H, 
the  horizontal  component  of  that  thrust,  will  be  the  total  horizontal 
pressure  which  must  be  exerted  against  C  B,  the  part  of  the  rib 
below  C. 

This  solution  is  expressed  algebraically  as  follows : — As  the 
origin  of  co-ordinates  in  fig.  119,  take  any  convenient  point  O  in 
the  vertical  line  O  A  traversing  the  crown  of  the  arched  rib ;  let 
O  X  =  Y  C  =  x  and  OY  =  XC  =  ybe  the  co-ordinates  of  the 
point  0 ;  so  that  if  t  is  the  inclination  of  the  arch  at  C  (and  of  the 
line  o  e  in  fig.  120)  to  the  horizon,  dy  +  d  «  =  cotan  i. 

Then, 

H  =  P^  ==P  cotan  t;  T  =  */P2  +  H*  =  P cosec i.  (1.) 

CL  X 

Problem  II. — To  find  the  thrust  at  the  crown  of  the  rib. 

The  preceding  process  fails  to  give  any  result  for  the  crown  of 
the  rib  A;  but  the  principle  of  Article  133,  p.  204,  shows,  that  if 
p0  be  the  value  of  d  P  -f-  d  y,  the  intensity  of  the  load,  at  that 
point,  the  horizontal  thrust  is  * 

To=  Po  Pol (•*•) 

p0  being  the  radius  of  curvature  of  the  rib  at  its  crown. 

Problem  III. — To  find  the  mean  intensity  of  the  horizontal 
pressure  required  in  a  given  layer  of  the  spandril;  that  is,  of  the 
mass  of  material  touching  the  convex  side  of  the  rib.     (Fig.  119.) 

Let  C  (fig.  119)  be  a  point  in  the  arch  a  short  way  below  C, 
whose  co-ordinates  are  x  -{•  d  x,  y  -b  dy,  so  that  d  x  is  the  depth 
of  the  horizontal  layer  CEEC.  In  the  diagram  of  forces  (fig. 
120),  draw  o  </  parallel  to  a  tangent  to  the  rib  at  C;  on  the 
vertical  scale  of  loads  take  oh'  =  P  +  rf  P  to  represent  the 
vertical  load  on  the  arc  A  C;  draw  the  horizontal  line  h!  c'  cutting 
o  d  in  d.  Then  o  t  =  T'  is  the  thrust  along  the  rib  at  C';  and 
hf  c*  =  H',  the  horizontal  component  of  that  thrust,  is  the 
horizontal  pressure  which  must  be  exerted  against  the  part  of  the 
rib  below  0';  so  that 

he  —  AV  =  H  —  H'  =  —  dH, (3.) 

is  the  horizontal  pressure  to  be  exerted  through  the  layer  CEE'O 
and 

*-2~AMS w 

the  intensity  of  that  pressure. 
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The  negative  sign  prefixed  to  d  H  denotes  that  if  H  diminislies 
in  going  downwards,  as  in  the  example  given,  pressure  is  required 
through  the  layer.  Through  those  layers  at  which  H  increases  in 
going  downwards,  either  tension  from  wiilund,  or  pressure  from 
wWUn,  is  required  to  keep  the  rib  in  equilibrio. 

Problem  IY. — To  find  the  greatest  horizontal  thrust,  and  the 
"  point  of  rupture,"  and  "  angle  of  rupture." 

First  Solution. — By  a  graphic  process.  Through  o  in  fig.  120, 
draw  a  number  of  radiating  lines,  such  as  o  c,  o  c,  &c.,  parallel  to 
the  rib  at  various  points,  as  C,  C,  <fcc,  and  find  as  in  Problem  I. 
and  III.,  the  lengths  of  those  lines  so  as  to  represent  the  thrust 
along  the  rib  at  the  several  points  C,  C,  <fec.  The  length  of  the 
horizontal  line  o  a,  representing  the  thrust  at  the  crown,  is  to  be 
calculated  as  in  Problem  II.  Through  the  points  a,  c,  </,  <fee., 
thus  found,  draw  a  curve.  Find  the  point  d  in  that  curve  which 
is  furthest  from  the  scale  of  loads  o  b;  then  the  horizontal  line 
d  k  =  H0  will  represent  the  maximum  horizontal  thrust. 

Join  o  d,  and  find  the  point  D  in  fig.  1 1 9,  at  which  the  rib  is 
parallel  to  o  d;  this  is  the  "  point  of  rupture,"  or  point  at  which 
the  horizontal  thrust  attains  a  maximum;  and  the  " angle  of 
rupture"  is  the  inclination  of  the  rib  at  that  point,  or  ^L  d  o  a  in 
fig.  120,  which  will  be  denoted  in  the  sequel  by  t^ 

The  horizontal  plane  D  F  is  the  upper  boundary  of  that  part  of 
the  spandril  which  exerts  the  maximum  horizontal  pressure  Hq. 

Second  Solution. — By  arithmetical  trials.  Compute,  as  in  Problem 
L,  the  values  of  H  for  some  points  in  the  arch.  Between  the  point 
'which  gives  the  greatest  value  of  H  in  the  first  set  of  trials,  and 
the  two  on  either  side  of  it,  introduce  intermediate  points,  for 
which  compute  the  values  of  H,  and  repeat  the  process  until  the 
point  of  rupture  is  found  with  the  desired  degree  of  exactness. 

Third  Solution. — By  the  differential  calculus  and  the  solution  of 
an  equation.  If  the  relations  between  x,  y,  and  P  can  be  expressed 
by  equations,  make  the  expression  for  the  intensity  of  the  horizontal 
pressure  in  equation  4  equal  to  0;  and  by  solving  the  equation  so 
obtained,  deduce  the  position  of  D  and  the  values  of  i0  and  H^ 
The  equation  to  be  solved  has,  in  most  cases,  two  roots,  one  of 
which  corresponds  to  the  crown  of  the  arch  A,  and  the  other  to 
the  required  point  D ;  but  it  is  easy  to  distinguish  between  them. 
If  there  are  more  than  two  roots,  they  indicate  a  set  of  points 
at  each  of  which  p9  =  0,  and  which  are  alternately  points  of 

{maximum  )  ,     .      .  ,  .,       x  j-  d*  H  .    f  negative ) 

•  •  >  horizontal  thrust,  according  as  — ; — =-  is  i        •*•      >  ; 

minimum  J  '  6       d  x*      \  positive  J  ' 

that  is,  according  a,  *J  is  {gjK}.    Cases  of  this  kind  are 
of  rare  occurrence  in  practice. 
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If  there  is  but  one  root,  it  corresponds  to  the  crown  of  the  rib ;  the 

hydrostatic  arch  (Article  136),  is  an  example  of  this,  in  which  the 
crown  is  the  point  of  greatest  horizontal  thrust.  In  the  Catenary 
(Article  128),  anil  Transformed  Catenary  (Article  131),  and  other 
"  curves  of  equilibrium"  for  vertical  loads  (Article  123),  li  is  con- 
stant, and  p,  i;  0  for  every  point  in  the  rib. 

If  the  rib  rises  vertically  from  its  springing- point,  as  at  B,  the 
whole  of  the  horizontal  pressure  which  sustains  it  is  distributed 
through  the  layers  of  the  spandriL  (The  term  "complete"  has  lately 
been  introduced  to  denote  such  a  rib.)  If  the  arch  rises  obliquely 
from  such  a  springing- point  as  C,  part  at  least  of  its  greatest 
horizontal  thrust  consists  of  the  horizontal  component  of  the 
thrust  along  the  rib  at  that  point.  Such  a  rib  is  said  to  be 
"  segmental." 

Let  ij  denote  the  inclination  to  the  horizon  of  the  rib  at  its 
springing-point,  and  Pj  the  whole  vertical  load  from  the  crown  to 
the  springing-point:  then  the  horizontal  component  in  question  is 
T?L  eotan  it;  so  that  H„  —  Pl  cotan  tj  is  the  part  of  the  greatest 
horizontal  thrust  which  is  distributed  through  the  spandril. 

Problem  V. — To  find  the  position  of  the  resultant  of  the 
maximum  horizontal  thrust. 

From  the  point  of  rupture  D  down  to  the  springing,  conceive  the 
spandril  to  be  divided  into  horizontal  layers.  Let  d  x  denote  the 
depth  of  any  one  of  those  layers ;  p,  the  intensity  of  the  horizontal 
pressure  exerted  by  it  against  the  rib ; 

*,  the  depth  of  its  centre  below  0  Y,  fig.  II!)  ; 
x0,  the  depth  of  the  joint  of  rupture  bolow  O  Y; 
X,,  the  depth  of  the  springing-point  below  O  Y; 

Then,  kb,  the  required  depth  of  the  resultant  below  0  Y,  may 
be  expressed  in  either  of  the  following  forms . — 


/    °a:rfH       \xxp,  dx  +  x,  P,  cotant, 

_   _  J  o  _  J    o      ' '    '  ni 

*H  =       T^~- H„  W 

Example  I. — In  the  Catenary  and  Transformed  Catenary,  and 
other  ribs  equilibrated  under  vertical  loads, 

H0  =  P,  cotan  t, ;  *    =xv  (6.) 

Example  II. — In  &  Semicircular  Rib  oi  the  radius  r  under  uniform, 
normal- pressure  of  tho  intensity  p;  let  the  origin  of  co-ordinates 
he  at  the  crown  of  the  arch. 
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H0=^r;  xa  =  ^ (?•) 

As  to  semi-elliptic  arches  under  conjugate  uniform  pressures,  see 
Article  134,  p.  205. 

Example  III. — In  the  Hydrostatic  Arch,  as  in  fig.  116,  Article 
136,  p.  209,  let  the  origin  of  co-ordinates  be  in  the  extrados 
above  the  crown ;  then 


H 


X\ XT  ~i      X\  X\i  /0» 

=  «*• — o — i  ajH=o,-s -i (3). 


0  ~~ ~         2       ,WH"3    rj-irj 


In  the  transformed  hydrostatic  or  geostatic  arch,  xn  is  the  same 
as  in  the  hydrostatic  arch.  As  to  the  thrust,  see  Article  137, 
p.  213. 

Example  IV. — In  a  Semicircular  Rib  with  a  horizontal  extrados, 
let  r  be  the  radius  of  the  rib ;  let  the  origin  of  co-ordinates  be  at 
the  crown  of  the  arch ;  let  m  r  be  the  height  of  the  extrados  above 
the  crown ;  and  let  w  be  the  weight  of  each  unit  of  vertical  area 
of  the  load. 

The  intensity  of  the  horizontal  pressure  through  a  given  layer 
of  the  spandril  is, 

/     ,                  .      i — cost  sin  i\ 
j>,  =  t*r^l+m-cost 2sin3{-; CM 

The  angle  of  rupture  i0  is  found  by  solving  the  transcendental 
equation, 

p,  =  o, (10.) 

This  is  to  be  done  by  successive  approximations ;  and  as  a  first 
approximation  may  be  taken 

to  =  arc -cos ^ — approximately.  (10  A*) 

The  maximum  thrust  is  given  by  the  formula 

tt            aL    i      v         .        cos2?0       i'0cotani0)     „ .  v 
H0  =  tcr2  j(l  +  m)  cos  i0 j-°  —  ±— 2 — H  ;  (11.) 

and  the  depth  of  its  resultant  below  the  crown  of  the  arch  by  the 

formula 

r*     r^            . 
xtt=  yj-'  /      p,smt(l — cost) di (12.) 

Example  V. — In  a  Circular  Segmental  Rib  with  a  horizontal 
extrados,  let  ^  be  the  inclination  of  the  arch  at  the  springing, 
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(14.) 


and  P1  the  vertical  load  at  the  springing,  and  let  the  rest  of  the 
notation  be  as  in  the  last  example. 

Let  the  angle  of  rupture  be  found  as  before. 

Case  1. — i0  >  or  =  tr     Then 

H0  =  P2  cotan  ^;  xa  =  r  (1  —  cos  tj) (13.) 

Case  2. — i0  <  iL.     Find  H0  and  p9  as  in  Example  IV. ;  then 

xa  z=  „-  <  r2  /  J1  ^  sin  i  (1  —  cos  i)  c?i  +  r  Px  cotan  ^ 

(1  —  cos  ij  j 

Example  VI. — Semi-elliptic  Rib.  with  a  horizontal  extrados. 
Conceive  a  semicircular  rib  whose  radius  is  equal  to  the  rise  of 
the  semi-elliptic  rib,  and  extrados  at  the  same  height  above  the 
crown,  and  find  H0  and  xn  for  the  semicircular  rib  as  in  Example 
IV.  xH  for  the  semi-elliptic  rib  will  be  the  same ;  and  the  thrust 
is  to  be  found  by  the  principle  of  transformation,  as  in  Article 
134,  p.  205. 

The  best  form,  however,  for  oval  complete  ribs  is  that  of  the 
hydrostatic  arch,  which  sufficiently  resembles  the  semi-ellipse  to  be 
substituted  for  it. 

139.  Pointed  Bib. — If  a  linear  arch,  as  in  fig.  121,  consists  of 

two  arcs,  B  C,  C  B,  meeting  in  a  point  at  C,  it  is 
necessary  to  equilibrium  that  there  should  be  con- 
centrated at  the  point  0  a  load  equal  to  that  which 
would  have  been  distributed  over  the  two  arcs 
AC,  C  A,  extending  from  the  point  C  to  the 
respective  crowns,  A,  A,  of  the  curves  of  which 
two  portions  form  the  pointed  arch. 

Under  the  head  of  "  Masonry"  it  will  be  shown  how  and  under 
whaj  circumstances  that  concentration  of  load  becomes  unnecessary 
in  stone  arches. 

140.  stability  of  Block*  (A.M.,  205,  206.)— The  conditions  of 
stability  of  a  single  block  supported  upon  another  body  at  a 
plane  joint  may  be  thus  summed  up : — 

In  fig.  122,  let  A  A  represent  the  upper  block, 
B  B  part  of  the  supporting  body,  e  E  the  joint, 
C  its  centre  of  pressure,  P  C  the  resultant  of 
the  whole  pressure  distributed  over  the  joint, 
N  C,  T  C,  its  components  perpendicular  and 
parallel  to  the  joints  respectively.  Then  the 
"»  conditions  of  stability  are  the  following : — 
Fig.  122.         k   L  In  order  that  the  block  may  not  slide,  the 
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obliquity  of  the  pressure  must  not  exceed  the  angle  of  repose  (see 
Article  110,  p.  171),  that  is  to  say, 


PCN^fl 


(1) 


II.  In  order  that  the  block  may  be  in  no  danger  of  overturning,  the 
ratio  which  the  deviation  of  the  centre  of  pressure  from  the  centre  of 
figure  of  the  joint  bears  to  the  length  of  the  diameter  of  Hve  joint 
traversing  those  two  centres,  must  not  exceed  a  certain  fraction.  The 
value  of  that  fraction  varies,  according  to  circumstances,  which 
will  be  explained  in  treating  of  Masonry,  from  one-eighth  to  three- 
eighths. 

The  first  of  these  conditions  is  called  that  of  stability  of  friction, 
the  second,  that  of  stability  of  position. 

In  a  structure  composed  of  a  series  of  blocks,  or  of  a  series  of 
courses  so  bonded  that  each  may  be  considered  as  one  block,  which 
blocks  or  courses  press  against  each  other 
at  plane  joints,  the  two  conditions  of 
stability  must  be  fulfilled  at  each  joint 

Let  fig,  123  represent  part  of  such  a 
structure,  1.  1,  2,  2,  3,  3,  4,  4,  being 
some  of  its  plane  joints. 

Suppose  the  centre  of  pressure  Cx  of     f^/^ 
the  joint  1,  1,  to  be  known,  and  also  the     l     \k 
amount  and  direction  of  the  pressure,  as     '      » 
indicated  by  the  arrow  traversing  Cr  **£•  123* 

With  that  pressure  combine  the  weight  of  the  block  ],  2,2,  1, 
together  with  any  other  external  force  which  may  act  on  that  block ; 
the  resultant  will  be  the  total  pressure  to  be  resisted  at  the  joint 
2,  2,  which  will  be  given  in  magnitude,  direction,  and  position,  and 
will  intersect  that  joint  in  the  centre  of  pressure  Cg.  By  continu- 
ing this  process  there  are  found  the  centres  of  pressure  C8,  C4,  &c, 
of  any  number  of  successive  joints,  and  the  directions  and  magni- 
tudes of  the  resultant  pressures  acting  at  those  joints. 

The  magnitude  and  position  of  the  resultant  pressure  at  any  joint 
whatsoever,  and  consequently  the  centre  of  pressure  at  that  joint, 
may  also  be  found  simply  by  taking  the  resultant  of  all  the  forces 
which  act  on  one  of  the  parts  into  which  that  joint  divides  the 
structure. 

The  centres  of  pressure  at  the  joints  are  sometimes  called  centres 
of  resistance.  A  line  traversing  all  those  centres  of  resistance,  such 
as  the  dotted  line  R  R,  in  fig.  122,  has  received  from  Mr.  Moseley 
the  name  of  the  "line  of  resistance;"  and  that  author  has  also 
shown  how  in  many  cases  the  equation  which  expresses  the  form  of 
that  line  may  be  determined,  and  applied  to  the  solution  of  useful 
problems. 
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The  straight  lines  representing  the  resultant  pressures  may  be  all 
parallel,  or  may  all  lie  in  the  same  straight  line,  or  may  all  inter- 
sect in  one  point  The  more  common  case,  however,  is  that  in 
which  those  straight  lines  intersect  each  other  in  a  series  of  points, 
so  as  to  form  a  polygon.  A  curve,  such  as  P  P,  in  fig.  95,  touch- 
ing all  the  sides  of  that  polygon,  is  called  by  Mr.  Moseley  the 
"  line  of  pressures" 

The  properties  which  the  line  of  resistance  and  line  of  pressures 
must  have,  in  order  that  the  conditions  of  stability  may  be  fulfilled, 
are  the  following : — 

To  insure  stability  of  position,  the  line  of  resistance  must  not 
deviate  from  the  centre  of  figure  of  any  joint  by  more  than  a  certain 
fraction  of  the  diameter  of  the  joint,  measured  in  tlw  direction  of 
deviation. 

To  insure  stability  of  friction,  Ute  normal  to  each  joint  must  not 
make  an  angle  greater  ilian  the  angle  of  repose  until,  a  tangent  to  the 
line  of  pressures  drawn  through  the  centre  of  resistance  of  iliat 
joint 

The  moment  of  stability  of  a  body  or  structure  supported  at  a 
given  plane  joint  is  the  moment  of  the  couple  of  forces  which  must 
be  applied  in  a  given  vertical  plane  to  that  body  or  structure  in 
addition  to  its  own  weight,  in  order  to  transfer  the  centre  of 
resistance  of  the  joint  to  the  limiting  position  consistent  with 
stability,  and  is  equal  to  the  product  of  the  weight  of  the  body  or 
structure  by  the  horizontal  distance  of  a  vertical  line  traversing  its 
centre  of  gravity  from  the  limiting  position  of  the  centre  of 
resistance  of  the  base  or  supporting  joint.  The  applied  couple 
usually  consists  of  the  thrust  of  a  frame,  or  an  arch,  or  the  pressure 
of  a  fluid,  or  of  a  mass  of  earth,  against  the  structure,  together  with 
the  equal,  opposite,  and  parallel,  but  not  directly  opposed,  resistance 
of  the  joint  to  that  lateral  force. 

141.   TraniforaiatioH  of  Blocktrork  fltractares.    (A.  If.,  208,  209.) 

— If  a  structure  composed  of  blocks  have  stability  of  position  when 
acted  on  by  forces  represented  by  a  given  system  of  lines,  then  will 
a  structure  whose  figure  is  a  parallel  projection  of  the  original 
structure  have  stability  of  position  when  acted  on  by  forces  repre- 
sented by  the  corresponding  parallel  projection  of  the  original 
system  of  lines;  also,  the  centres  of  pressure  in  the  new  structure 
will  be  the  corresponding  projections  of  the  centres  of  pressure  in 
the  original  structure. 

The  question,  whether  the  new  structure  obtained  by  trans- 
formation will  possess  stability  of  friction  is  an  independent 
problem. 

The  application  of  the  principles  of  the  stability  of  blockwork 
structures  wUl  be  illustrated  under  the  head  of  Masonry. 
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Section  V. — Of  the  Strength  of  Materials  in  General. 

142. — Simla,   StreM,   Strength,  Working   Load.      (.4.  J/.,    244.) — 

The  present  section  contains  a  summary  of  the  principles  of  the 
strength  of  materials  so  far  as  they  relate  to  questions  which  arise 
in  designing  structures.  The  rules  are  given  without  demon- 
stration, in  as  small  compass  as  possible,  in  order  to  save  the 
necessity  of  referring,  in  ordinary  cases,  to  more  bulky  treatises ; 
and  are  almost  all  abstracted  and  abridged  from  the  treatise  already 
referred  to  on  Applied  Meclianics,  Part  II.,  Chapter  III. 

The  load,  or  combination  of  external  forces,  which  is  applied  to 
any  piece  in  a  structure  produces  strain,  or  alteration  of  tho 
volumes  and  figures  of  the  whole  piece,  and  of  each  of  its  particles, 
which  is  accompanied  by  stress  amongst  the  particles  of  the  piece, 
being  the  combination  of  forces  which  they  exert  in  resisting  the 
tendency  of  the  load  to  disfigure  and  break  the  piece.  If  the  load 
is  continually  increased,  it  at  length  produces  either  fracture,  or  (if 
the  material  is  very  tough  and  ductile)  such  a  disfigurement  of  the 
piece  as  is  practically  equivalent  to  fracture,  by  rendering  it  useless. 

The   Ultimate  Strength  or  Breaking  Load  of  a   body  is    the   load 

required  to  produce  fracture  in  some  specified  way.  The  i»ro©r 
Strength  or  Proof  Load  is  the  load  required  to  produce  the  greatest 
strain  of  a  sf>ecific  kind  consistent  with  safety;  that  is,  with  the 
retention  of  the  strength  of  the  material  unimpaired.  A  load 
exceeding  the  proof  strength  of  the  body,  although  it  may  not 
produce  instant  fracture,  produces  fracture  eventually  by  long- 
continued  application  and  frequent  repetition.* 

The  Working  Load  on  each  piece  of  a  structure  is  made  less  than 
the  proof  strength  in  a  certain  ratio  determined  by  practical  ex- 
perience, in  order  to  provide  for  unforeseen  contingencies. 

•  A  series  of  experiments  on  the  effect  of  the  frequent  application  and  removal  of 
a  load,  were  made  by  the  Commissioners  on  the  Application  of  Iron  to  Kail  way 
Structures,  the  general  results  of  which  were  as  follows: — 

When  cast  iron  bars  were  exposed  to  successive  transverse  blows,  each  blow 
producing  one-third  of  the  ultimate  deflection  (or  deflection  immediately  before  break- 
ing), they  bore  4,000  puch  blows  without  having  their  strength  impaired ;  but 
when  the  f«>rce  of  each  blow  produced  one-half  of  the  ultimate  deflection,  every 
bar  broke  before  receiving  the  4,000th  blow. 

When  cast  iron  bars  were  exfwsed  to  successive  deflections  by  means  of  a  cam,  of 
one-third  of  the  ultimate  deflection,  they  bore  100,000  such  deflections  without 
having  their  strength  impaired;  but  when  each  deflection  was  one-half  of  the 
ultimate  deflection,  the  bars  broke  with  fewer  than  900  deflections. 

44  In  wrought  iron  bars,  no  perceptible  effect  was  produced  by  10,000  successive 
deflections,  by  means  of  a  revolving  cam,  each  deflection  being  due  to  half  the  weight, 
vliicli,  when  applied  statically,  produced  a  large  permanent  deflection." 

A  new  aciiea  of  experiment*  on  the  effect  of  vibratory  action  and  long-continued 
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Each  solid  has  as  many  different  kinds  of  strength  as  there  are 
different  ways  in  which  it  can  be  strained  or  broken,  as  shown  in 
the  following  classification : — 

Application  of  Load.  Strain.  Fracture. 

t       -i-j-     1  (Extension Tearing. 

Longitudinal ■[  c^^^ ..Crushing. 

|  Distortion Shearing. 

Transverse <  Twisting Wrenching. 

(  Bending Breaking  across. 

143.  A  Factor  of  Safety  (A.M.,  247)  when  not  otherwise  speciBed, 
means  the  ratio  in  which  the  breaking  load  exceeds  the  working 
load. 

In  fixing  factors  of  safety,  a  distinction  is  to  be  drawn  between 
a  dead  load — that  is,  a  load  which  is  put  on  by  imperceptible 
degrees,  and  which  remains  steady,  such  as  the  weight  of  the 
structure  itself,  and  a  live  load — that  is,  a  load  which  is  put  on 
suddenly,  or  accompanied  with  vibration,  such  as  a  swift  train 
travelling  over  a  railway  bridge,  or  a  force  exerted  in  a  moving 
machine. 

Comparing  together  the  experiments  of  Mr.  Fairbairn  and 
of  the  commission  on  the  strength  of  iron,  and  the  rules  followed 
in  the  practice  of  engineers,  the  following  table  gives  a  fair 
summary  of  our  knowledge  respecting  factors  of  safety  : — 

Dead  Load.     Live  Load. 

For  perfect  materials  and  workmanship,  2  4 

For  good  ordinary  materials  and  work- 
manship : — 

in  Metals, 3  6 

in  Timber, 4  to  5  8  to  10 

in  Masonry, 4  8 

changes  of  load  on  wrought  iron  girders,  by  Mr.  Fairbairn,  has  for  some  time  been  in 
progress.  Those  experiments  (so  far  as  they  had  then  been  carried)  were  commu- 
nicated to  the  British  Association  at  Oxford,  in  June,  1860;  and  the  following  is  a 
summary  of  the  results: — 

The  beam  experimented  on  was  a  rivetted  wrought  iron  plate  girder. 

When  the  load  applied  was  about  one-fourth  of  the  breaking  weight,  the  beam 
withstood  596,790  successive  applications  of  it,  without  visible  alteration. 

The  load  was  then  increased  to  two-sevtnths  of  the  breaking  weight,  and  applied 
403,210  times,  when  the  beam  showed  a  slight  increase  of  permanent  set 

The  load  was  further  increased  to  tioo-J[/Vu  of  the  breaking  weight,  when  the  beam 
broke  with  the  5,175th  application. 

The  successive  applications  of  the  load  were  accompanied  with  considerable  strains 
from  vibration  and  impact. 
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When  the  working  load  is  partly  dead  and  partly  live,  multiply 
each  part  of  the  load  by  its  proper  factor  of  safety,  and  add 
together  the  products;  the  sum  will  be  the  ultimate  or  breaking 
load  to  which  the  piece  or  structure  is  to  be  adapted. 

144.  The  Proof  or  Tooting  by  experiment  of  the  strength  of  a 
piece  of  material  is  to  be  conducted  in  two  different  ways,  accord- 
ing to  the  object  in  view. 

L  If  the  piece  is  to  be  afterwards  used,  the  testing  load  must  bo 
so  limited  that  there  shall  be  no  possibility  of  its  impairing  the 
strength  of  the  piece ;  that  is,  it  must  not  exceed  the  proof  strength, 
being  from  one-third  to  one-half  of  the  ultimate  strength.  About 
double  of  the  working  load  is  in  general  sufficient.  Care  should 
be  taken  to  avoid  vibrations  and  shocks  when  the  testing  load  ap- 
proaches near  to  the  proof  strength. 

IL  If  the  piece  is  to  be  sacrificed  for  the  sake  of  ascertaining  the 
strength  of  the  material,  the  load  is  to  be  increased  by  degrees 
until  the  piece  breaks,  care  being  taken,  especially  when  the  break- 
ing point  is  approached,  to  increase  the  load  by  small  quantities  at 
a  time,  so  as  to  get  a  sufficiently  precise  result. 

The  proof  strength  requires  much  more  time  and  trouble  for  its 
determination  than  the  ultimate  strength.  One  mode  of  approxi- 
mating to  the  proof  strength  of  a  piece  is  to  apply  a  moderate  load 
and  remove  it,  apply  the  same  load  again  and  remove  it,  two  or 
three  times  in  succession,  observing  at  each  time  of  application  of 
the  load,  the  strain  or  alteration  of  figure  of  the  piece  when  loaded, 
by  stretching,  compression,  bending,  distortion,  or  twisting,  as  the 
case  may  be.  If  that  alteration  does  not  sensibly  increase  by  re- 
peated applications  of  the  same  load,  the  load  is  within  the  limit 
of  proof  strength.  The  effects  of  a  greater  and  a  greater  load  being 
successively  tested  in  the  same  way,  a  load  will  at  length  be 
reached  whose  successive  applications  produce  increasing  disfigure- 
ments of  the  piece ;  and  this  load  will  be  greater  than  the  proof 
strength,  which  will  lie  between  the  last  load  and  the  last  load  but 
one  in  the  series  of  experiments. 

It  was  formerly  supposed  that  the  production  of  a  set,  that  is,  a 
disfigurement  which  continues  after  the  removal  of  the  load,  was  a 
test  of  the  proof  strength  being  exceeded;  but  Mr.  Hodgkinson 
showed  that  supposition  to  be  erroneous,  by  proving  that  in  most 
materials  a  set  is  produced  by  almost  any  load,  how  small  soever. 

The  strength  of  bars  and  beams  to  resist  breaking  across,  and  of 
axles  to  resist  twisting,  can  be  tested  by  the  application  of  known 
weights  either  directly  or  through  a  lever. 

To  test  the  tenacity  of  rods,  chains,  and  ropes,  and  the  resist- 
ance of  pillars  to  crushing,  more  powerful  and  complex  mechanism 
is  required.     The  apparatus  most  commonly  employed  is  the 
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hydraulic  press.  In  computing  the  stress  which  it  produces,  no 
reliance  ought  to  be  placed  on  the  load  on  the  safety  valve,  or  on 
a  weight  hung  to  the  pump  handle,  as  indicating  the  intensity  of 
the  pressure,  which  should  be  ascertained  by  means  of  Bourdon's 
gauge.  This  remark  applies  also  to  the  proving  of  boilers  by 
water  pressure. 

From  experiments  made  by  Messrs.  More  of  Glasgow,  and  by 
the  Author,  it  appears,  that  in  experiments  on  the  tension  and 
compression  of  bars,  about  one-tenth  should  be  deducted  from  the 
pressure  in  the  hydraulic  press  for  the  friction  of  the  press 
plunger. 

The  measurement  of  tension  and  compression  by  means  of  the 
hydraulic  press  is  but  a  rough  approximation  at  the  best.  It  may 
be  sufficient  for  an  immediate  practical  purpose;  but  for  the  exact 
determination  of  general  laws,  although  the  load  may  be  applied 
at  one  end  of  the  piece  to  be  tested  by  means  of  a  hydraulic  press, 
it  ought  to  be  resisted  and  measured  at  the  other  end  by  means  of 
a  combination  of  levers,  such  as  that  used  at  Woolwich  Dockyard, 
and  described  by  Mr.  Barlow  in  his  work  On  Hie  Strength  of 
Materials. 

145.  Co-efflcienu  or  moduli  of  strength  are  quantities  expressing 
the  intensity  of  the  stress  under  which  a  piece  of  a  given  material 
gives  way  when  strained  in  a  given  manner;  such  intensity  being 
expressed  in  units  of  weight  for  each  unit  of  sectional  area  of  the 
layer  of  particles  at  which  the  body  first  begins  to  yield.  In 
Britain,  the  ordinary  unit  of  intensity  employed  in  expressing  the 
strength  of  materials  is  the  pound  avoirdupois  on  tlte  square  inch. 
As  to  other  units,  see  Article  106,  p.  161. 

Co-efficients  of  strength  are  of  as  many  different  kinds  as  there 
are  different  ways  of  breaking  a  body.  Their  use  will  be  explained 
in  the  sequel.  Tables  of  their  values  are  given  at  the  end  of 
the  volume. 

Co-efficients  of  strength,  when  of  the  same  kind,  may  still  vary 
according  to  the  direction  in  which  the  stress  is  applied  to  the 
body.  Thus  the  tenacity,  or  resistance  to  tearing,  of  most  kinds  of 
wood,  is  much  greater  against  tension  exerted  along  than  across 
the  grain. 

146.  Stiffness  or  Rigidity,  Plinbllity,  their  Moduli  or  Co-efficient*. 

— Rigidity  or  stiffness  is  the  property  which  a  solid  body  possesses, 
of  resisting  forces  tending  to  change  its  figure.  It  may  be  expressed 
as  a  quantity,  called  a  modulus  or  co-efficient  of  stiffness,  by  taking 
the  ratio  of  the  intensity  of  a  given  stress  of  a  given  kind,  to  the 
strain,  or  alteration  of  figure,  with  which  that  stress  is  accom- 
panied : — that  strain  being  expressed  as  a  quantity  by  dividing  the 
alteration  of  some  dimension  of  the  body  by  the  original  length  of 
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that  dimension.  In  most  substances  which  are  used  in  construction, 
the  moduli  of  stiffness,  though  not  exactly  constant,  are  nearly 
constant  for  stresses  not  exceeding  the  proof  strength. 

The  reciprocal  of  a  modulus  of  stiffness  may  be  called  a  "  modulus 
of  pliability/9  that  is  to  say, 

Modulus  of  Stiffness  =  J^^^Stress. 

Strain  7 

Modulus  of  Pliability  =  *— — .7 — ^oi —  • 

J       Intensity  of  Stress 

The  use  of  specific  moduli  of  stiffness  will  bo  explained  in  the 
sequel.  Tables  of  their  values  are  given  at  the  end  of  the 
volume. 

147.  The  Elasticity  of  a  Solid  (A.  M.,  236  to  238,  243,  248  to 
263)  consists  of  stiffness,  or  resistance  to  change  of  figure,  combined 
with  the  power  of  recovering  the  original  figure  when  the  straining 
force  is  withdrawn.  If  that  recovery  is  perfect  and  exact,  the 
body  is  said  to  be  " perfectly  elastic/'  if  there  is  a  "  set"  or 
permanent  change  of  figure,  after  the  removal  of  the  straining 
force,  the  body  is  said  to  be  "  imperfectly  elastic"  The  elasticity  of 
no  solid  substance  is  absolutely  perfect,  but  that  of  many  substances 
is  nearly  perfect  when  the  stress  does  not  exceed  the  proof  strength, 
and  may  be  made  sensibly  perfect  by  restricting  the  stress  within 
small  enough  limits. 

Moduli  or  Co-efficients  of  Elasticity  are  the  values  of  moduli  of 
stiffness  when  the  stress  is  so  limited  that  the  value  of  each  of  those 
moduli  is  sensibly  constant,  and  the  elasticity  of  the  body  sensibly 
perfect.  It  can  be  shown  that  in  a  homogeneous  solid,  there  may 
be  ttoenty-one  independent  co-efficients  of  elasticity,*  which,  in  a 
solid  that  is  equally  elastic  in  all  directions,  are  reduced  to  two — 
viz.,  the  co-efficient  of  direct  elasticity,  or  resistance  to  direct 
lengthening  and  shortening,  and  the  co-efficient  of  resistance  to 
distortion. 

The  General  Problem  oftlie  Internal  Equilibrium  of  an  Elastic 
Solid  is  this : — Given  the  free  form  of  a  solid,  the  values  of  its  co- 
efficients of  elasticity,  the  attractions  acting  on  its  particles,  and 
the  stresses  applied  to  its  surface;  to  find  its  change  of  form,  and 
the  strains  of  all  its  particles.t  This  problem  is  to  be  solved,  in 
general,  by  the  aid  of  an  ideal  division  of  the  solid  into  molecules, 
rectangular  in  their  free  state,  and  referred  to  rectangular  co- 
ordinates.   Some  particular  cases  are  most  readily  solved  by  means 


Phil  Trans.%  185C-7. 
f  See  Laind,  Le$ont  sur  la  ThSorie  Mathtmaiiqut  de  V Elatikiif  dts  Corpt  Solide* 
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of  spherical,  cylindrical,  or  otherwise  curved  co-ordinates.  The 
general  problem  is  of  extreme  complexity,  and  its  complete 
solution  has  not  yet  been  obtained  in  a  practically  available  form; 
but  the  cases  which  occur  in  practice,  and  to  which  the  remainder 
of  this  section  relates,  can  be  solved  with  sufficient  accuracy  by 
comparatively  simple  approximate  methods.  Most  of  those  ap- 
proximate methods  are  analogous  to  the  "  method  of  sections " 
described  in  its  application  to  framework  in  Article  122,  p.  184. 
The  body  under  consideration  is  conceived  to  be  divided  into  two 
parts  by  an  ideal  plane  of  section;  the  external  forces  and  couples 
acting  on  one  of  those  two  parts  are  computed;  and  they  must  be 
equal  and  opposite  to  the  forces  and  couples  resulting  from  the 
entire  stress  at  the  ideal  sectional  plane,  which  is  bo  found.  Then 
as  to  the  distribution  of  that  stress,  direct  and  shearing,  some  law 
is  assumed,  which,  if  not  exactly  true,  is  known  either  by  experi- 
ment or  by  theory,  or  by  both  combined,  to  be  a  sufficiently  close 
approximation  to  the  truth. 

Except  in  a  few  comparatively  simple  cases,  the  strict  method  of 
investigation,  by  means  of  the  equations  of  internal  equilibrium, 
has  hitherto  been  used  only  as  a  means  of  determining  whether  the 
ordinary  approximative  methods  are  sufficiently  close. 

148.  BtaHumtm,  or  flpriitc  (A.  M.,  244),  is  the  quantity  of  me- 
chanical work  required  to  produce  the  proof-stress  on  a  given  piece 
of  material,  and  is  equal  to  the  product  of  the  proof  ttrain,  or 
alteration  of  figure,  into  the  mean  load  which  acts  during  the  pro* 
duction  of  that  strain;  that  is  to  say,  in  general,  very  nearly  one- 
half  of  the  proof  load. 

149.  BcdHUN  *f  Bub  m  MntektM  and  T«ri>(.     (A.  2f.,  265 

to  269.) — The  ultimate  strength  or  breaking  load  of  a  bar  exposed 
to  direct  and  uniform  tension  is  the  product  of  the  area  of  cross- 
section  of  the  bar  into  the  tenacity  of  the  material.  Therefore 
let 

P  denote  the  breaking  load,  in  pounds; 

S  the  area  of  section,  in  square  inches; 

/the  tenacity,  in  pounds  on  the  square  inch;  then 


■•<!•) 


The  elongation  of  the  bar  under  any  load  F  not  exceeding  the 
proof  load  is  found  as  follows : — 

Let  x  denote  Che  original  length  of  the  bar,  a  x  the  elongation, 
and 
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the  proportion  which  that  elongation  bears  to  the  original  length  of 
the  bar,  being  the  numerical  measure  of  the  strain. 

Let  p  =  P  -f-  S  denote  the  intensity  of  the  stress,  and  E,  the 
modulus  of  direct  elasticity,  or  resistance  to  stretching.     Then 

-£ w 

Let/  denote  the  proof  tension  of  the  material,  so  that/*  S  is  the 
proof  load  of  the  bar;  then  the  proof  strain,  or  proportionate 
elongation  under  the  proof  load,  isf-^-K 

The  Besiiieaee  or  Spring  of  the  bar,  or  the  work  performed  in 
stretching  it  to  the  limit  of  proof  strain,  is  computed  as  follows : — 
x  being  the  length,  as  before,  the  elongation  of  the  bar  under  the 
proof  load  iaf'x  +  EL  The  force  which  acts  through  this  space  has 
for  its  least  value  0,  for  its  greatest  value  P  -f  8,  and  for  its  mean 
value  f  S  -f-  2;  so  that  the  work  performed  in  stretching  the  bar  to 
the  proof  strain  is 

2  *  E  ~  E'  2    K  ' 

The  co-efficient  f*  -i-  E,  by  which  one-half  of  the  volume  of  the  bar 
is  multiplied  in  the  above  formula,  is  called  the  Modulus  of 
Resilience. 

A  sudden  pull  of  /'  S  -r-  2,  or  one-half  of  Hie  proof  load,  being 
applied  to  the  bar,  will  produce  the  entire  proof  strain  of  /'  -r-  E, 
which  is  produced  by  the  gradual  application  of  the  proof  load 
itself;  for  the  work  performed  by  the  action  of  the  constant  force 
f'  S  -s-  2,  through  a  given  space,  is  the  same  with  the  work  per- 
formed by  the  action,  through  the  same  space,  of  a  force  increasing 
at  an  uniform  rate  from  0  up  to/'  S.  Hence  a  bar,  to  resist  with 
safety  the  sudden  application  of  a  given  pull,  requires  to  have  twice 
the  strength  that  is  necessary  to  resist  the  gradual  application  and 
steady  action  of  the  same  pull. 

Tables  of  the  tenacity  and  of  the  modulus  of  direct  elasticity  of 
various  substances  are  given  at  the  end  of  the  volume. 

150.   Cylindrical  Boilers  mm*  Pipes.     (A.  M.,  271.) — Let  r  denote 

the  radius  of  a  thin  hollow  cylinder,  such  as  the  shell  of  a  high 
pressure  boiler; 

I  the  thickness  of  the  shell; 

/the  tenacity  of  the  material,  in  pounds  per  square  inch; 

p  the  intensity  of  the  pressure,  in  pounds  per  square  inch,  re- 
quired to  burst  the  shell.  This  ought  to  be  taken  at  six  metis  the 
effective  working  pressure — effective  pressure  meaning  the  excess  of 
the  pressure  from  within  above  the  pressure  from  without,  which 
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last  is  usually  the  atmospheric  pressure,  of  14'7  lbs.  on  the  square 
inch  or  thereabouts. 


.-£, 


•■(!•) 


and  the  proper  proportion  of  thickness  to  radius  is  given  by  the 

formula, — 

M W 


151.  Spktviaii  Shell.,  Buchastheeudsof"egg-ended"cylindrical 
boilers,  the  tops  of  steam  domes,  &c,  are  fioies  ae  strong  as  cylindrical 
shells  of  the  same  radius  and  thickness. 

Suppose  a  shell  of  the  figure  of  a  segment  of  a  sphere  to  have  a 
circular  flange  round  its  base,  through  which  it  is  bolted  to  a  flange 
upon  a  cylindrical  shell,  or  upon  another  spherical  shell. 

Let  r  denote  the  radius  of  the  sphere,  in  inches ; 

y,  the  radius  of  the  circular  base  of  the  segmental  shell,  in 
inches; 

p,  the  bursting  pressure,  in  lbs.  on  the  square  inch ; 
then  the  number  and  dimensions  of  the  bolts  by  which  the  flango 
is  held  should  be  such,  that  the  load  required  to  tear  them  asunder 
all  at  once  shall  be 


S-M16r*j>;.. 


■■00 


and  the  flange  itself  should  require,  in  order  to  crush  it,  the  follow- 
ing thrust  in  the  direction  of  a  tangent  to  it : — 


If  the  segment  is  i 
expression  becomes  = 


;?.W  ■*-<"• P) 

complete  hemisphere,  »*ssf,  and  the  last 


Hallow  Cylinder.  (A.  ST.,  273.) — The  assumption  that 
the  tension  in  &  hollow  cylinder  is  uniformly 
distributed  throughout  the  thickness  of  the  shell 
is  approximately  true  only  when  the  thickness 
is  small  as  compared  with  the  radius. 

Let  R  represent  the  external  and  r  the  in- 
ternal radius  of  a  thick  hollow  cylinder,  such  as 
a  hydraulic  press,  the  tenacity  of  whose  material 
is  /,  and  whose  bursting  pressure  is  p.  Then  wo 
must  have 
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R«  —  r* 


and,  consequently, 


R* +  **-/' 


-Si (1) 


?-v£$* « 


by  means  of  which  formula,  when  r,  /,  and  p,  are  given,  R  may  be 
computed. 

153.  TUck  Hollow  Sphere.  (A.  if.,  275.) — In  this  case,  using  the 
same  symbols  as  in  the  last  Article,  the  following  formulae  give  the 
ratios  of  the  bursting  pressure  to  the  tenacity,  and  of  the  external 
to  the  internal  radius :— 

y_2R3-2r».  ,j. 

/~  w  +  w v  ' 

*=</&%) (2> 

"  154.  lateral  Pliability,  Coble  Compressibility* — When    the    side 

surfaces  of  a  bar  are  free,  the  application  of  tension  to  its  ends 
causes  it  to  contract  in  thickness  as  well  as  to  extend  in  length ; 
and  the  application  of  pressure  to  its  ends  causes  it  to  expand  in 
thickness  as  well  as  to  contract  in  length.  This  property,  which 
may  be  called  "  Lateral  Pliability,"  exists  to  the  greatest  possible 
extent  in  perfect  fluids,  whose  parts  yield  laterally  to  the  slightest 
longitudinal  stress,  and  is  least  in  those  solids  which  are  least 
capable  of  changes  of  figure. 

If  a  solid  bar  has  the  alteration  of  its  transverse  dimensions  pre- 
vented or  resisted  by  any  means,  it  yields  less  longitudinally  to  a 
longitudinal  stress  than  it  does  when  it  is  free  to  yield  laterally ;  in 
other  words,  its  direct  or  longitudinal  stiffness  may  be  increased ; 
and  that  according  to  laws  whose  mathematical  expression  will 
presently  be  given.  Its  strength  is  increased  also;  but  in  what  pro- 
portion is  not  yet  known  precisely. 

Let  p  denote  the  intensity  of  a  longitudinal  stress,  not  exceeding 
the  limit  below  which  moduli  of  stiffness  are  constant;  and  when 
the  bar  is  free  to  alter  its  lateral  dimensions,  let, 

«  ssb  j£  denote  the  fraction  of  its  original  length  by  which  its  length 

is  altered,  and 
fi  =  Sr,  the  fraction  of  its  original  diameter  by  which  its  diameter 

is  altered  in  the  contrary  direction  to  its  length;  then  we  have 

p  =  A«  —  B/3; (1.) 
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A  and  B  being  two  co-efficients  whose  relations  to  E  and  D  are 
expressed  by  the  two  following  pairs  of  equations : — 


A=      E»V=3-=E+  2W 


D2-ED-2E8""       '   D2-ED-2E2' 
E*D  B  E 


B  = 


D*_ED  —  2  E*'  A  ~~  D  —  E ' 


K&) 


E  =  A-A  +  B;D  =  A-2B+   B;E  =  -B~-(3> 

The  co-efficient  A  represents  the  resistance  of  the  bar  to  direct 
elongation  or  compression  when  /8  =  0 ;  that  is,  when  the  transverse 
dimensions  of  the  bar  are  prevented  from  changing.* 

The  resistance  to  alteration  of  volume  bears  the  following  re- 
lations to  the  before-mentioned  co-efficients.  Let  p  denote  the 
uniform  intensity  of  a  pressure  or  tension  applied  all  over  tlie 
surface  of  a  body,  and  &  the  fraction  of  the  original  volume  by 
which  the  volume  is  diminished  or  increased;  then  the  cubic 
elasticity  is 

p  _  A+_2JB  _  3D  — 6E  . 

3"~        3        "~       DE        ; *   ' 

and  the  reciprocal  of  this  Is  the  cubic  compressibility. 

The  values  of  A  and  B  have  been  ascertained  for  a  few  sub- 
stances only.  For  brass  and  crystal,  according  to  M.  Wertheim's 
oxperiments  {Annates  de  Chimie,  third  series,  voL  xxiii.),  tlie 
following  ratios  hold  very  nearly: — 

A-B  =  2;  D-E  =  3;  A-*-E=|;  B-rE  =  -|;...(5.) 
and  consequently,  for  those  substances, 

T=3A==E- («■) 


155.   Hclgbt*  of  Jtffodall   of  StiffiieM  and   Strength. — The    term 

" Height"  as  applied  to  a  given  modulus,  whether  of  stiffness  or 

*  A  b  the  co- efficient  of  elasticity  deduced  from  experiments  on  the  velocity  of 
round  in  a  solid  body  of  large  transverse  dimensions,  by  means  of  the  following 
formula,  in  which  v  is  the  velocity  of  sound  in  feet  per  second,  and  w  the  weight  of 
a  cubic  foot  of  the  body; 

awi    %r 

A  in  lbs.  on  the  square  foot  =  -^ ■■— • 

When  the  transverse  dimensions  of  the  body  are  narrow,  this  formula  gives  results 
IvJug  between  the  value  of  A  and  that  of  & 
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of  strength,  means  the  height  of  an  imaginary  column  of  the  sub- 
stance to  which  the  modulus  belongs,  whose  weight  would  cause  a 
pressure  on  its  base,  equal  in  intensity  to  the  stress  expressed  by 
the  given  modulus.     Hence, 

Height  of  a  modulus  in  feet 

Modulus  in  lbs.  on  the  square  foot 


Heaviness  of  substance  in  lbs.  to  the  cubic  foot 

Modulus  in  lbs.  on  the  square  inch 
Weight  of  12  cubic  inches  of  substance' 

Height  of  a  modulus  in  inches 

Modulus  in  lbs.  on  the  square  inch 
Weight  of  a  cubic  inch  of  substance* 

156.     Besfatance   to   Shearing  and   Distortion.       (A.    M.,    278    to 

281.) — In  structures,  many  cases  occur  in  which  the  principal 
pieces,  such  as  plates,  links,  bars,  or  beams,  being  themselves  sub- 
jected to  a  direct  pull,  are  connected  with  each  other  at  their  joints 
by  fastenings,  such  as  rivets,  bolts,  pins,  keys,  or  screws,  which  are 
under  the  action  of  a  shearing  force,  tending  to  make  them  give 
way  by  the  sliding  of  one  part  over  another. 

The  present  Article  refers  to  those  cases  only  in  which  the  shear- 
ing stress  on  a  body  is  uniform  in  direction  and  in  intensity.  The 
effects  of  shearing  stress  varying  in  intensity  will  be  considered 
under  the  head  of  Resistance  to  Bending,  which  is  in  general 
accompanied  by  such  a  stress;  and  the  effects  of  shearing  stress 
varying  in  direction  as  well  as  in  intensity  under  the  head  of 
Resistance  to  Torsion. 

To  insure  uniform  distribution  of  the  stress,  it  is  necessary  that 
the  rivet  or  other  fastening  should  fit  so  tight  in  its  hole  or  socket, 
that  the  friction  at  its  surface  may  be  at  least  of  equal  intensity  to 
the  shearing  stress.  When  this  condition  is  fulfilled,  the  intensity 
of  that  stress  is  represented  simply  by  F  -^  S,  F  being  the  shearing 
force,  and  S  the  area  which  resists  it. 

In  consequence  of  the  relation  between  shearing  stress  and  direct 
stress,  stated  in  Article  108,  Division  II.,  p.  167,  it  appears  that  a 
body  may  give  way  to  a  shearing  stress  either  by  actual  shearing, 
at  a  plane  ]>arallel  to  the  direction  of  the  shearing  force,  or  by  tear- 
ing in  a  direction  making  an  angle  of  45°  with  that  force. 

W  hen  a  shearing  stress  does  not  exceed  the  limit  within  which 
moduli  of  stiffness  are  sensibly  constant,  it  produces  distortion  of  the 
body  on  which  it  acts.  Let  q  denote  the  intensity  of  a  shearing 
stress  applied  to  the  four  lateral  faces  of  an  originally  square       { 
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prismatic  particle,  so  as  to  distort  it;  and  let  »  be  the  distortion, 
expressed  by  the  tangent  oftfie  difference  between  each  of  the  distorted 
angles  of  Hue  prism  and  a  right  angle;  then 

*  =  o, (1.) 

is  the  modulus  of  transverse  elasticity,  or  resistance  to  distortion. 

One  mode  of  expressing  the  distortion  of  an  originally  square 
prism  is -as  follows: — Let  *  denote  the  proportionate  elongation  of 
one  of  the  diagonals  of  its  end,  /3  the  proportionate  shortening  of 
the*other;  then  the  distortion  is 

ir  =  *  +  /S. 

The  co-efficient  C  is  necessarily  related  to  those  mentioned  in 
Article  154,  pp.  229,  230,  in  the  following  manner: — 

p'__A-B            ED  m 

^"~       2       ~2(D  +  E) K) 

For  brass  and  crystal,  according  to  M.  Wertheim's  experiments, 
we  have 

o-A-B-3E-D  m 

The  co-efficient  C  expresses  the  quality  of  rigidity,  or  resistance 
to  change  of  figure,  which  distinguishes  solids  from  fluids. 

In  a  perfect  fluid,  the  following  relations  hold : — 

C  =  0;  E  =  0;  D  =  0;  } 

A  =  B  =~  (the  cubic  elasticity),  f  *  "' 

The  general  effect  of  heat  on  solid  bodies  is  to  diminish  C  and 
increase  p  + 1. 

157.   Resistance   to   Compression   and   Direct   Crashing*      {A.  M.y 

282  to  286.) — Resistance  to  Longitudinal  Compression,  when  the 
proof  stress  is  not  exceeded,  is  sensibly  equal  to  the  resistance  to 
stretching,  and  is  expressed  by  the  same  modulus.  When  that 
limit  is  exceeded,  it  becomes  irregular. 

Crushing,  or  breaking  by  compression,  is  not  a  simple  phenomenon 
like  tearing,  but  is  more  or  less  complex  and  varied,  according  to 
the  nature  of  the  substance. 

The  present  Article  has  reference  to  direct  crushing  only,  and  is 
limited  to  those  cases  in  which  the  pillars,  blocks,  struts,  or  rods, 
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along  which  the  pressure  acts  are  not  so  long  in  proportion  to  their 
diameter  as  to  have  a  sensible  tendency  to  give  way  by  bending 
sideways.     Those  cases  comprehend — 

Stone  and  brick  pillars  and  blocks  of  ordinary  proportions ; 

Pillars,  rods,  and  struts  of  cast  iron,  in  which  the  length  is  not 
more  than  five  times  the  diameter,  approximately; 

Pillars,  rods,  and  struts  of  wrought  iron,  in  which  the  length  is 
uot  more  than  ten  times  the  diameter,  approximately ; 

Pillars,  rods,  and  struts  of  diy  timber,  in  which  the  length  is  not 
more  than  about  twenty  times  the  diameter. 

Let  P  denote  the  crushing  load  of  the  piece ; 

S  the  area  of  its  transverse  section  in  square  inches ; 
f  the  resistance  of  the  material  to  crushing,  in  lbs.  on  the  square 
inch ;  then  if  tfie  load  is  uniformly  distributed, 

P=/S (1.) 

A  table  of  the  resistance  of  materials  to  direct  crushing,  in  lbs. 
on  the  square  inch,  is  given  at  the  end  of  the  volume. 

If  the  load  is  not  uniformly  distributed  over  the  transverse 
section  of  the  pillar,  the  strength  of  the  pillar  is  diminished  in  the 
same  ratio  in  which  the  mean  intensity  of  the  stress  is  less  than 
the  maximum  intensity.  To  find  that  ratio,  it  is  sufficiently  near 
the  truth  for  practical  purposes  to  consider  the  stress  as  "  uniformly 
varying."  (See  Article  106,  Division  II.,  p.  1G3,  equations  5,  6,  7.) 
Suppose  the  pillar  to  be  cylindrical,  square,  or  of  a  regular  poly- 
gonal figure  in  cross-section.  Let  x0  be  the  greatest  deviation  of 
the  centre  of  pressure  from  the  centre  of  figure  in  any  cross- 
section;  that  ip,  the  greatest  deviation  of  the  line  of  action  of 
the  load  from  the  axis  of  the  pillar. 

Let  xl  be  the  distance  of  the  point  of  greatest  stress  from  the 
axis  of  the  pillar;  that  is,  the  semidiameter  of  the  pillar  in  the 
direction  in  which  the  load  deviates  from  the  axis. 


n 


Let  I  =  I  a?ydx  denote  what  is  called  the  " moment  of  inertia 

of  the  cross-section  of  the  pillar. 
Then  the  crushing  load  is, 

p=— 4nn- <2> 

1  -4-      0     1 

X    S 

The  following  are  some  of  the  values  of  -*  —  in  the  preceding 

formula :  the  "  neutral  axis"  meaning  the  diameter  to  which  the 
deviation  x0  is  perpendicular. 
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Figubb  of  Cross- Section.  -t— . 

L  Kectangle,  Kb;  b,  neutral  axis,  1  6 

JL  Square,**, \  A1 

IIT.  Ellipse:  neutral  axis,  6;  other  axis,  A;)      8 

IT.  Circle:  diameter,  A, j     K 

V.   Hollowrectangle:  outsidodimcnsioD3,/(,?i;)   Gh{hb  —  Kb1) 
inside  dimensions,  h',  b' ;  neutral  axis,  br)      A8  b  —  N*  b' 

VL  Hollow  square,  K*  —  IP, j— . 

VIL  Circular  rinir:  diameter,  outside.  A;  inside,  A'.     -,.,■-:■  ,,> 

It  is  often  advisable,  especially  in  masonry,  so  to  limit  the 
deviation  of  the  centre  of  pressure  from  the  axis  of  the  pillar,  that 
there  shall  be  no  tension  on  any  part  of  it.  This  condition  is 
fulfilled  when  the  least  pressure  is  positive,  or  nothing,  and  the 
"itest  stress  not  more  than  double  of  the  mean  stress,  so  that 
i/S-§-2;  and  consequently,  when 


xL  b' 


..(3.) 


have 


the  reciprocal  of  the  quantity  of  whose    values  examples 
just  been  given. 

The  modulus  of  resistance  to  direct  crashing,  as  the  tables  show, 
often  differs  considerably  from  the  tenacity.  The  nature  and 
amount  of  those  differences  depend  mainly  on  the  modes  in  which 
the  crushing  takes  place.      These  may  be  classed  as  follows : — 

I.  CrusKing  by  splitting  (fig.  121),  into  a  number  of  nearly 
prismatic  fragments,  separated  by  smooth  surfaces  whose  general 
direction  is  nearly  parallel  to  the  direction  of  the  load,  is  character- 
istic of  hard  homogeneous  substances  of  a  glassy  texture,  such  as 
vitrified  bricks. 


Fig.  125.  Fig.  12C.  Fig.  127.  Jiff  138. 

II.  Crushing  by  slisaring  or  sliding  of  portions  of  the  block  along 
oblique  surfaces  of  separation  is  characteristic  of  substances  of  a 
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granular  texture,  like  cast  iron,  and  most  kinds  of  stone  and  brick. 
Sometimes  the  sliding  take?  place  at  a  single  plane  surface,  like 
AB  in  fig.  126;  sometimes  two  cones  or  pyramids  are  formed,  like 
c,  c,  in  fig.  1 27,  which  are  forced  towards  each  other,  and  split  or 
drive  outwards  a  number  of  wedges  surrounding  them,  like  w,  to,  in 
the  same  figure.  Sometimes  the  block  splits  into  four  wedges,  as 
in  fig.  128. 

The  surfaces  of  shearing  make  an  angle  with  the  direction  of  the 
crushing  force,  which  Mr.  Hodgkinson  (who  first  fully  investigated 
those  phenomena)  found  to  have  values  depending  on  the  kind  and 
quality  of  material.  For  different  qualities  of  cast  iron,  for  example, 
that  angle  ranges  from  42°  to  32°.  The  greatest  intensity  of  shear- 
ing stress  is  on  a  plane  making  an  angle  of  45°  with  the  direction  of 
the  crushing  force;  and  the  deviation  of  the  plane  of  sheaving  from 
that  angle  shows  that  the  resistance  to  shearing  is  not  purely  a 
cohesive  force,  independent  of  the  normal  pressure  at  the  plane  of 
shearing,  but  consists  partly  of  a  force  analogous  to  friction, 
increasing  with  the  intensity  of  the  normal  pressure. 

Mr.  Hodgkinson  considers  that  in  order  to  determine  the  true 
resistance  of  substances  to  direct  crushing,  experiments  should  be 
made  on  blocks  in  which  the  proportion  of  length  to  diameter  is  not 
less  than  that  of  3  to  2,  in  order  that  the  material  may  be  free  to 
divide  itself  by  shearing.  When  a  block  which  is  shorter  in  pro- 
portion to  its  diameter  is  crushed,  the  friction  of  the  flat  surfaces 
between  which  it  is  crushed  has  a  perceptible  effect  in  folding 
its  parts  together,  so  as  to  resist  their  separation  by  shearing ;  and 
thus  the  apparent  strength  of  the  substance  is  increased  beyond  its 
real  strength. 

In  all  substances  which  are  crushed  by  splitting  and  by  shearing, 
the  resistance  to  crushing  considerably  exceeds  the  tenacity,  as  the 
tables  show.  The  resistance  of  cast  iron  to  crushing,  for  example, 
was  found  by  Mr.  Hodgkinson  to  be  somewhat  more  than  six  times 
its  tenacity. 

III.  Crushing  by  bulging,  or  lateral  swelling  and  spreading  of 
the  block  which  is  crushed,  is  characteristic  of  ductile  and  tough 
materials,  such  as  wrought  iron.  Owing  to  the  gradual  manner  in 
which  materials  of  this  nature  give  way  to  a  crushing  force,  it  is 
difficult  to  determine  their  resistance  to  that  force  exactly.  That 
resistance  is  in  general  less,  and  sometimes  considerably  less,  than 
the  tenacity.  In  wrought  iron,  the  resistance  to  the  direct  crush- 
ing of  short  blocks,  as  nearly  as  it  can  be  ascertained,  is  from 

2       4 

-  to  =  of  the  tenacity. 

o         O 

IV.  Crushing  by  buckling  or  crippling  is  characteristic  of  fibrous 
substances,  under  the  action  of  a  thrust  along  the  fibres.    It  cousiata 
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in  a  lateral  beading  and  wrinkling  of  the  fibres,  sometimes  accom- 
panied by  a  splitting  of  them  asunder.  It  takes  place  in  timber,  in 
plates  of  wrought  iron,  and  in  bars  longer  than  those  which  give 
way  by  bulging.  The  .resistance  of  fibrous  substances  to  crushing 
is  in  general  considerably  less  than  their  tenacity,  especially  where 
the  lateral  adhesion  of  the  fibres  to  each  other  is  weak  compared 
with  their  tenacity.     The  resistance  of  most  kinds  of  timber  to 

crushing,  when  dry,  is  from  „  to  ^  of  the  tenacity.    Moisture  in  the 

timber  weakens  the  lateral  adhesion  of  the  fibres,  and  reduces  the 
resistance  to  crushing  to  about  one-half  of  its  amount  in  the  dry 

158.  CraaMag  br  Cr»—  tw>Wi|  is  the  mode  of  fracture  of  columns 
and  struts  in  which  the  length  greatly  exceeds  the  diameter.  Under 
the  breaking  load,  they  yield  sideways,  and  are  broken  across  like 
beams  under  a  transverse  load. 

The  laws  of  this  mode  of  breaking  were  investigated  experimen- 
tally by  Mr.  Hodgkinson.  The  following  axe  his  formulas  for  cast 
iron  cylindrical  pillars: — 

When  the  length  is  not  less  than  thirty  times  the  diameter;  for 
solid  pillars,  let  A  be  the  diameter  in  incites,  L  the  length  in  feet, 
and  A  a  constant  multiplier;  then 

Breaking  load  =  A  7*SB-^L"; (1.) 

for  hollow  pillars,  let  A  be  the  external  and  A'  the  internal  diameter, 
in  inches;  then 

Breaking  load  as  A  (4»  —  h**)  +  L". (2.) 

The  values  of  the  co-efficient  A  are  as  follows : —  Ton* 

for  solid  pillars  with  rounded  ends, *4'9 

„         „         „      fixed  ends, 44-I°" 

for  hollow  pillars  with  rounded  ends, 130 

„         „         „      fixed  ends, 44'3- 

The  strength  of  a  pillar  with  one  end  fixed  and  the  other 
rounded,  is  nearly  a  mean  between  the  strength  of  two  pillars  of  the 
same  dimensions,  one  with  both  ends  fixed,  and  the  other  with 
both  ends  rounded. 

When  the  length  is  less  than  thirty  times  the  diameter;  let  6 
denote  the  breaking  load  of  the  pillar,  computed  by  the  preceding 
formula" : — 

Let  c  be  the  crushing  load  of  a  short  block  of  the  same  sectional 
area,  =  49  tons  x  sectional  area  in  square  inches;  then 
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Actual  breaking  load  of  pillar  =  x)T4^P (**') 

The  following  are  formulae  deduced  by  Mr.  Lewis  Gordon  from 
Mr.  Hodgkinson  s  experiments : — 

Let  P  be  the  crushing  load  of  a  long  rod  or  pillar,  in  lbs. ; 
S  the  sectional  area  of  material  in  it,  in  square  inches ; 

ft,  ito  Xftxteraal  diameter,  }  ha&  in  the  "une  unite  of  mea8ure- 
Then,  approximately — 

P=-^ (40 

The  following  are  the  values  of /and  a,  for  pillars  fixed  at  both 
ends,  by  having  flat  capitals  and  bases : — 

f,  lbs.  per  inch.  a. 

Wrought  iron  (rectangular  struts); 36,000.... 


Cast  iron  (cylindrical  pillars); 80,000. 

Timber  (rectangular  pillars); 7,200. 

For  a  pillar  rounded  or  jointed  at  both  ends, 


3,000 

1 

400 

1 
250 


P=-^ (5.) 

In  using  the  formulae,  the  ratio  -7-  is  generally  fixed  beforehand, 

to  a  degree  of  approximation  sufficient  for  the  purposes  of  the  cal- 
culation. 

In  wrought  iron  framework  and  machinery,  the  bars  which  act 
as  struts,  in  order  that  they  may  have  sufficient  stiffness,  are  made 
of  various  forms  in  cross-section,  well  known  as  "angle  iron," 
"  channel  iron,"  "  T-iron,w  "  double  T-iron,"  <fcc.  As  to  the  quantity 
to  be  put  instead  of  h  in  such  cases,  see  Article  366,  page  522. 

Wrought  iron  cells  are  rectangular  tubes  (generally  square) 
usually  composed  of  four  plate  iron  sides,  rivetted  to  angle  iron 
bars  -at  the  corners.  The  ultimate  resistance  of  a  single  square  cell 
to  crashing  by  the  buckling  or  bending  of  its  sides,  when  the  thick- 
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ness  of  the  plates  is  not  less  than  owe-tliirtieth  of  the  diameter  of  Ota 
cell,  as  determined  by  Mr.  Fairbairn  and  Mr.  Hodgkinson,  is 

27,000  lbs.  per  square  inch  section  of  iron ; 

but  when  a  number  of  cells  exist  aide  by  side,  their  stifihesa  is 
increased,  and  their  ultimate  resistance  to  a  thrust  may  be  taken  at 

33,000  to  36,000  lbs.  per  square  inch  section  of  iron. 

The  latter  co-efficients  apply  also  to  cylindrical  cells. 

The  following  is  Mr.  Hodgkinson' s  formula  for  the  breaking  load 
of  posts  and  struts  of  oak  and  red  pine,  when  exposed  to  crushing 
by  cross  breaking ; — 

P=a"8; (0.) 

8  being  the  sectional  area  in  square  inches,  k:l  the  ratio  of  the 
least  diameter  to  the  length,  and  A  =  3,000,000  lbs.  per  square 
inch. 

The  ./actor  oftofety  for  the  working  load  of  timber  is  10. 

For  square  posts  and  struts,  the  formula  becomes 

A* 

P=A? ('■) 

If  the  strength  of  a  timber  post  be  computed  both  by  this  formula 
and  by  the  formula  for  direct  crushing,  viz. : — 

P=/a (&) 

the  lesser  value  should  be  adopted  as  the  true  strength. 

1.59.  BnMam  )•  CaiimpatHs;. — When  a  thin  hollow  cylinder  is 
pressed  from  without,  it  gives  way  by  collapsing,  under  a  pressure 
whose  intensity  has  been  found  by  Mr.  Fairbairn  {Philos.  Trans., 
1858)*  to  vary  nearly  according  to  the  following  laws : — 

Inversely  as  the  length; 

Inversely  as  the  diameter; 

Directly  as  a  function  of  the  thickness,  which  is  very  nearly  the 
power  whose  index  is  2*19 ;  but  which  for  ordinary  practical  pur- 
poses may  be  treated  as  sensibly  equal  to  the  square  of  the  thick- 

The  following  formula  gives  approximately  the  collapsing  pressure 
p,  in  lbs.  on  the  square  inch,  of  a  plate  iron  flue  with  butt-joints, 

"  See  h1»  Ui'ftd  In/bimalionfw  £njrin«rl,  Kcond  serial,  1SS0. 
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whose  length  I,  diameter  cl>  and  thickness  t,  are  all  expressed  in  tlie 
same  units  of  measure : — 

p  =  9,672,000^ (1.) 

Let  t  and  d  be  expressed  in  inches,  and  let  L  be  the  length  in 
feet;  the  above  formula  becomes 

p  =  806,000  j^ (2.) 

Mr.  Fairbairn  having  strengthened  tubes  by  rivetting  round 
them  rings  of  T-iron,  or  angle  iron,  at  equal  distances  apart,  finds 
that  their  strength  is  that  corresponding  to  the  length  from  ring  to 
ring. 

Mr.  Fairbairn  finds  that  the  collapsing  pressure  of  a  tube  of  an 
elliptic  form  of  cross-section  is  found  approximately  by  substituting 
for  d,  in  the  preceding  formulae,  the  diameter  of  the  osculating 
circle  at  the  flattest  part  of  the  ellipse;  that  is,  let  a  be  the  greater, 
and  b  the  less  semi-axis  of  the  ellipse;  then  we  are  to  make 

<*  =  -£- (3.) 

160.   Action  «fa  Trnnsrerae  Load  «n  a  Brnm.      (A.  3/.,  288.) — > 

It  has  already  been  shown,  in  Article  112,  p.  174,  how  to  determine 
the  proportions  between  the  resultant  of  the  gross  load  of  a  beam 
and  the  two  forces  which  support  it.  In  the  present  Article  those 
cases  alone  will  be  considered  in  which  the  loading  and  supporting 
forces  are  parallel  to  each  other,  and  in  one  plane. 

In  Article  122,  p.  184,  it  has  been  shown  how  to  determine  the 
resistances  exerted  by  the  pieces  of  a  frame  which  are  cut  by  an 
ideal  sectional  plane,  in  terms  of  the  forces  and  couples  which  act 
on  one  of  the  portions  into  which  that  plane  of  section  divides  the 
frame. 

The  method  followed  in  determining  the  effect  of  a  transverse 
load  on  a  continuous  beam  is  similar;  except  that  the  resistance  at 
the  plane  section,  which  is  to  be  determined,  does  not  consist  of  a 
finite  number  of  forces  acting  along  the  axes  of  certain  bars,  but  of 
a  distributed  stress,  acting  with  various  intensities,  and,  it  may 
be,  in  various  directions,  at  different  points  of  the  section  of  tbe 
beam. 

In  what  follows,  the  load  of  the  beam  will  be  conceived  to  con- 
sist of  weights  acting  vertically  downwards,  and  the  supporting 
forces  will  also  be  conceived  to  be  vertical  The  longitudinal  axis 
of  the  beam  being  perpendicular  to  the  applied  forces,  will  accord- 
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ingly  be  horizontal.  The  conclusions  arrived  at  are  applicable 
to  cases  in  which  the  axis  of  the  beam  and  the  direction  of  the 
applied  forces  are  inclined,  so  long  as  they  ore  perpendicular  to 
each  other. 

Let  any  point  in  the  longitudinal  axis  be  taken  as  the  origin  of 
coordinates;  and  at  a  given  horizontal  distance  x'  from  that 
origin,  conceive  a  vertical  section  perpendicular  to  the  longitudinal 
axis  to  divide  the  beam  into  two  parts. 

Let  F  denote  the  resultant  of  all  the  vertical  forces,  whether 
loading  or  supporting,  which  act  on  the  part  of  the  beam  to  the 
left  of  the  vertical  plane  of  section,  and  let  »"  be  the  horizontal 
distance  of  the  lice  of  action  of  that  resultant  from  the  origin. 

If  the  beam  is  strong  enough  to  sustain  the  forces  applied  to  it, 
there  will  be  a  sltearing  stress  equal  and  opposite  to  F,  distributed 
(in  what  manner  will  afterwards  appear)  over  the  given  vertical 
section;  and  that  shearing  stress,  or  vertical  resistance,  will  con- 
stitute, along  with  the  resultant  applied  force  F,  a  couple  whose 
moment  is 

M  =  F(*"-aO  (1.) 

Thin  is  called  the  bending  moment  or  moment  of  flexure  of  the  beam 
at  the  vertical  section  in  question;  it  is  resisted  by  the  direct  stress 
at  that  section,  in  a  manner  to  be  explained  in  the  sequel ;  and  it 
tends  to  make  the  originally  straight  longitudinal  axis  of  the  beam 
become  concave  in  the  direction  towards  which  the  resultant 
applied  force  F  acta. 

The  mathematical  process  for  finding  F  and  M  at  any  given 
cross-section  of  a  beam,  though  always  the  same  in  principle,  may 
be  varied  considerably  in  detail.  The  following  is  on  the  whole 
the  most  convenient  way  of  conducting  it 


Fig. laD-  %■  13"- 

Fig.  129  represents  a  beam  supported  at  both  ends,  and  loaded 
between  them.  Fig.  130  represents  a  beam  supported  and  fixed  at 
one  end,  and  loaded  on  a  projecting  portion.     P„  Pj,  represent  in 
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each  case  the  supporting  forces;  in  fig.  129,  W1(  Wv  Ws,  it, 
represent  portions  of  the  load;  in  fig.  130,  W0  represents  the  end- 
most  portion  of  the  toad,  and  W„  Wg,  Wj,  other  portions ;  in  both 
figures,  Ax,,  4rB  &xs,  (fee,  denote  the  lengths  of  the  parts  into 
which  the  lines  of  action  of  the  portions  of  the  load  divide  the 
horizontal  axis  of  the  beam. 

The  figures  represent  the  load  as  applied  at  detached  points; 
but  when  it  is  continuously  distributed,  the  length  of  any  in- 
definitely short  portion  of  the  beam  will  he  denoted  by  d  x,  the 
intensity  of  the  load  upon  it  per  unit  of  length  by  w,  and  the 
amount  of  the  load  upon  it  by  w  d  x. 

The  process  to  be  gone  through  will  then  consist  of  the  following 

Step  I.  To  find  tie  Supporting  Forces. — Assume  any  convenient 
point  in  the  horizontal  axis  as  origin  of  co-ordinates,  and  find  the 
distance  x0  of  the  resultant  of  the  load  from  it,  by  the  method  of 
Article  97,  Division  VIII ,  p.  143,  for  forces  acting  through 
detached  points,  and  by  the  method  of  Article  104,  Division  v., 
p.  153,  for  a  continuously  distributed  load;  that  is  to  say, 

'o=    2-W'W 

_Jxv>dx        I  (2.) 


Then,  as  in  Article  112,  p.  174,  find  the  two  supporting  forces, 
P,  and  Pjj  that  is  to  say,  if  x1  and  xi  be  the  distances  of  the 
points  of  support  from  the  origin,  with  their  proper  signs,  make 

~*  '  (3-) 


*2-W 


<«•/•*  4"  J 


Step  II.  To  find  the  Shearing  Forces  at  a  Series  of  Sections — In 
what  position  soever  the  origin  of  co-ordinates  may  have  been 
during  the  previous  step,  assume  it  now,  in  a  beam  supported  at 
both  ends,  to  be  at  one  of  the  points  of  support  (as  A,  fig.  129),  and 
in  a  beam  fixed  at  one  end,  to  be  at  the  loaded  point  farthest  from 
the  fixed  end  (as  A,  fig.  130).  Consider  upward  forces  as  positive, 
downward  as  negative. 

Then  the  shearing  force  at  any  given  cross-section  of  the  beam  is 
the  resultant  of  all  the  forces  acting  on  the  beam  from  the  origin  to 
tbat  cross-section;  so  that  at  the  series  of  points  where  P,,  W1, 
Wv  W,  Ac.,  act  in  fig.  129,  and  where  W„,  W„  ~WV  W,,  4c.,  act 
in  fig.  130,  it  has  the  series  of  values, 
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In  Fig.  129. 

if -Pi  —  W,; 

F.  =  P.  —  "W,  —  W-; 

F,  =  Pt  —  W,  —  W,  —  W8i 

and  generally, 

F  =  P!  — S-"W;...(4.) 


In  Fig.  130. 


-F^Wo+W^Wj  +  W,; 


and  generally 

—  F  =  2-W;....(5.) 


so  that  the  shearing  forces  at  a  series  of  sections  can  be  computed 
by  successive  subtractions  or  successive  additions,  as  the  case 
maybe. 

For  a  continuously  distributed  load,  these   equations  became 
respectively, 

In  a  beam  supported  at  both  ends,  F  =  P,  —  [    icdx;{6.) 


In  a  beam  fixed  at  one  end  - 


?=/r 


...(-.) 


in  which  expressions,  a!  denotes  the  distance  from  the  origin  A  to 
the  plane  of  section. 

The  symbol  —  F  denotes  that  the  shearing  force  is  downward. 

The  Greai««  Shearing.  Farce  acts  in  a    beam   supported  at  both 

ends,  close  to  one  or  other  of  the  points  of  support,  and  its  value 
is  either  Ft  or  Fr  In  a  beam  fixed  at  one  end  the  greatest  shear- 
ing force  ou  the  projecting  part  acts  close  to  the  outer  point  of 
support,  and  its  value  is  equal  to  the  entire  load 

In  a  beam  supported  at  both  ends,  the  Shearing  Farce  ranldwa  at 
some  intermediate  section,  whose  position  may  be  found  from 
equation  4  or  equation  6,  by  making  F  —  0. 

Step  III.  To  find  the  Bending  Moment*  at  a  Series  of  Sections. 
— At  the  origin  A  there  is  no  bending  moment  Multiply  the 
length  of  each  of  the  divisions  as  of  the  longitudinal  axis  of  the 
beam  by  the  shearing  force  F,  which  acts  at  the  outer  end  of  that 
division;  the  first  of  the  products  so  obtained  is  the  bending 
moment  at  the  inner  end  of  the  first  division;  and  by  adding  to  it 
the  other  products  successively,  there  are  obtained  successively  the 
bending  moments  at  the  inner  ends  of  the  other  divisions  in 
succession* 

That  is  to  say, — bending  moment, 
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at  the  origin  A  =  0; 

at  the  line  of  action  of  Wx ;  Mj  =  F0  •  A  x1  y 

„  „  „         W2;U2=zF0'Ax1  +  ¥t.Ax2; 

Wg^szrFo-A^  +  F^A^  +  Fg-^ar^ 
kc  <fec 

and  generally,  M  =  2-F  A  x.  (8.) 

If  Vie  divisions  a  x  are  of  equal  length,  this  becomes 

M=Ar2F; (9.) 

and  for  a  continuously  distributed  load, 

M  =  /"*  Fdx. (10.) 

The  three  preceding  equations,  8,  9,  and  10,  are  applicable  to 
beams  whether  supported  at  both  ends  or  fixed  at  one  end.  By 
substituting  for  F  in  equation  10  its  values  as  given  by  equations 
6  and  7  respectively,  we  obtain  the  following  results : — 

For  a  beam  supported  at  both  ends, 

MrrP^  —  f     fX wdx 

—  P^  —  [    (x'  —  x)wdx; (11.) 

J  o 

For  a  beam  fixed  at  one  end, 

—  M  =  f     f    wdx  =  f    (x'  —  x)u>dx; (12.) 

J o  J o  Jo 

in  the  latter  of  which  equations,  the  symbol  —  M  denotes  that  the 
bending  moment  acts  downwards. 

The  Greatest  Bending  moment  acts,  in  a  beam  fixed  at  one  end, 
at  the  outer  point  of  support ;  and  in  a  beam  supported  at  both 
ends,  at  the  section  where  the  shearing  force  vanishes,  found,  as 
already  stated  in  Step  II.,  from  the  equation  F  =  0. 

When  the  load  on  a  beam  supported  at  both  ends  is  sym- 
metrically distributed  relatively  to  its  middle  section,  the  Greatest 
Bending  Moment  acts  at  that  section;  and  it  is  sometimes  con- 
venient to  assume  a  point  in  that  section  as  the  origin  of  co- 
ordinates. 

Step  IV.  To  find  the  effect  of  combining  several  Loads  on  one 
Beam,  whose  separate  actions  are  known; — for  each  cross-section,  the 
shearing  force  is  the  sum  of  the  shearing  forces,  and  the  bending 
moment  the  sum  of  the  bending  momenta,  which  the  loads  would 
produce  separately. 
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Step  V.  To  deduce  the  Shearing  Force  and  Bending  Moment  in  one 
Beam  from  those  in  another  Seam  similarly  supported  and  loaded. 
— Thin  is  dose  by  the  aid  of  the  following  principles : — 

When  beams  differing  in  length  and  in  the  amounts  of  the  loads 
upon  them  are  similarly  supported,  and  have  their  loads  similarly  dis- 
tributed, the  shearing  forces  at  corresponding  sections  in  litem  vary  as 
the  total  loads,  and  the  bending  moments  as  the  products  of  the  loads 
and  lengtlts. 

This  principle  may  be  expressed  by  symbols  in  either  of  the  two 
following  ways : — 

First,  Let  I,  I,  denote  the  lengths  of  two  beams,  similarly  sup- 
ported; let  W,  W',  denote  their  total  loads,  similarly  distributed ; 
let  F,  I",  be  the  shearing  forces,  and  M,  M',  the  bending  moments, 
at  sections  similarly  situated  in  the  two  beams;  then 

W:W:  :F:F; (13.) 

lW:fW::M:M'. (14.) 

Secondly,  Let  k  and  m  be  two  numerical  factors,  depending  on 
the  way  in  which  a  beam  ia  supported,  the  mode  of  distribution  of 
its  load,  and  the  position  of  the  cross-section  under  consideration ; 
then  * 

F  =  AW; (15.) 

M  =  n»Wt (1G.) 

Loads  upon  beams  are  stated  either  in  pounds,  hundredweights, 
or  tons;  lengths  of  beams,  in  feet,  or  in  inches;  and  according  to 
the  units  of  load  and  length  employed,  the  unit  of  bending  moment 
is  a  foot-pound,  an  inch-pound,  a  foot-hundredweight,  an  ina\- 
hundredweight,  a.  foot-ton,  or  an  inch-ton,  as  the  case  may  be. 

As  the  transverse  dimensions  of  beams  are  expressed  in  inches, 
and  their  moduli  of  strength  ia  pounds  on  the  square  inch,  the 
most  convenient  units  are,  the  pound,  the  inch,  and  the  inch- 
pound. 

The    following  is  a  comparison  of  different  unit    of  bending 
■it. 
Inch-lbs. 

ia=        r    Ft-lb. 
ria  =        o£  =      i  Inch-cwt 
1344  =    us    =    12  =    I    Foot-cwt 
3340  =    i86g  =    so  =    if  =    t  Inch-ton. 
a688o  =  2340    =  040  =  20    =i3  =  i  Foot-toD. 
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— In  each  example  in  the  preceding  table,  I  denotes,  for  a  beam  fixed 
at  one  end,  the  length  measured  from  the  outer  point  of  support  to 
the  farthest  projecting  loaded  point,  and  for  a  beam  supported  at 
both  ends,  the  length  or  span  between  the  points  of  support;  W 
denotes  the  total  load;  F  and  M  denote  the  shearing  force  and 
bending  moment  at  any  cross-section  situated  at  the  distance  x* 
from  the  origin  (which,  as  in  the  preceding  article,  is  the  point 
where  M  =  0);  Fr  denotes  the  greatest  shearing  force;  x'l  the 
position  of  the  section  where  it  occurs;  M0  the  greatest  bending 
moment;  x'0  the  position  of  the  cross-section  where  it  occurs;  k,  m, 
the  two  factors  employed  in  equations  15  and  16,  for  the  sections 
of  greatest  shearing  stress  and  greatest  bending  moment  re- 
spectively; that  is  to  say, 

k=Fx  -rWi^MjfW/.  (1.) 

To  transform  the  expressions  in  the  preceding  table,  Cases  IV. 
to  VII. ,  which  are  suited  for  co-ordinates  measured  from  one 
point  of  support  of  a  beam  supported  at  both  ends,  into  expressions 
suited  for  co-ordiuates  measured  from  the  middle  of  the  beam,  let 
e  be  the  half -span,  and  substitute  2  c  for  I,  c  —  x  for  x*f  and 
e  +  x  for  I  —  at,  throughout  the  whole  of  that  part  of  the 
table. 

In  the  following  example,  a  beam  supported  at  both  ends  is 
supposed  to  be  loaded  at  a  series  of  detached  points,  which  divide 
the  length  of  the  beam  into  N  equal  divisions,  so  that  the  length 
of  one  of  those  divisions  is  /  -t-  N.  The  origin  of  co-ordinates  being 
at  a  point  of  support,  the  plane  of  section  in  each  example  is  sup- 
posed to  be  immediately  beyond  the  w**  division  from  that  point. 


I 


Case. 


VIII.  Each  intermediate 
point  loaded  with  w ; 
toUl  load  (N  —  1) 
w. 


—  fl)  .to 


0  or 
N  — 1. 


1 
2 


M 


njN-n), 
2N 


Case  IX.  Travelling  Load. — A  beam  of  the  span  I  is  supported 
at  the  two  ends ;  a  permanent  load  of  the  uniform  intensity  of  w 
lbs.  per  lineal  foot  is  distributed  over  it  An  additional  load,  such 
as  the  weight  of  a  railway  train,  of  w'  lbs.  per  lineal  foot,  gradually 
rolls  on  to  the  beam  from  one  end,  covering  it  at  last  from  end  to 
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ond,  and  then  rolls  off  again  at  the  other  end.  It  in  required  to 
find  the  greatest  shearing  force  at  any  given  section,  and  also  the 
greatest  bending  moment. 

The  Greatest  Shearing  Foree  at  a  given  cross-section  occurs  when 
the  longer  of  the  two  segments  into  which  it  divides  the  beam  is 
loaded  with  the  travelling  load  as  well  as  with  the  permanent 
load,  and  the  shorter  loaded  with  the  permanent  load  only.  Let 
P  denote  that  force,  and  x  the  distance  of  the  section  in  question 
from  the  nearer  end  of  the  beam;  then 


'--&'-)- 


*  (!-«)■ 


11 


..(2.) 


This  formula  may  be  rendered  somewhat  more  symmetrical  by 
taking  the  middle  of  the  beam,  instead  of  one  of  the  ends,  as  origin  of 
co-ordinates.  Let  at,  then,  denote  the  distance  of  the  section  in 
question  from  the  middle  of  the  beam,  and  c  =  I  -h  2,  its  half- 
span;  then  x  =  e  —  rf ;  and 

..*+-!£* (3., 


4c 


The  Greatest  Bending  Moment  at  each  section  occurs  when  the 
travelling  load  extends  over  the  whole  length  of  the  beam;  so  that 
in  this  respect  no  difference  exists  between  the  present  case  and 
case  VI.  of  the  preceding  table;  that  is  to  say, 

M  _  (»  +  W).g— )_  (.  +  «Q(*-*) (4) 

The  preceding  principles  are  represented  graphically  by  the 
following  construction.  In  fig.  131,  let  A  B  represent  the  spar,  of 
the  beam;  bisect  it  in  C.  Through  A  draw  DAE  perpendicular 
to  AB,  and  take  AD  to  represent  half  the  greatest  permanent  load, 
that  is,  A  D  =  to  I  -=-  2,  and  A  E  to  represent  on  the  same  scale  half 
thegTtote*ttravellingload,th&ti8,AE=v>'l-i.2.  Draw  the  straight 
E  line  C  D;   also  the  parabola  B  L  E, 

having  its  vertex  at  B,  touching  A  B. 
About  C  describe  the  semicircle  A  F  B, 
and  consider  C  F2,  or  the  square  of 
the  radius  of  that  semicircle  perpen- 
dicular to  A  B,  as  representing  the 
greatest  bending  moment  at  l/ie  middle  of 
the  beam,  or  (w  +  «/)  P  ->  8.  Let  G 
Fig.  i3i,  represent  the    position    of  any  cross- 

section  of  the  beam-     Draw  HOIK 
perpendicular  to   A  B;   then  H  I  will  represent  the    greatest 
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shearing  force  at  that  section,  and  G  K2  the  greatest  bending 
moment. 

The  ordinate  C  L  of  the  parabola  at  the  middle  of  the  span, 
being  one-fourth  of  A  E,  represents  the  greatest  shearing  force  in 
the  middle  of  the  beam,  which  is  one-eighth  of  the  greatest 
travelling  load,  or  v>'  I  -i-  8. 

Case  X. — If  a  beam  has  equal  and 
opposite  couples  applied  to  its  two  ends, 
—for  example,  if  the  beam  in  fig.  132 
has  the  couple  of  equal  and  opposite 
forces  P.  applied  at  A  and  B,  and  the 
couple  of  equal  and  opposite  forces  Pj  at  Fig.  132, 

0  and  D,  and  if  the  opposite  momenta, 


P,-AB=P,-CD  =  M, . 


..(.;.) 


are  equal,  then  each  of  the  endmost  divisions  of  the  beam,  A  B  and 
C  D,  is  in  the  condition  of  a  beam  fixed  at  one  end  and  loaded  at 
the  other  (Case  I.);  and  the  middle  division  B  C  is  subject  to  the 
uniform  moment  of  flexure  M,  and  to  no  shearing  force. 

162.   BoUUMt  M  CN»HKafclB|-TruncrH  Slnn|A,      {A.M., 

293  to  295,  309,  310.)— The  bending  moment  at  each  cross- section 
of  a  beam  bends  the  beam  so  as  to  make  any  originally  plane  layer 
of  the  beam,  perpendicular  to  the  direction  of  the  load,  become 
concave  in  the  direction  towards  which  the  moment  acts,  and  convex 
in  the  opposite  direction.  Thus,  fig.  133  represents  a  side  view 
of  a  short  portion  of  a  beam  supported 

at  the  ends  and  loaded  at  intermediate  .,.__ 

points;  CC  is  a  layer,  originally  plane,  i  \, 

and  perpendicular  to  the  direction  of  the  c    °/"~  "' 

load,  which  is  now  bent  so  as  to  become  „t-~" 
concave  above  and  convex  below. 

The  layers  at  and  near 
aide  of  the  beam  A  A'  are  shortened, 
and  the  layers  near  the  convex  side  B  K  lengthened,  by  the  bendi-^ 
action  of  the  load.  There  is  one  intermediate  surface  0  C  which 
is  neither  lengthened  nor  shortened;  it  is  called  the  "neutral  tur- 
faoe."  The  particles  at  that  surface  are  not  necessarily,  however, 
in  a  state  devoid  of  strain;  for,  in  common  with  the  other  ]iartic1cs 
of  the  beam,  they  are  compressed  and  extended  in  a  pair  of  diagonal 
directions,  making  angles  of  45°  with  the  surface,  by  the  shearing 
action  of  the  load,  when  such  action  exists. 

The  condition  of  the  particles  of  a  beam,  produced  by  the  com- 
bined bending  and  shearing  actions  of  the  load,  is  illustrated  by  fig. 
134,  which  represents  a  vertical  longitudinal   section  of  a  rect- 


Fig  133. 
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angular  beam,  supported  at  the  ends,  and  loaded  at  intermediate 

points.  It  is  covered  with  a  net- 
work consisting  of  two  sets  of  curves 
cutting  each  other  at  right   angles. 

The  curves  convex  upwards  are  lines 

Fig.  184.  of  direct  thrust;  those  convex  down* 

wards  are  lines  of  direct  tension,  A 
pair  of  tangents  to  the  pair  of  curves  which  traverse  any  particle,  are 
the  axes  of  stress  of  that  particle.  (See  Art  1 08,  p.  1 67. )  The  neutral 
surface  is  cut  by  both  sets  of  curves  at  angles  of  45°.  At  that 
vertical  section  of  the  beam  where  the  shearing  force  vanishes,  and 
the  bending  moment  is  greatest,  both  sets  of  curves  become  horizon  taL 
Except  in  cases  to  be  afterwards  specified,  it  is  unnecessary  to 
consider  the  shearing  action  of  the  load  on  a  beam. 

When  a  beam  breaks  under  the  bending  action  of  its  load,  it 
gives  way  either  by  the  crushing  of  the  compressed  side,  A  A',  or 
by  the  tearing  of  the  stretched  side,  B  B\ 

In  fig.    135,  A  represents  a 
beam   of  a  granular  material, 
like  cast  iron,  giving  way  by 
the  crushing  of  the  compressed 
Fig.  135.  side,   out   of  which  a  sort  of 

wedge  is  forced.  B  represents 
a  beam  giving  way  by  the  tearing  asunder  of  the  stretched 
side. 

The  resistance  of  a  beam  to  bending  and  cross-breaking  at  any 
given  cross-section  is  the  moment  of  the  couple,  consisting  of 
the  thrust  along  the  longitudinally-compressed  layers,  and  the 
equal  and  opposite  tension  along  the  longitudinally-stretched 
layers. 

It  has  been  found  by  experiment,  that  in  most  cases  which  occur 
in  practice,  the  longitudinal  stress  of  the  layers  of  a  beam  may, 
without  material  error,  be  assumed  to  l>e  uniforrrdy-varying 
(Article  106,  p.  163),  its  intensity  being  simply  proportional  to 
the  distance  of  the  layer  from  the  neutral  surface. 

Let  fig.  136  represent  a  cross-section  of  a  beam  (such  as  that 
represented  in  fig.    133),  A  the  compressed  side, 
B  the   extended   side,  U  any  layer,  and  O  O  the 
neutral  axis  of  the  section,  being  the  line  in  which 
o— ^...^..o     it  is  cut  by  the  neutral  surface.     Let  p  denote  the 

intensity  of  the  stress  along  the  layer  C,  and  y  the 
distance  of  that  layer  from  the  neutral  axis;  because 
the  stress  is  uniformly  varying,  p  -^-  y  is  a  constant 
Fig.  186.  quantity.  Let  that  constant  be  denoted  for  the  pre- 
sent by  a. 
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Let  *  be  the  breadth  of  the  layer  C,  and  d  y  its  thickness; 
Then  the  amount  of  the  stress  along  it  is 

p  z  dy  =  ay  zdy; 

the  amount  of  the  stress  along  all  the  layers  at  the  given  cross- 
section  is 


ajy  zdy; 


and  this  amount  must  be  nothing, — in  other  words,  the  total 
thrust  and  total  tension  at  the  cross-section  must  be  equal, — because 
the  forces  applied  to  the  beam  are  wholly  transverse ;  from  which 
it  follows,  that 


fyzdy  =  0, (1.) 


and  the  neutral  axis  traverses  the  centre  of  gravity  of  the  cross-section. 
This  principle  enables  the  neutral  axis  to  be  found  by  the  aid  of 
the  methods  explained  in  Articles  104  and  105,  pp.  152  to  158;  it 
being  borne  in  mind  that  the  process  of  finding  the  centre  of  gravity 
of  a  given  plane  figure  is  the  same  with  that  of  finding  the  centre 
of  gravity  of  a  homogeneous  uniformly  thick  flat  plate  of  that 
figure. 

To  find  the  greatest  value  of  the  constant  p  -j-  y  consistent  with 
the  strength  of  the  beam  at  the  given  cross-section,  let  ya  bo  the 
distance  of  the  compressed  side,  and  yb  that  of  the  extended  side 
from  the  neutral  axis ;  /.  the  greatest  thrust,  and  /6  the  greatest 
tension,  which  the  material  can  bear  in  the  form  of  a  beam; 
compute  /.  -4-  y«,  and  fb  -j-  yb,  and  adopt  the  less  of  those  two 
quantities  as  the  value  of  p  -7-  y,  which  may  now  be  denoted  by 
/  -S-  V\>  f 'being  fa  or/6,  and  yx  being  ya  or  yb,  according  as  the 
beam  is  liable  to  give  way  by  crushing  or  by  tearing. 

The  moment  relatively  to  the  neutral  axis,  of  the  stress  exerted 
along  any  given  layer  of  the  cross-section,  is 

•  ypzdy  =  —  y2  zdy; 

and  the  sum  of  all  such  moments,  being  the 

moment  of  Resistance  of  the  given  cross-section  of  the  beam  to 
breaking  across,  is  given  by  the  formula, 


Mo=  \vyzdy=  f-f  y2zdy; 

j  y±J 


(2.) 
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r  making  fy*  x  d  y  -  I, 


M»=^ <2M 


When  the  brooking  load  is  in  question,  the  coefficient /is  'what 
is  called  the  modulus  of  rupture  of  the  material.  It  docs  not 
always  agree  with  the  resistance  of  the  same  material  to  direct 
crushing  or  direct  tearing,  but  has  a  special  value,  which  can  be 
found  by  experiments  on  cross-breaking  only.  One  of  the  causes 
of  this  phenomenon  is  probably  the  fact,  already  stated  in  Article 
154,  p.  229,  that  the  resistance  of  a  material  to  a  direct  stress  is 
increased  by  preventing  or  diminishing  the  alteration  of  its  trans- 
verse dimensions;  and  another  cause  may  be  the  fact,  that  the 
strength  of  masses  of  metal,  especially  when  cast,  is  greater  in  the 
external  layer,  or  skin,  than  in  the  interior  of  the  mass.  When  a 
bar  is  directly  torn  asunder,  the  strength  indicated  is  that  of  the 
weakest  part  of  the  mass,  which  is  in  the  centre;  when  it  is  broken 
across,  the  strength  indicated  is  that  either  of  the  skin,  which  is 
the  strongest  part,  or  of  some  part  near  the  skin. 

When  the  proof  load  or  working  load  is  in  question,  the  co- 
efficient fis  the  modulus  of  rupture  divided  by  a  suitable  factor 
of  safety,  as  to  which  see  Article  143,  p.  222. 

The  factor  denoted  by  I  in  the  preceding  equation  is  what  is 
conventionally  called  the  "  ■moment  of  inertia"  of  the  cross-section 
of  the  beam.  For  sections  whose  figures  are  similar,  or  are  parallel 
projections  of  each  other,  the  moments  of  inertia  are  to  each  other 
as  the  breadths,  and  as  the  cubes  of  the  depths  of  the  sections ;  and 
the  values  of  y^  are  as  the  depths.  If,  therefore,  6  be  the  breadth 
and  A  the  depth  of  the  rectangle  circumscribing  the  cross-section  of 
a  given  beam  at  the  point  where  the  moment  of  flexure  is  greatest, 
we  may  put 

I=»'oA* (3.) 


--(*■) 


*»'  and  m'  being  numerical  factors  depending  on  the  form  of 
section;  and  making  «'  -i-  m!  =  n,  the  moment  of  resistance  may 
be  thus  expressed, — 

M^n/ftA* (5.) 

Hence  it  appears,  that  the  resistances  of  similar  cross-sections  to 
cross-breaking  are  as  their  breadths  and  as  the  squares  of  their 
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The  relation  between  the  load  and  the  dimensions  of  a  beam  13 
found  by  equating  the  value  of  the  greatest  bending  moment  in 
terms  of  the  load  and  length  of  the  beam,  as  given  in  Article  160, 
equations  10,  11,  12,  and  10,  pp.  243,  244,  to  the  value  of  the 
moment  of  resistance  of  the  beam,  at  the  cross-section  where 
that  greatest  bending  moment  acts,  as  given  in  equation  5  of  this 
Article;  that  is  to  say, 

M0  =  mW/  =  n/6/*2 (6.) 

m  being  the  co-efficient  depending  on  the  mode  of  distribution  of 
the  load,  as  defined  by  equation  1  of  Article  161,  p.  247,  and 
given  for  particular  cases  in  the  tables  and  examples  of  Article 
161. 

In  using  the  above  equation  6,  it  is  to  be  understood  that  the 
same  unit  of  measure  is  to  be  employed  for  all  the  dimensions  of 
the  beam;  and  inasmuch  as  the  values  of  the  "modulus  of 
rapture"  /given  in  tables  are  generally  stated  in  pounds  on  the 
square  inch,  so  that  the  inch  is  the  proper  unit  for  the  transverse 
dimensions  b  and  A,  the  length  or  span  I  ought  to  be  expressed  in 
inches  also,  so  that  the  bending  moment  will  be  computed  in  inch- 
pounds. 

In  finding  the  value  of  the  moment  of  inertia  I  of  cross-sections 
of  complex  figure,  the  following  rules  are  useful : — 

If  a  complex  cross-section  is  made  up  of  a  number  of  simple 
figures,  conceive  the  centre  of  gravity  of  each  of  those  figures  to  be 
traversed  by  a  neutral  axis  parallel  to  the  neutral  axis  of  the  whole 
section.  Find  the  moment  of  inertia  of  each  of  the  component  figures 
relatively  to  its  own  neutral  axis ;  multiply  its  area  by  the  square  of 
the  distance  between  its  own  neutral  axis  and  the  neutral  axis  of 
the  whole  section ;  and  add  together  all  the  results  so  found,  for 
the  moment  of  inertia  of  the  whole  section.  To  express  this  in 
symbols,  let  A'  be  the  area  of  any  one  of  the  component  figures,  t/ 
the  distance  of  its  neutral  axis  from  the  neutral  axis  of  the  whole 
section,  V  its  moment  of  inertia  relatively  to  its  own  neutral  axis; 
then  the  moment  of  inertia  of  the  whole  section  is 

I  =  2-I'  +  2-3/2A' (7.) 

When  the  figure  of  the  cross-section  can  be  made  by  taking 
away  one  simpler  figure  from  another,  so  that  the  centre  of  gravity 
of  the  whole  figure  is  found  by  subtraction  (as  in  p.  154),  both 
the  area  and  the  moment  of  inertia  of  the  subtracted  figure  are 
to  be  considered  as  negative,  and  so  treated,  in  making  use  of 
equation  7. 
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163.    Emm  pin   mt  Moment  »f  RealaUnce The    following    table 

contains  examples  of  the  values  of  the  factors  n\  m',  and  n,  of 
equations  3,  4,  and  5: — 


Fokm  or  Cross  Scctioss. 

""/,'• 

*■? 

"7* 

I 
12 

6 

(including  square)            j 
II.  Ellipse— 

Gi  =  StK 
=  0-0431 

=   009B! 

(including  circle)             J 

III.  Hollow  recUnRfc,  8  A-4'A';«I«n"l 

I-formed  section,  whore  6'  is  1 
the  sum  of  the  lireidllis  of  the  1 

IV.  Hollow  square- —                           \ 

A'  — A" J" 

Si         SAV 

K-S>| 

b('-S) 

Jt«-P 

AMR 

JLfi-EKl 

ion         6*V 

£<«-S> 

lu-A      W 

VII.  Isosceles  triangle!  bus  b,  height) 
A;  yi  measured  from  summit,  j 

ss 

i 

The  following  examples  are  not  well  suited  for  introduction  inlo 
the  tables: — 

Example  TIIL — T-formed  section. 

Areas.         Depth*. 
Flange  or  table, A,  Aj 

Vertical  web, A,  Aj 

Totals,  A,  +  A,=  A;  £,  +  &,  =  /*. 

Exact  Solution. — Distance  of  the  neutral  axis  from  the  edge  of 
the  vertical  web, — 
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y»_2+  2~A  ; 

Moment  of  Inertia  of  whole  section, — 

T_A1  V  +  A.  A'     A,  Ai(A1+Aa)g 
l~~  12     "      +  4A  J 

Moment  of  Resistance,  as  before, — 


M0 


■a-) 


Approximate  Soltitian. — When  A is  small  compared  with  A„,  make 
W  =  Aj  +  j  At  j  then,  the  following  are  nearly  correct ; — 


/I    /A'^A  +  AJAg. 
"y,"6'       A  +  A,     ; 

/»'.A,(A,±4AJ)i 
~  6     "  A.  +  2A. 


■■(-'■) 


Example  IX. — Double  T-formed  section.     The  beam  is  assumed 
to  give  way  by  the  tearing  of  the  lower  flange  or  table 
B.     Let  the  areas  and  depths  of  the  parts  of  which 
the  section  consists  bo  denoted  as  follows : — 

Areas.        Dqiihs. 

Upper  flange  or  table A„  Ar 

Vertical  web, Ag,  Ar 

Lower  flange  or  table, A,,  A-  „   "... 

Totals, A,  +  A!i-A3  =  A,A1  +  As  +  Aj  =  A.  **  '"' 


A    (A8-t-A3)As-(A1  +  Ag)A1-(A3-A1)A8, 
y»-2 — ax" ' *"» 

The  Moment  of  Inertia  of  the  section, — 

1  =  A.Af  +  A.A^  +  A.A1       1     (,     ......  «.  1- 

12 +aA{aias(Ai  +  A>  +  2V 

+  A1A2(A1  +  As)*  +  AaAs(AB  +  As)»J; 
and  the  Moment  of  Resistance, — 
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Approximate  Solution.— When  Aj  and  A,  are  small  compared  with 
A,,  make 

then  tie  following  formulas  are  nearly  correct : — 
h'f,     A.-Aa     A'  A,  +  2A, 


T  _  A"S  /        9   .   -**a  "S  "*"  "l  Aj  "*"  *  ""l       , 


*}, 


„  _/,I    /.A-  Az(As  +  4A1  +  4A»)+l 
^~*~    6  As  +  SA, 


Another  Approximate  Solution,  -when  As  is  very  small,  or  when 
there  is  an  open  frame  instead  of  a  vertical  web — 

i  >W.*A, (3.) 

io»  *r  B«mi  smagth. — TIle  113t-  of  the  T-shaped 
and  double- T-shaped  cross-sections  mentioned  in  the  last  Article,  is 
to  economize  any  material  whose  resistances  to  cross-breaking  by 
crushing  and  by  tearing  are  different,  by  so  adjusting  the  position 
of  the  neutral  axis,  that  the  tendencies  of  the  beam  to  break  across 
by  crushing  and  by  tearing  shall  be  as  nearly  as  possible  equaL  The 
following  are  the  rules  for  effecting  that  adjustment : — 

Let/,  be  the  modulus  of  rupture  by  crushing; 

»  /»        •-  »  »         by  tearing; 

„  yt  the  distance  from  the  neutral  axis  to  the  compressed  side; 
„  y,  „  „  „  extended  side; 

V*  ■+  Vi  -  A  being  the  depth  of  the  beam ; 

then  the  neutral  axis  should  be  so  placed  as  to  divide  that  depth  in 
the  following  proportion : — 

::     *     ■V.-y.l (l> 

Let  A5,  as  before,  denote  the  area  of  the  cross-section  of  the 

vertical  web  of  a  beam,  measured/roin  centre  to  centre  of  the  tup  and 

bottom  flanges;  At  the  area  of  the  compressed  flange.  A,  that  of 

the  extended  flange. 

The  following  solutions  are  to  the  same  degree  of  approximation 

with  those  in  equations  2  and  4  of  Article  lu'3. 


CBoaB-SBcnon-  op  eqdai,  stbeitgth. 
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Cass  L  f.  greater  than  /„  beam  T-shaped.— Here  the  flange  is 
requited  at  the  stretched  side  of  the  girder;  and  its  area  must  be  as 
follows: — 

L>-rTjr** w 

The  Moment  of  Resistance  of  this  form  of  cross-section  is  (see  Article 
163,  equation  2,  p.  255)    - 

(2/.-/.)i'A, 


H.-W 


..(3.) 


Cask  II.  fA  greater  than  /„  beam  double  T-shaped. — The  area  of 
the  compressed  flange  being  Av  that  of  the  stretched  flange  should  be 
as  follows : — 

when  the  Moment  of  Resistance  will  become 


■■to 


M,=4'{/.A1  +  <2/.-/.)^'} 
-*'{/.  As-V.-V.)  M 


•TO 


In  designing  a  beam  to  bear  a  given  bending  moment,  the  depth 
A'  and  area  As  of  the  vertical  web  are  to  be  fixed  by  considerations 
of  practical  convenience,  when  equation  5  will  enable  the  areas  of 
either  or  both  of  the  flanges  to  be  computed. 

Example. — Suppose  that  for  a  certain  sort  of  cast  iron, 
/„  =  80,000  lbs.  in  the  square  inch; 
/»  =  20,000    „      „ 
•o  that  in  a  well-proportioned  section, 


Then  in  a  T-shaped  section, 

.      4-1.      8,  , 

A„— 2~A,  =  ^A,;  and 

-,      140,000  A'  A, 
Mo g =*; 

and  in  a  double  T  shaped  section, 

As  =  lA.1+-zAt;m  and 


-TO 
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Mo  =  h  1 80,000  Ax  + 140,000^*  i 

« K  {20,000  A8-40,000^1 (7.) 

Case  IIL  /.  less  than  fb,  beam  T-shaped. — Here  the  flange  is 
required  at  the  compressed  side  of  the  beam,  and  its  area  should  be, 

Ai=4x*A* (&) 

The  Moment  of  Resistance  of  this  cross-section  is 

Mo=(2/t-/.)A-A, (9) 

Case  IV.  /.  less  than  f^  beam  double  T-shaped. — The  area  of 
the  stretched  flange  being  A3,  that  of  the  compressed  flange  should 
be  as  follows : — 

Ax  =  £a8  +  4=£  A,; (10.) 

when  the  Moment  of  Resistance  will  become 

-A'  j/.  A, +  (8/.-/) ^  (11.) 

In  designing  a  beam  to  bear  a  given  bending  moment,  the  depth 
hi  and  area  A2  of  the  vertical  web  are  to  be  fixed  by  considerations 
of  practical  convenience,  when  equation  11  will  enable  the  area 
of  either  or  both  of  the  flanges  to  be  computed. 

Example. — Suppose  that  for  a  certain  sort  of  wrought  iron, 

fm  =  36,000  lbs.  on  the  square  inch 
/,=  60,000    „        „        „        „ 

so  that  in  a  well-proportioned  section 

8  :  3  :  5  : :  h  :  ym  :  y* 

Then  in  a  T-shaped  section, 
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A  A  2 

Ai  =  "IT     * =  "3  ; 

-.       84,000  K  A^ 

M0=  A  > 


6 


02.) 


and  in  a  double  T-shaped  section 


Mo  =  K  1 60,000  A3  +  84,000  ^  | 
=  A'  J  36,000  a!  +  12,000  ^  }  * (13.) 

165.   Ii*nglt«4lBal  Secttoaw  of  Uniform  Strength  for  Beam*  (A.  M.f 

299)  are  those  in  which 
the  dimensions  of  the 
cross-section  are  varied 
in  such  a  manner  that 
its  ultimate  moment  of 
resistance  bears  at  each 
point  of  the  beam  the 
tune  proportion  to  the 
bending  moment  of  the 
load.  That  moment 
of  resistance,  for  fig- 
ures of  the  same  kind, 
being  proportional  to  the 
breadth  and  to  the  square 
of  the  depth,  can  be 
varied  either  by  varying  the  breadth,  the  depth,  or  both.     The  law 


Fig.  138. 


Fig.  139. 


Fig.  140. 


Fig.  141. 


Fig.  142. 


Fig.  144. 

*  The  first  theoretical  solution  of  C 
Mr.  Calkott  Bdlljr,  read  to  the  British 


Fig.  145. 

II.  and  IV.  was  contained  in  a  paper  by 
at  Oxford  in  1860. 
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of  variation  depends  upon  the  mode  of  variation  of  the  moment  of 
flexure  of  the  beam  from  point  to  point,  and  this  depends  on  the 
distribution  of  the  load  and  of  the  supporting  forces,  in  a  way 
which  has  been  exemplified  in  Articles  160  and  161.  When  the 
depth  of  the  beam  is  made  uniform,  and  the  breadth  varied,  the 
vertical  longitudinal  section  is  rectangular,  and  the  plan  is  of  a 
figure  depending  on  the  mode  of  variation  of  the  breadth.  When 
the  breadth  of  the  beam  is  made  uniform,  and  the  depth  varied, 
the  plan  is  rectangular,  and  the  vertical  longitudinal  section  is  of  a 
figure  depending  on  the  mode  of  variation  of  the  depth.  The 
following  table  gives  examples  of  the  results  of  those  principles : — 


Mode  of  Loading 
and  Supporting. 

proportional  to 

Depth  A  constant; 
Figure  of  Plan. 

Breadth  o  constant; 

Figure  of  Vertical 

Longitudinal  Section 

I.  (Figs.  138,  139). 
Fixed  at  A.  load- 
ed at  B,  

Distance  from  B. 

Triangle,  apex  at 
B,  fig.  138. 

Parabola,  vertex 
at  B,  fig.  139. 

II.  (Figs.  140,  141). 
Fixed  at  A,  uni- 
formly loaded,... 

III.  (Figs.  142,  148). 
Supported  at  A 
and  B,  loaded  at 
c 

Square  of  distance 
from  B* 

Pair  of  parabolas, 

vertices  touching 

each  other  at  B, 

fig.  140. 

Triangle,  apex  at 
B,  fig.  141. 

Distance  from 

adjacent 

point  of  support. 

Pair  of  triangles, 

common  base  at 

C,  apices  at  A  and 

B,  fig.  142. 

Pair  of  parabolas. 

vertices  at  A  and 

B,  meeting  at  C, 

fig.  143. 

IV.  (Figs.  144,  145). 
Supported  at  A 
and  B,  uniformly 

Product  of  dis- 
tances from  points 
of  support 

Pair  of  parabolas, 
vertices  at  C,  C, 
in  middle  of  beam; 
common  base  A 
B,  fig.  144. 

Ellipse  A  D  B, 
fig.  145. 

i 

1 

The  formulae  for  a  constant  depth  are  applicable,  approximately, 
to  the  breadths  of  the  flanges  of  the  T-shaped  and  double  T-shaped 
girders,  described  in  Article  164.  In  applying  the  principles  of  this 
Article,  it  is  to  be  borne  in  mind,  that  the  shearing  force  has  not 
yet  been  taken  into  account;  and  that,  consequently,  the  figures 
described  in  the  above  table  require,  at  and  near  the  places  where 
they  taper  to  edges,  some  additional  material  to  enable  them  to 
withstand  that  force.     In  figs,   142  and  144,  such  additional 
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material  is  shown,  disposed  in  the  form  of  projections  or  palms 
at  the  points  of  support,  which  serve  both  to  resist  the  shearing 
force,  and  to  give  lateral  steadiness  to  the  beams.  As  to  the 
greatest  intensity  of  the  shearing  stress,  see  Article  1 68. 

166.  Hodalas  of  Baptare  of  Cart  Iroa  Beams.   (A.  M.,  297.) — Mr. 

William  Henry  Barlow,  in  a  paper  read  to  the  Royal  Society  (see 
Phil.  Trans. j  1855),  showed  that  the  modulus  of  rupture  of  cast  iron 
beams  has  various  values,  ranging  from  the  mere  direct  tenacity  of 
the  iron  up  to  about  two-and-a-quarter  times  that  tenacity,  according 
to  the  figure  of  the  cross-section  of  the  beam.  This  was  proved  by 
experiments  on  beams,  which  were,  in  some  cases,  of  a  solid  rect- 
angular section,  and  in  other  cases,  of  an  open  work  rectangular 
section.  So  far  as  those  experiments  went,  they  were  in  accordance 
with  the  following  empirical  formula : — 

/=/„+/•?;  (1-) 

where/ is  the  modulus  of  rupture  of  the  beam  in  question;  f0,  the 

direct  tenacity  of  the  iron  of  which  it  is  made ;  /*,  a  co-efficient 

H 
determined  empirically ;  and  -.  ,  the  ratio  which  the  depth  of  solid 

metal  H  in  the  cross-section  of  the  beam  bears  to  the  total  depth  of 
motion  h.  The  following  were  the  values  of  the  constants  for  the 
iron  experimented  on: — 


inch ;  \ 
inch;  > 


Direct  tenacity,  f0=  18,750  lbs.  per  square 

/  =  23,000  lbs.  per  square  inch;  } (2.) 

=  ll/0  nearly. 

Mr.  Barlow  afterwards  made  further  experiments  on  cast  iron 
beams  of  various  forms  of  section,  and  also  experiments  on  wrought 
iron  beams,  showing,  though  not  so  conclusively,  variations  in  the 
modulus  of  rupture  of  wrought  iron  analogous  to  those  which  have 
been  proved  to  exist  in  the  case  of  cast  iron. 

167.  Allowance  for  Weight  of  Beam — Limiting  Length  of  Beam. 

(A.  M.9  314,  315.) — When  a  beam  is  of  great  span,  its  own  weight 
may  bear  a  proportion  to  the  load  which  it  has  to  carry,  sufficiently 
great  to  require  to  be  taken  into  account  in  determining  the  dimen- 
sions of  the  beam.  The  following  is  the  process  to  be  performed 
for  that  purpose,  when  the  load  is  uniformly  distributed,  and  the 
beam  of  uniform  cross-section.  Let  W  be  the  external  working 
load,  «.  its  factor  of  safety,  *2  a  factor  of  safety  suited  to  a  steady 
load,  like  the  weight  of  the  beam. 

Let  b'  denote  the  breadth  of  any  part  of  the  beam,  as  computed 
by  considering  the  external  breaking  load  alone,  sx  W.     Compute 
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the  weight  of  the  beam  from  that  provisional  breadth,  and  let  it  be 

denoted  by  B*.     Then  — ^J, =>>  is  the  proportion  in  which  the 

gross  breaking  load  exceeds  the  external  part  of  that  load.  Conse- 
quently, if  for  the  provisional  breadth  6'  there  be  substituted  the 
exact  breadth, 

*  y'i W  ,n 

K.w-^g* (1) 

the  beam  will  now  be  strong  enough  to  bear  both  the  proposed 
external  load  W,  and  its  own  weight,  which  will  now  be 


■•<»■) 


g.,W    . 

B°..W'i.,B' 

and  the  true  gross  breaking  load  will  be 

"■''•""■"■i^p <3> 

As  the  factor  of  safety  for  a  steady  load  is  in  general  one-half  of 
that  for  a  moving  load,  sl  may  be  made  a  2tt;  in  which  case  the 
preceding  formula  become 


2o'W 
=  2W'-B''' 

2B"W 
"2W'-F; 


<*■) 

(5) 

*-*& w 

In  all  these  formula*,  both  the  external  load  and  the  weight 
of  the  beam  are  treated  as  if  uniformly  distributed — a  supposition 
which  is  sometimes  exact,  and  always  sufficiently  near  the  truth  for 
the  purposes  of  the  present  Article. 

The  gross  load  of  beams  of  similar  figures  and  proportions,  vary- 
ing as  tho  breadth  and  square  of  the  depth  directly,  and  inversely 
as  the  length,  is  proj>ortional  to  the  square  of  a  given  linear 
dimension.  The  weights  of  such  beams  are  proportional  to  the 
cubes  of  corresponding  linear  dimensions.  Hence  the  weight 
increases  at  a  faster  rate  than  the  gross  load;  and  for  each  parti- 
cular figure  of  a  beam  of  a  given  material  and  proportion  of  its 
dimensions,  there  most  be  a  certain  size  at  which  the  beam  will 
bear  its  own  weight  only,  without  any  additional  load. 


LIMITING  LENGTH   OF  BEAM.  263 

To  reduce  this  to  calculation,  let  the  uniformly  distributed  gross 
breaking  load  of  a  beam  of  a  given  figure  be  expressed  as  follows : — 

W=«1W'+«2B  =  8-iL/A^:; (7.) 

I,  A,  and  A  being  the  length,  depth,  and  sectional  area  of  the  beam, 
f  the  modulus  of  rupture,  and  n  a  factor  depending  on  the  form  of 
cross-  section.     The  weight  of  the  beam  will  be  expressed  by 

B=kwlA; (8.) 

w  being  the  weight  of  an  unit  of  volume  of  the  material,  and  k  a 
factor  depending  on  the  figure  of  the  beam.  Then  the  ratio  of  the 
weight  of  the  beam  multiplied  by  its  proper  factor  of  safety  to  the 
gross  breaking  load  is 

82B_82kw'P  ( 

W  "  Snfh  ' K   ' 

which  increases  in  the  simple  ratio  of  the  length,  if  the  proportion 
I  -T-  h  is  fixed.  When  this  is  the  case,  the  length  L  of  a  beam,  whose 
weight  (treated  as  uniformly  distributed)  is  its  working  load,  is 
given  by  the  condition  *2  B  =  W ;  that  is, 

T      8  n  f  h 

L  =  — J4i (10.) 

82kwl  x     ' 

This  limiting  length  having  once  been  determined  for  a  given  class 
of  beams,  may  be  used  to  compute  the  ratios  of  the  gross  breaking 
load,  weight  of  the  beam,  and  external  working  load  to  each  other, 
for  a  beam  of  the  given  class,  and  of  any  smaller  length,  I,  according 
to  the  following  proportional  equation : — 

L:-:  — ::W:B:W'; (11.) 

82        8X 

In  all  the  following  examples,  the  factors  of  safety  employed  are 

S+  =  O  j  82  =  o  l— — 

Example  I. — Let  the  beams  in  question  be  plain  rectangular  cast 
iron  beams,  so  that  n  =  ^,  k=l,  u/  =  0-257  lb.  per  cubic  inch;  let 

f  ss  40,000  lbs.  per  square  inch ;  and  let  j  =  r-=.     Then 

L  =  4,612  inches  =  384  feet  nearly; (12.) 

also,  I  being  expressed  in  inches — 

4,612  :  J :  4--|  -  :  :  W  :  B  :  W (13.) 
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Example  IL — Cast  iron  beam  of  uniform  single  T-shaped  section 
of  equal  strongtli  (as  in  Article  164,  Case  L,  p.  237). 


As  =  2  ^ti  ■■•  A  =  j |  A,  and  Aj  =  ^  A 

„       Wl _7/.A'A,       14 /.A' A. 
™*        8  24  ISO      J 

As  before,  B  =  0257  I  A; 
Let/.  =  80,000  lbs.  on  the  square  inch;  j  =  j- 

',  and        1 
*;  [ 


*s  B  _  I  in  inches 
"W~-— 6\456 
L  =  6,456  inches  =  538  feet; 


Example  III.— Cast  iron  beam  of  uniform  double  T-shaped 
section  of  equal  strength  (as  in  Article  164,  Case  1L,  p.  257). 

«.=^=/.*  (k  *.+*■)<  ••■  »-¥  (^+8  4 

In  order  to  obtain  a  definite  result,  some  proportion  must  be 
assumed  between  the  area  of  the  upper  flange  A,,  and  that  of  the 
vertical  web  A„.  For  the  sake  of  illustration,  let  Ax  =  A2  -.;.  2; 
which  proportion  is  not  unusual  in  practice.     Then 

A  =  5  Aj  =  10  A1  =  yA1j  and 

/.frA/7        4\_19./.A'A 

As  before,  B  =  0-257  I  A.  Let  /.  =  80,000  IK  on  the  square 
inch;  j-  =  =-=j  then 

s„  B     I  in  inches 


L  =  8,762  inches  =  730  feet  nearly;  J 
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also, 


8,762:|.8'7626~*::W:B:W'. 


,.(17.) 


Example  IV. — Wrought  iron  beam  of  uniform  single  T-shaped 
section  of  equal  strength  (as  in  Article  164,  Case  III.,  p.  258). 

14  3 

Aj^  =  ^  A2  *9  .  *.  A  =  —  A2  and  A2  =  j  Aj 

Wl_7f>h!A2_7f>h'At    .  w_7/ftA'A 
-"M)  —    q    —        sn        ~        In      >  ••  YY  —        */      • 


8 


30 


40 


51 


In  this  case,  B  =  0277  I  A  =  ]g  J  A. 

A'         1 
Let /i  =  60,000  lbs.  on  the  square  inch ;  y  =  — ;  then 

89  B      Z  in  inches         , 
-f «r^  =  — — ;  and 


.(18.) 


also, 


~W "~      6,720 
L  =  6,720  inches  =  560  feet  nearly; 


6,720  :  | :  M£J 1 : :  W  :  B  :  W' (19.) 


Example  V. — Wrought  iron  beam  of  uniform  double  T-shaped 
section  of  equal  strength  (as  in  Article  164,  Case  IV.,  p.  258). 

A-i  =  7j  A2  +  g  -^-8>  •'•  -A- =s  o  -^2  "r  g  A8; 

M„  =  ^=/>V(I^  +  A,):,W=4-4'(||A,  +  SA,). 

In  order  to  obtain  a  definite  result,  let  A8  =  A2 ;  which  pro- 
portion is  not  unusual  in  practice.     Then  A  =  4  A2;  and 

*?  A'         1 

As  before,  let  B  =  •-  I  A;/»  =  60,000;  y  =  ji-j  then 


89  B       Z  in  inches         , 
W  —     11,840    ' 
L  =  11,840  inches  =  987  feet  nearly; 


.(20.) 
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also, 

11,840  :  |  :  H^—::  W  :B  :  W (21.) 

168.  Dhtfriaatiaa  of  Shearing  SireM  la  Beams.  (A.  M.,  309.) — 
It  has  already  been  shown  in  Article  160,  Division  II.,  how  to  find 
the  greatest  amount  of  the  shearing  action  of  the  load  at  a  given 
cross-section  of  a  beam.  Let  F  denote  that  amount,  A  the  area  of 
the  cross-section  at  which  it  acts;  then 

F 
Mean  intensity  of  shearing  stress  =-r- (1.) 

The  distribution  of  that  stress  over  the  cross-section  is  such  that 
its  intensity  is  greatest  at  the  neutral  axis,  and  gradually  diminishes 
towards  the  upper  and  lower  surfaces  of  the  beam,  where  it 
vanishes.  That  greatest  intensity  is  found  by  the  following  pro- 
cess:— Conceive,  as  in  fig.  136,  Article  162,  p.  250,  the  cross- 
section  to  be  divided  into  thin  horizontal  layers,  such  as  C ;  let  z 
be  the  breadth  of  any  layer,  d  y  its  depth,  y  its  distance  from  the 
neutral  axis;  also  let  z0  be  the  breadth  of  the  cross-section  at  the 
neutral  axis;  I  the  "moment  of  inertia"  of  the  cross-section,  as 
defined  in  Article  162,  p.  252;  yx  the  distance  from  the  neutral 
axis  to  either  the  upper  or  the  under  surface  of  the  beam;  q0  the 
required  greatest  intensity  of  the  shearing  stress.     Then 


=  i!;j>*^- <2> 


F 


The  symbol  f  1  denotes  that  the  integration  or  summation  of 

the  products  yzdyof  the  area  of  each  layer  into  its  distance  from 
the  neutral  axis,  is  to  extend  from  the  neutral  axis  to  either  the 
upper  or  the  lower  surface  of  the  beam,  that  integration  being 
thus  performed  for  one  only  of  the  two  parts  into  which  the 
neutral  axis  divides  the  cross-section.  It  is  a  matter  of  convenience 
only  which  of  those  parts  is  chosen,  as  the  same  result  is  arrived  at 
in  either  case. 

The  maximum  intensity  of  the  shearing  stress  at  the  given 
cross-section  exceeds  the  mean  intensity  in  the  following  pro- 
portion : — 


V-rV?''*" <3> 


a  ratio  depending  solely  on  the  figure  of  the  cross-section. 
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The  following  table  gives  some  of  its  values : — 

5roA 


Figure  of  Cross-section. 


I.  Rectangle,  z0  =  b,   , 
IL  Ellipse  and  Circle, 


3 

2* 

4 
3 


III.  Hollow  Rectangle — 

A  =  bh  —  b'h';  z0  =  b  —  b'. 
This  includes  I-shaped 
sections, 


3  (bh-b*  h')-(bh*-b'h'*) 
2'     (b-b^'ibhs-b'h*)    ' 

hK 


TV.  Hollow  square,  h* - h'2, 2\^+f2^rF2/' 

4 
V.  VL  Hollow  ellipse  and  hollow  circle;  the  numerical  factor  «; 

the  symbolical  factor,  the  same  as  for  the  hollow  rectangle 
and  hollow  square  respectively. 

YII.  Single  T-shaped  section;  flange  Ax; )  3     4  A  A1  4-  A\ 
web  A2;  A1  +  A2  =  A, J  2 '  A^lA^+A,)" 

VIII.  Double  T-shaped  section;  flanges  Av  A3;  web  A2; 

A  (24  A,  Aa  4- 1 2  A1  Ag  +  1 2  A2  A 3)  +  3  A}  -  1 2  A1  A  o  A 3 

A2  (24  Ax  A3  +  8  Ax  A2  4-  6  A2  A3  4-  2  Ar. 

When  Ax  and  As,  in  Case  VIIL,  are  large  compared  with  A2, 
— that  is  to  say,  when  a  beam  consists  of  strong  upper  and  lower 
flanges  or  horizontal  bars,  connected  by  a  thin  vertical  web,  the 
shearing  force  may  be  treated  as  if  it  were  entirely  borne  by  tho 
vertical  web,  and  uniformly  distributed. 

The  smallest  cross-section  of  abeam  is  generally  fixed  by  reasons  of 
convenience,  independent  of  the  shearing  force  to  which  it  is  exposed, 
and  is  generally  much  greater  than  is  necessary  in  order  to  bear  that 
force.  But  when  it  is  practicable  to  adapt  the  least  cross-section  of 
the  beam  accurately  to  the  shearing  force,  the  preceding  formulae 
and  table  furnish  the  means  of  doing  so,  by  making 


ft 


.1. 


8 


.(4.) 


where  f  is  the  modulus  of  rupture  by  shearing,  and  8  a  factor  of 
safety.    This  equation  gives  for  the  least  sectional  area, 
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A,aA.?_&A.»Z.  (M 

f    4      '     / l  ' 

in  which  formula,  q0  A  -i-  F  is  to  he  found  by  means  of  equation  3, 
or  of  the  preceding  table  of  examples. 

169.  »«B«uon  „r  no...  (A.  M.,  300  to  304.)— By  the  term 
"Defection"  when  not  otherwise  specified,  is  understood  the  greatest 
displacement  of  any  point  of  a  loaded  beam  from  its  position  when 
the  beam  is  unloaded.  Three  cases  may  be  distinguished, — that  of 
Deflection  under  any  toad,  that  of  Proof  Deflection,  or  deflection  under 
the  greatest  load  which  does  not  impair  the  strength  of  the  beam, 
and  that  of  Ultimate  Deflection,  or  deflection  immediately  before 
breaking.  When  the  loud  does  not  exceed  the  proof  load,  the 
deflection  of  a  given  beam,  under  a  load  distributed  in  a  given 
manner,  is  veiy  nearly  proportional  to  the  load:  -when  the  proof 
load  is  exceeded,  the  deflection  increases  in  general  faster  than  the 
load,  and  in  an  irregular  manner,  so  that  the  ultimate  deflection  is 
not  capable  of  exact  computation.  The  remainder  of  this  Article 
will  therefore  relate  to  deflections  under  loads  not  exceeding  the 
proof  load. 

The  determination  of  the  deflection  of  a  beam  under  a  transverse 
load  is  a  process  which  consists  of  three  steps,  by  which  are  found 
successively,  the  curvature  at  any  cross- section,  the  dope  at  any 
cross-section,  and  the  deflection. 

Step  I. — To  find  the  curvature  at  a  given  cross-section,— divide 
the  bending  moment  at  that  cross-section  (as  found  in  Article  1G0, 
Division  III.,  p.  242)  by  the  "moment  of  inertia"  of  that  section 
(as  found  in  Article  162,  p.  252),  and  by  the  modulus  of  direct 
elasticity  of  the  material.  The  result  is  the  curvature, — that  is, 
the  reciprocal  of  the  radius  of  curvature  of  a  longitudinal  line  in  the 
beam,  which  was  straight  when  the  beam  was  unloaded.  Denote 
that  radius  by  r,  and  the  other  quantities  by  the  symbols  already 
employed;  then 

1     M  (i) 

The  positive  or  negative  sign  of  this  expression  will  show  whether 
the  curvature  is  cuueave  upwards  or  downwards. 

When  the  beam  is  under  its  proof  load,  and  the  given  crow-section 
is  that  of  greatest  stress,  let  M0  denote  the  bending  moment  of  that 
section,  and  \0  the  moment  of  inertia ;  then,  as  has  been  shown  in 
Article  162,  equations  2  a,  3,  4,  and  5,  we  have 

^     Si 
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(where/*  is  the  modulus  of  proof  strength,  or,  for  most  materials, 
from  one-half  to  one-third  of  the  modulus  of  rupture,  see  Article 
143,  p.  222);  so  that,  in  the  case  now  considered,  equation  1  becomes 

r0"EIo""Eyi""Em  h K   } 

(«»'  having  the  meaning  explained  in  Article  162,  p.  252). 

This  formula  gives  the  sharpest  curvature  which  the  beam  can 
bear  without  injury;  and  as  J'  -*-  E  is  the  proof  strain  of  the 
material,  that  curvature  depends  on  the  proof  strain,  the  depth  h, 
and  the  form  of  section  only. 

When  the  dimensions  are  all  given  in  inches,  the  bending 
moment  in  inch-pounds,  and  the  moduli  of  proof  strength  and 
elasticity  in  pounds  on  the  square  inch,  the  radius  of  curvature  will 
be  computed  in  inches. 

The  denominator  E I  in  equation  1,  expresses  the  transverse  stiff- 
ness or  resistance  of  the  beam  to  bending  at  any  given  cross-section ; 
and  as  I  may  be  expressed  in  the  form  n'  b  h8  (Article  162,  equation 
3,  p.  252),  the  resistances  of  similar  cross-sections  of  beams  of  the 
same  material  are  to  each  other  as  their  breadths,  and  as  the  cubes 
of  their  depths;  and  consequently, — 

The  curvatures  of  beams  of  the  same  material  at  sections  of  similar 
figures,  under  equal  bending  moments,  are  inversely  as  their  breadths, 
and  inversely  as  the  cubes  of  their  deptlis. 

Equation  2  also  shows  that, — 

The  curvatures  of  beams  of  the  same  material,  at  sections  of  similar 
figures,  under  their  respective  proof  bending  moments,  are  inversely 
as  their  depths  simply. 

In  the  case  of  a  cross-section  of  equal  strength  (such  as  those 
described  in  Article  164),  equation  2  maybe  put  in  the  following 
form : — let  ft  and  fi  be  the  moduli  of  proof  resistance  to  cross- 
breaking  by  compression  and  by  tearing  respectively;  then 

The  curved  form  assumed  by  an  originally  straight  longitudinal 
line  in  a  beam  might  be  drawn  approximately  by  the  aid  of  equa- 
tion 1,  were  it  not  that  the  great  lengths  of  the  radii  of  curvature, 
and  the  smallness  of  the  ordinates  of  the  curve,  in  all  cases  which 
occur  in  practice,  render  it  neither  practicable  nor  useful  to  draw 
the  figure  of  that  curve  in  its  natural  proportions.  But  the 
following  process,  invented,  so  far  as  I  am  aware,  by  Mr.  C.  H. 
Wild,  enables  a  diagram  to  be  drawn,  which  represents,  with  a  near 
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approach  to  accuracy,  that  curve,    with  Us  vertical  dimensions 
exaggerated,  so  as  to  show  conspicuously  the  slopes  and  ordinates. 

Compute,  by  equation  1,  the  radii  of  curvature  for  a  series  of 
equi-distant  points  in  the  beam.  Diminish  all  those  radii  in  any 
proportion  which  may  be  convenient,  and  draw  a  curve  composed 
of  small  circular  arcs  with  the  diminished  radii.  Then  in  the  same 
ratio  that  the  radii,  as  compared  with  the  horizontal  scale  of  the 
drawing,  are  diminished,  will  the  vertical  scale  of  the  drawing, 
according  to  which  the  ordinates  are  shown,  be  exaggerated. 


Fig.  147. 

Step  II. — To  find  the  slope,  or  inclination  of  an  originally 
straight  longitudinal  line  in  a  beam  to  its  original  position.  The 
solution  of  this  problem  depends  on  the  principle,  that  the  difference 
of  slope  at  two  points  in  that  line,  is  the  product  of  the  distance 
between  those  points  into  the  mean  curvatwre  of  the  portion  of  tlie  line 
between  tltem.  That  is  to  say,  in  symbols,  let  d  x  denote  the  length 
of  a  portion  of  the  line,  1  -s-  r  its  mean  curvature,  d  i  the  dif- 
erence  of  slope  at  the  two  ends  of  that  portion;  then 


di  = 


d  x 


.(3.) 


Let  i0  be  the  slope  of  the  beam  at  the  point  taken  as  the  origin 
of  co-ordinates ;  i,  the  slope  at  a  point  whose  distance  from  that 
origin  is  at ;  conceive  the  distance  £  to  be  divided  into  an  indefinite 
number  of  small  parts,  the  length  of  each  being  d  x ;  compute  by 
equation  1  the  curvature  of  each  of  those  parts,  and  by  equation  3 
the  successive  differences  of  slope;  sum  or  integrate  those  results, 
and  the  final  result  will  be  the  whole  difference  between  the  slopes 
at  the  origin  and  at  the  point  a/;  that  is  to  say, 


j  i 


d  x 


.(4.) 


When  the  beam  is  supported  and  loaded  in  such  a  way  that  it  is 
known  to  have  no  slope  at  a  certain  point,  that  point  should  be 
taken  as  the  origin.  This  occurs  in  two  cases;  that  of  a  beam 
fixed  at  one  end  and  loaded  on  the  projecting  portion  (fig,  147), 
which  has  no  slope  at  the  fixed  end  A;  and  tbat  of  a  beam  sup- 
jx>rted  at  both  ends  and  symmetrically  loaded  (half  shown  in  fig. 
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146),  which  has  no  slope  at  the  middle  point  A.  In  these  cases, 
let  the  tangent  A  X  C  at  the  point  of  no  slope  be  taken  as  the 
axis  of  absciss®,  along  which  a/  is  to  be  measured;  then 

t0  =  0;  andt=J     -^. (5.) 

These  are  the  most  common  cases  in  practice.  In  other  cases, 
the  slope  i0  at  the  origin  must  remain  indeterminate  until  the 
third  step  of  the  solution  is  performed. 

The  following  principles  are  the  consequences  of  equation  3,  when 
applied  to  similar  beams  of  the  same  material,  under  loads  similarly 
distributed: — 

The  slopes  at  corresponding  points  are  as  the  lengths  and  curva- 
tures; and  therefore, 

Under  equal  loads,  the  slopes  at  corresponding  points  are  directly 
as  the  lengths,  and  inversely  as  the  breadtte  and  cubes  of  the  deptlis; 

Under  the  proof  loads,  the  slopes  at  corresponding  points  are 
directly  as  the  lengths,  and  inversely  as  tJie  deptlts. 

The  following  formulae  express  these  principles,  as  applied  to  the 
finding  of  the  steepest  slope  in  a  given  beam,  which  is  in  general  at 
the  point  most  distant  from  the  point  of  no  slope;  for  example,  at 
D,  in  figs.  146  and  147. 

Under  a  given  load  W; 

mw  W  c2 
steepest  slope  *i  =  En'6A»; (6-) 

Under  the  proof  load, 

steepest  slope  ix  =  ^     ,    ; (7.) 

And  in  sections  of  equal  strength, 

-  _m"(fa+fb)c 

*i  = Wh — b (7  *' 

For  beams  fixed  at  one  end,  c  =  J;  for  beams  supported  at  both 
ends,  c  =  I  -*-  2. 

m'  and  n'  are  the  factors  already  explained  in  Article  162, 
equations  3  and  4,  p.  252,  and  of  which  values  have  been  given  in 
the  table,  p.  254. 

mn  and  m"  are  factors  depending  on  the  distribution  of  the  load, 
the  mode  of  support,  and  the  longitudinal  section  of  the  beam. 
Examples  of  their  values  will  be  given  in  a  table  further  on.  They 
bear  the  following  relations  to  each  other : — 

in  beams  fixed  at  one  end  mw  =  w»  to"  ;  )       /«  v 

in  beams  supported  at  both  ends  m!"  =  2wot";j""'  ^ 
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m  being  the  factor  already  explained  in  Article  161,  equation  1, 
p.  247,  and  of  which  values  have  been  given  in  the  tables  of  pp. 
245  and  246. 

Step  III. — To  find  the  Deflection.  By  this  term  is  to  be  under- 
stood the  depression  of  (lie  lowest  point  below  ike  highest  point  of  an 
originally  straiglu  horizontal  longitudinal  line  in  the  beam. 

Let  d  x  be  the  distance  between  two  points  in  that  line,  i  the 
mean  slope  of  the  line  between  them,  and  d  v  their  difference  of 
level;  then 

dv  =  idx. (9.) 

Assume  any  convenient  point  in  the  line  in  question  as  the 
origin  of  co-ordinates;  let  d  be  the  distance  of  another  point  from 
it;  conceive  that  distance  to  be  divided  into  an  indefinite  number 
of  small  parts,  the  length  of  each  being  dx;  compute,  by  the  second 
step  of  the  process,  the  slope  of  each  of  those  divisions,  and  by 
equation  9,  the  successive  differences  of  elevation  of  their  ends; 
the  sum  or  integral  of  those  results  will  be  the  elevation  or  depres- 
sion of  the  point  a!  relatively  to  the  origin,  according  as  it  is  positive 
or  negative;  that  is  to  say, 


•=/; 


idx. (io.) 


This  equation  finally  determines  the  figure  assumed  by  an 
originally  straight  longitudinal  line  in  the  beam. 

In  the  two  cases  represented  by  figs.  146  and  147 — that  is,  when 
tbe  beam  is  symmetrically  loaded,  or  fixed  at  one  end — the  most 
convenient  point  for  tbe  origin  is  still  the  point  of  no  slope  A,  and 
the  deflection  sought  is  the  difference  of  elevation  between  that 
point  and  the  furthest  point  D,  whose  distance  from  it  is,  in  a 
symmetrically  loaded  beam,  the  half-span,  I  -=-  2,  and  in  a  beam 
fixed  at  one  end,  the  length  of  the  projecting  port,  I  Hence, 
denoting  tbe  deflection  by  t>„ 


In  a  symmetrically  loaded  beam,  v1  = 
in  a  beam  fixed  at  one  end, 


■earn,  v,  =  [i  idx:} 

?  i°      f (: 


In  other  cases,  the  most  convenient  point  for  the  origin  of  co- 
ordinates is  in  general  one  of  the  points  of  support;  the  fixity  of 
the  other  point  of  support,  for  which  v  =  0,  will  give  an  equation 
from  which  i0  in  equation  4  may  be  found,  and  the  positions  of  the 
most  elevated  and  depressed  points  are  to  be  found  by  the  con- 
dition that  for  them  the  slope  t  =  0.  Examples  of  such  problems 
will  be  given  in  the  sequel 
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The  following  principles  are  the  consequences  of  equation  9, 
when  applied  to  similar  beams  of  the  same  material,  under  loads 
similarly  distributed; — 

Under  equal  loads,  the  deflections  are  directly  as  the  cubes  of  the 
lengths,  and  inversdy  as  the  breadths  and  cubes  of  the  deptlis. 

Under  the  proof  loads,  the  deflections  are  directly  as  llie  squares  of 
the  lengths,  and  inversely  as  the  depths. 

The  following  formate  express  these  principles : — 

Deflection  under  a  given  load  W, 

n"We> 

*i=is& <"•> 

Proof  Deflection, 

*=Kt • <:l> 

And  in  sections  of  equal  strength, 

•*-         EA        (13A-> 

For  beams  fixed  at  one  end,  c  =  I;  for  beams  supported  at  both 

_  *»'  and  «'  are  the  factors  already  explained  in  Article  162, 
equations  3  and  4,  p.  252,  and  of  which  values  have  been  given  in 
the  table,  p.  254. 

n'  and  n"  are  factors  depending  on  the  distribution  of  the  load, 
the  mode  of  support,  and  the  longitudinal  section  of  the  beam. 
The;  bear  the  following  relations  to  each  other  : — 

in  beams  fixed  at  one  end,  n"  =  mn';  i 

in  beams  supported  at  both  ends,  »"=2»(i"}  '"'      * 

The  following  tables  give  examples  of  the  values  of  the  factors  in 
equations  6,  7,  7  a,  12,  13,  and  13  a.:— 
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Cm 

A-  XTnifobm  Cross-Section. 
L  Constant  Moment  of  Flex-  1 

IL  Fixed  at  one  end,  loaded  I 
atother,       J 

III.  Fixed  at  one  end,  uni- ) 

formly  loaded, { 

IV.  Supported  at  both  ends, ) 

loaded  in  middle, J 

V.  Supported  at  both  ends,  1 
uniformly  loaded, j 


Proof  Load. 

Futon  for 

Slope.     Ueflectif 


2 

1  1 

3  2 

1  1 

I  6 

1  1 

3  4 

5  ! 


B.  Uniform  Strength  and  Uni- 
form Depth.    (See  Article 
165,  pp.  259,  260.) 
(The  curvature  of  these  is  uniform). 
VI.  Fixed  at  one  end,  loaded  ) 

at  other,        J 

VII.  Fixed  at  one  end,  uni-  ) 

formly  loaded, J 

VIII.  Supported  at  both  ends,  1 

loaded  in  middle, / 

IX.  Supported  at  both  ends,  1 
uniformly  loaded, / 


C.  Uniform  Strength  and  Uni- 
form Breadth.  (See  Article 
165,  pp.  259,  260.) 
X.  Fixed  at  one  end,  loaded  In  2 


Ctll- 


XI.  Fixed  at  one  end,  ■ 

formly  loaded, 

XII.  Supported  at  both  e: 

loaded  in  nii<MU>... 


\  infinite       1       infinite 


XIII.  Support-oil  nt  both  ends,  )   ,  ..„„  „  „„„  „  „„„     „ 

uniformly  loaded, .}  15'08  °  570S  °*»  01427 
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The  values  of  m*  and  n"  for  beams  of  uniform  strength,  as  given  in 
the  above  table,  are  greater  than  those  which  occur  in  practice, 
because,  in  computing  the  table,  no  account  has  been  taken  of  the 
additional  material  which  is  placed  at  the  ends  of  such  beams,  in 
order  to  give  sufficient  resistance  to  shearing  (see  p.  267). 

The  error  thus  arising  applies  chiefly  to  m",  the  factor  for  the 
maximum  slope.  For  the  factor  for  the  deflection,  w",  the  error  is 
inconsiderable,  as  experiment  has  shown. 

170.  The  Proportion  of  the  Greatest  Depth  of  a  Beam  to  the  Spaa 

(A.  M.,  302,)  is  so  regulated,  that  the  proportion  of  the  greatest 
deflection  to  the  span  shall  not  exceed  a  limit  which  experience  has 
shown  to  be  consistent  with  convenience.  That  proportion,  from 
various  examples,  appears  to  be — 

v  11 

For  the  working  load,  -*  =  from  -^-t-  to  -  -^y 

v  11 

For  the  proof  load, ...  -*  ==  from  stjjk  to  Jaa- 

The  determination  of  the  proportion,  hQ  + 1,  of  the  greatest  depth  of 
the  beam  to  the  span,  so  as  to  give  the  required  stiffness,  is  effected 
by  the  aid  of  equation  13  of  Article  169,  p.  273,  from  which  we 
obtain 

vx_    n'fc n"fl 

7~2Em'A0"~4Em'V 

consequently  the  required  ratio  is  given  by  the  equation 

/""4m'E'V V    ' 

an  expression  consisting  of  three  factors :  a  factor,  nn  -f-  4  m\  depend- 
ing on  the  distribution  of  the  load  and  the  figure  of  the  beam ;  a 
factor,  I  -j-  vv  being  the  prescribed  ratio  of  the  span  to  the  deflection ; 
and  a  factor,/"  -j-E,  being  the  proof  strain,  or  the  working  strain,  of 
the  material,  as  the  case  may  be.  When  the  cross-section  is  one  of 
equal  strength,  as  in  Article  164,  equation  1  may  be  put  in  the 
following  form : — 

Example  I. — Let  the  beam  be  under  its  working  load,  uniformly 
distributed,  on  a  beam  of  uniform  section,  alike  above  and  below. 

Then  n"  =  -5-5,  ml  =  -•     Let  —  =  1,000  be  the  prescribed  ratio  of 

1*  u  V± 


the  span  to 
iron,  for  which 
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working  deflection.     Let  the  material  be  wrought 
3000  ™  a  M^e  value  f°r  the  working  strain  j£-     Then 


B_    1,000 

"24  "3,000  " 


72~144' 


which  is  very  nearly  the  average  proportion  of  depth  to  span 
adopted  for  wrought  iron  girders  in  practice. 

Example  II. — Let  the  beam  still  be  under  its  working  load, 
uniformly  distributed;  let  the  cross-section  be  of  equal  strength, 
and  let  the  longitudinal  section  be  one  of  uniform  strengUt  and  uni- 

f arm  depth.  (See  Article  165,  Case  IV.,  p.  260.)   In  this  case,  »°  =  y 

Let  /  -i-  ti,  be  still  =  1,000.  The  material  being  wrought  iron,  and 
the  factor  of  aafety  about  6,  let  /'.  =  6,000 ;  /,  =  1 0,000 ;  and  let 
E  =  29,000,000.    Then 

A„_l   16,000x1,000  _    1 
"i~s"    29;000,000'"~14-5J 

being  nearly  the  same  as  in  the  preceding  example. 

Example  III. — As  in  Example  IL,  let  the  beam  be  under  its 
working  load,  uniformly  distributed;  let  the  cross-section  be  of 
equal  strength,  and  the  longitudinal  section  of  uniform  strength 


and  uniform  depth.     Then  n 


1 


Let  the  material  be  cast  ii 


let  the  factor  of  safety  be  6,  and  let  f.  =  13,333,  /,  =  3,333, 
E  =  16,666,000.  The  following  are  the  proportions  of  greatest 
depth  to  length  for  two  different  values  of  the  proportion  of  the 
greatest  deflection  to  the  length : — 


for- 


for 


^  =  800.^ 


1 

"  13-3 
1 


(       10' 


r  *f  lbs  Pnoui  of  Designing  a  Beaat. — In  design- 
ing a  beam  of  a  given  material,  and  of  a  given  span,  to  support  a 
given  load,  distributed  in  a  given  way,  the  process  to  he  followed 
may  be  thus  summed  up : — 

I.  Decide  to  what  class  of  figures  the  cross-section  shall  belong; 
for  example,  whether  it  is  to  be  rectangular,  similar  above  and 
below,  T-shaped,  double  T-shaped,  of  equal  strength,  and  so  forth 
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(mm  Article  164,  pp.  256  to  259);  also,  of  wlint  kind  the  longitudinal 
lection  is  to  be:  u  to  which,  Bee  Article  105,  pp.  259  to  201. 

IX  Determine  the  greatest  depth,  by  the  considerations  men- 
tioned in  Article  170,  p.  275. 

III.  Find  the  shearing  force  and  bending  moment  at  a  sufficient 
number  of  cross-sections,  and  the  greatest  shearing  force  and 
bending  moment,  as  in  Articles  ICO,  161,  pp.  239  to  249. 

IT.  Multiply  the  greatest  bending  moment  by  a  proper  factor  of 
safely;  which,  for  a  travelling  or  otherwise  moving  load,  will,  in 
general,  be  sue.  This  gives  the  breaking  moment  for  rupture  by 
cross- breaking.  In  like  manner,  the  greatest  shearing  force,  multi- 
plied by  a  proper  factor  of  safety,  gives  the  ultimate  resistance  to 
•hearing  at  the  section  where  the  shearing  force  is  greatest. 

V.  Determine  provisionally  the  product  of  the  extreme  breadth 
and  square  of  the  depth  at  the  section  of  greatest  bending  moment, 
by  dividing  that  moment  (M0)  by  the  modulus  of  rupture  of  the 
material  (/),  and  by  the  proper  factor  (n).  (See  Article  162,  equa- 
"    >.  252;  also  the  tabic  of  the  values  of  n,  p.  251.)    Thatisto 


ban  fl,  p.  US 
my,  make 


-S ('•) 


Divide  this  by  the  square  of  the  depth,  already  found :  the  result 
will  be  the  provisional  extreme  breadth,  b'. 

In  some  cases,  such  as  those  of  T-shaped  and  double  T-shaped 
notions  of  equal  strength,  the  above  process  may  not  be  convenient; 
and  then  the  provisional  sectional  areas  of  the  different  parts  of  the 
beam,  are  to  be  deduced  from  the  required  moment  of  resistance 
Mp  and  the  already  fixed  depth  k,  by  the  aid  of  equations  1,  2,  3, 
4,  or  5,  of  Article  163,  pp.  255,  250,  or  of  the  formulte  of  Article 
164,  pp.  256  to  259. 

YL  From  tbe  extreme  depth  and  the  extreme  breadth,  or  sec- 
tional area  (as  the  case  may  be),  at  the  section  of  greatest  bending 
moment,  find  all  the  other  required  transverse  dimensions  of  the 
beam. 

VIL  Thence  compute  its  weight.  If  this  is  a  small  fraction  of 
the  external  load,  the  results  already  obtained  are  sufficient. 

VIII.  But  if  the  weight  of  the  beam  forms  a  considerable  part 
of  the  load,  the  results  already  obtained  are  provisional  only,  and 
the  breadths  (and  therefore  the  sectional  areas)  are  to  be  increased 
everywhere  in  the  proportion  given  by  Article  167,  equation  1,  p. 
262.  The  weight  of  the  beam  also  will  be  increased  in  the  soma 
proportion. 

By  means  of  equation  2  of  the  same  Article,  p.  2G2,  the  ratio  of 
tbe  weight  of  the  beam  to  the  external  load  may  be  found,  u^noxv 
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niate]y  so  soon  as  the  extreme  depth,  and  the  diameter  of  the  crow 
and  longitudinal  sections  have  been  fixed;  and  then  the  breaking 
load  may  be  found  approximately  by  equation  3  of  the  same 
Article,  and  used  in  computing  the  required  ultimate  resistance  to 
cross-breaking  and  to  shearing;  whence  the  true  breadths  and  areas 
of  the  beam  may  be  found  at  once.  But  when  this  method  is 
followed,  the  exact  weight  of  the  beam  should  afterwards  be  com- 
puted from  the  dimensions,  to  test  whether  the  approximate  value 
is  sufficiently  near  the  truth. 

IX.  The  method  of  Article  168,  pp.  266  to  268,  may,  if  neces- 
sary, be  employed  to  test  whether  the  cross-section  at  the  points  of 
greatest  shearing  force  is  sufficient  to  resist  that  force. 

172.  s-iMoHir-appttcd  i.Md  -  MwiA)r-i*iiini  f.»«d.  (A.  M.,  306.) 
— A  suddenly-applied  transverse  load,  like  the  suddenly-applied 
pull  of  Article  149,  p.  227,  produces  at  first  double  the  maximum 
stress,  and  double  the  strain,  which  the  application  of  a  load 
gradually  increasing  from  nothing  to  the  amount  of  the  given  load 
would  produce. 

The  action  of  the  rolling  load  to  which  &  railway  bridge  is  sub- 
jected is  intermediate,  in  those  cases  which  occur  in  practice,  between 
that  of  an  absolutely  sudden  load  and  a  perfectly  gradual  load.  It 
has  been  investigated  mathematically  by  Mr.  Stokes,  and  experi- 
mentally by  Captain  Gallon,  and  the  results  are  given  in  the  Report 
of  the  Commissioners  on  the  Application  of  Iron  to  Railway 
Structures. 

The  additional  strain  arising,  whether  from  the  sudden  application 
or  swift  motion  of  the  load,  is  sufficiently  provided  for  in  practice 
by  the  method  already  so  frequently  referred  to,  of  making  the 
factor  of  safety  for  the  travelling  part  of  the  load  about  double  of 
the  factor  of  safety  for  the  fixed  part. 

173.  The  RMllle.ee  *r  8prl.s  .f  .  B«.m  (A  M.,  305,)    is    the 

work  performed  in  bending  it  to  the  proof  deflection ; — in  other  words, 
the  energy  of  tite  greatest  shock  which  the  beam  can  bear  without 
injury;  such  energy  being  expressed  by  the  product  of  a  weight 
into  the  height  from  which  it  must  fall  to  produce  the  shock  in 
question.  This,  if  the  load  is  concentrated  at  or  near  one  point,  is 
the  product  of  half  the  proof  load  into  the  proof  deflection;  that  is 
to  say,  let  W  be  the  proof  load;  then  the  resilience  is 

^ <>> 

If  the  load  is  distributed,  the  length  of  the  beam  is  to  be  divided 
into  a  number  of  small  elements,  and  half  the  proof  load  on  each 
element  multiplied  by  the  distance  through  which  that  element  is 
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moved  daring  the  proof  deflection  of  the  beam, 
fence;  then  for  beams  fixed  at  one  end, 


Let  u  be  that  dis- 


u  =  v; 


and  for  beams  supported  at  both  ends, 


u  =  vx  -  v. 


(2) 


Let  dxbe  the  length  of  an  element  of  the  beam ;  w  the  intensity 
of  the  load  on  it,  per  unit  of  length ;  then  the  resilience  is 


s  /  uw  ' dx. 


(3.) 


The  cases  in  which  the  determination  of  resilience  is  most  useful 
in  practice  are  those  in  which  the  load  is  applied  at  one  point. 

Let  the  beam  be  fixed  at  one  end  and  loaded  at  the  other,  c 
being  the  length  of  its  projecting  part     Then 

Besutence  =    0*  =  0--,     ™  *°oh (4.) 

This  expression  consists  of  three  factors,  viz. : — 

(1.)  The  volume  of  the  prism  circumscribed  about  the  beam, 
cbh. 

(2.)  A  Modulus  of  Resilience/-^ ,  of  the  kind  already  mentioned 

in  Article  149,  p.  227. 

(3.)  A  numerical  factor,^ — •  in  which  n  and  to'  (see  p.  252) 

\    /  '2  TO 

depend  on  the  form  of  cross-section  of  the  beam,  and  n"  (see  p. 
273),  on  the  form  of  longitudinal  section  and  of  plan.  The  follow- 
ing are  values  of  this  compound  factor  for  a  rectangular  cross- 

section,  for  which  n  =  -a,  to'  =  „,  and  therefore  ~— ,  =  a  : — 
1  6  2  2  to      o 


n 
6" 

L  Uniform  breadth  and  depth, jg* 

II.  Uniform  strength,  uniform  depth,  jy 

IIL  Uniform  strength,  uniform  breadth,   ga 


If  a  beam  be  supported  at  both  ends  and  loaded  in  the  middle, 
its  length  being  I  =  2  c,  its  proof  deflection  is  the  same  with  that  of 
a  beam  of  the  same  transverse  dimensions  and  of  the  length  c, 
fixed  at  one  end  and  loaded  at  the  other;  and  its  proof  load  is 
double  of  that  of  the  latter  beam;  therefore,  its  resilience  is  double 
of  that  of  the  latter  beam.  Consequently,  for  rectangular  beams  of 
the  half  span  c,  supported  at  both  ends  and  loaded  in  the  middle, 
we  hare  the  following  values  for  the  numerical  factor  of  the 


IV,  Uniform  breadth  and  depth, g. 

V.  Uniform  strength,  uniform  depth -„• 

VI.  Uniform  strength,  uniform  breadth, g. 

174.  Rflfeci  *r  TwMiBg  •>  >  Bom.    {A.  M.,  320  to  325.)— A 

full  account  of  the  theory  of  resistance  to  twisting  and  wrenching 
would  be  out  of  place  in  the  present  treatise,  as  engineering 
structures  are  never  subjected  to  any  considerable  strain  of  tbat 
kind.  For  the  solution  of  such  questions  as  commonly  occur  in 
practice  respecting  such  structures,  the  following  principles  are 
sufficient : — 

L  The  Moment  of  Torsion  or  Twisting  Moment  of  a  load,  means 
the  moment  of  the  pair  of  equal  and  opposite  couples,  which,  being 
applied  at  different  points  in  the  length  of  a  bar,  tend  to  twist  the 
intermediate  portion,  and,  if  great  enough,  to  break  it  by  wrenching. 

II.  The  Ultimata  Moment  of  Resistance  of  a  bar  to  wrenching 
ranges  from  about  once  and  a  half  to  twice  its  Moment  of  Re- 
sistance to  cross-breaking. 

III.  Suppose  that  the  resultant  load  on  a  beam,  W,  and  the 
supporting  pressures,  act  in  a  plane  which,  instead  of  coinciding 
with  the  middle  longitudinal  vertical  section  of  the  beam,  lies  to 
one  side  of  that  section,  and  parallel  to  it,  at  the  distance  L. 
Then  besides  the  bending  moment  on  each  cross-section  of  the  beam 
(M),  found  as  in  Article  160,  there  is  a  Twitting  Moment  whose 
value  is, 

T  =  P,!! (1.) 

P,  being  the  greatest  supporting  pressure. 

In  finding  the  Moment  of  Resistance  (M})  required  to  give  the 
beam  sufficient  strength,  the  following  formula  is  near  enough  to 
the  truth  for  practical  purposes ; — 
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m.V(t+?}+" « 

and  the  dimensions  of  the  beam  are  to  be  computed  as  if  this 
quantity,  instead  of  M,  were  the  bending  moment  of  the  load. 

175.  The  Expansion  and  contraction  of  long  beams  (A.  M.,  309), 
which  arise  from  the  changes  of  atmospheric  temperature,  are 
usually  provided  for  by  supporting  one  end  of  each  beam  on  rollers 
of  steel  or  hardened  cast  iron.  The  following  table  shows  the  pro- 
portion in  which  the  length  of  a  bar  of  certain  materials  is 
increased  by  an  elevation  of  temperature  from  the  melting  point 
of  ice  (32°  Fahr.,  or  0°  Centigrade)  to  the  boiling  point  of  water 
under  the  mean  atmospheric  pressure  (212°  Fahr.,  or  100°  Centi- 
grade); that  is,  by  an  elevation  of  180°  Fahr.,  or  100°  Centigrade : — 

Metals. 

Brass, *oo2i6 

Bronze, -ooi8i 

Copper, -00184 

Gold, '0015 

Cast  iron, -ooni 

Wrought  iron  and  steel, '00114  to '00125 

Lead, '0029 

Platinum, -0009 

Silver, '002 

Tin, '002  to  '0025 

Zinc, '00294 

Earthy  Materials. 

(The  expansibilities  of  stone  from  the  experiments  of  Mr.  Adio.) 

Brick,  common, '00355 

„      fire, '0005 

Cement, '0014 

Glass,  average  of  different  kinds, '0009 

Granite, *ooo8  to  •0009 

Marble, '00065  to  'oon 

Sandstone, '0009  to  *ooi2 

Slate, -00104 

1 

Timber. 

(Expansion  along  the  grain,  when  dry,  according  to  Mr.  Joule, 

Proceed.  Roy.  Soc,  Nov.  5,  1857.) 

Baywood, ^ '000461  to  -000566 

Deal, -000428  to  '000438 
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Mr.  Joule  found  that  moisture  diminished,  annuls,  and  even 
reverses,  the  expansibility  of  timber  by  heat,'  and  that  tension 
increases  it. 

176.  BMHFtatlMBMkEiii.  (A.  M.,  307.}— The  particular 
problems  respecting  beams,  which  have  been  solved  in  the  preced- 
ing Articles,  have  all  reference  to  cases  in  which  the  beam  is  either 
firmly  fixed  at  one  end  and  loaded  on  the  projecting  portion,  or 
simply  supported  at  the  two  ends  and  loaded  between  them,  and  in 
which,  consequently,  the  determination  of  the  shearing  force  and  bend- 
ing moment  at  each  point,  and  of  the  curvature, slope,  and  deflection, 
are  simple  and  direct  processes,  proceeding  step  by  step  from  the 
determination  of  one  quantity  to  that  of  another.  In  this  and  the 
following  Articles,  problems  will  be  considered  in  which  the  shear- 
ing force  and  bending  moment 
depend,  to  a  greater  or  less  ex- 
tent, on  the  curvature,  slope, 
,   ,  and    deflection;   and  in  which, 

*"&  •**■  consequently,    the    algebraical 

process  of  elimination  is  often  required,  two  or  more  unknown 
quantities  having  to  be  determined  at  once  by  solving  an  equal 
number  of  equations  at  the  same  time. 

A  beam  is  fixed,  as  well  as  supported  at  both  ends,  when  a  pair 
of  equal  and  opposite  couples  are  made  to  act  on  the  vertical 
sectional  planes  at  its  points  of  support,  of  magnitude  sufficient  to 
maintain  its  longitudinal  axis  horizontal  there,  and  so  to  diminish 
the  deflection,  slope,  and  curvature  of  its  middle  portion.  This  is 
generally  accomplished  by  making  the  beam  form  part  of  one 
continuous  girder  with  several  points  of  support,  or  by  making  it 
project  on  either  side  beyond  its  points  of  support,  and  so  fastening 
or  loading  the  projecting  portions,  that  their  loads,  or  the  resistance 
of  their  fastenings,  shall  give  the  required  pair  of  couples. 

In  fig.  148,  let  C  B  A  B  C  represent  a  beam  supported  at  the 
points,  0,  C,  loaded  along  its  intervening  portion,  and  so  fixed  or 
loaded  beyond  these  points,  that  at  them  its  longitudinal  axis  is 
horizontal,  instead  of  having  the  slope  i\,  which  it  would  have 
if  the  beam  were  simply  supported  at  C,  C,  and  not  fixed.  At  each 
of  the  vertical  sections  above  the  points  of  support,  C,  C,  there  is 
an  uniformly-varying  horizontal  stress,  being  a  pull  above  and  a 
thrust  below  the  neutral  axis;  and  the  moment  of  that  pair  of 
stresses  is  that  of  the  pair  of  equal  and  opposite  couples  which 
maintain  the  beam  horizontal  at  the  points  of  support  It  is  re- 
quired to  find, — in  the  first  place,  that  resisting  moment  at  the 
vertical  planes  of  support  (from  which  the  stress  on  the  material 
there  may  at  once  be  found);  and  secondly,  the  effect  of  that 
moment  on  the  curvature,  slope,  deflection,  and  strength  of  the  beam. 


r»*  • 
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The  general  method  of  solution  of  this  question  is  as  follows : — 
Compute,  by  equation  5  of  Article  169,  p.  271,  i'v  the  slope  which 
the  neutral  surface  of  the  beam  would  have  at  the  points,  C,  C, 
if  it  were  simply  supported  there,  and  not  fixed.  Then,  by  the 
expression  Elt'.-rC,  find  the  uniform  moment  of  flexure,  which 
if  it  acted  on  tne  beam  in  such  a  manner  as  to  make  it  become 
convex  upwards,  would  produce  a  slope  at  the  points,  C,  C,  equal 
and  contrary  to  vv  This  will  be  the  required  moment  of  re- 
sistance at  the  vertical  sections  C,  C.  It  will  afterwards  appear 
that  this  is  the  greatest  moment  of  resistance  in  the  beam ;  so  that 
by  putting  it  instead  of  M0  in  the  formulae  of  Articles"  162,  163, 
and  164,  pp.  251  to  259,  the  conditions  of  strength  of  the  beam 
are  determined.  Denote  this  moment  by  —  Mx,  the  negative  sign 
denoting  that  it  tends  to  produce  convexity  upwards,  while  the 
load  on  the  beam  tends  to  produce  convexity  downwards. 

Let  M  be  what  the  moment  of  flexure  at  any  point  of  the  beam 
would  be9  if  it  were  simply  supported  at  C,  C.  Then  the  actual 
moment  of  flexure  is 

M-Mx, 

and  by  substituting  this  for  M  in  the  equations  of  Article  169,  pp. 
268  to  273,  the  curvature,  slope,  and  deflection,  with  the  proof  load, 
or  with  any  load,  are  found. 

Where  M  is  the  greater,  as  at  A,  the  beam  is  convex  down- 
wards. Where  M  is  the  less,  as  at  C,  the  beam  is  convex  up- 
wards. There  are  a  pair  of  points,  B,  B,  at  which  M  =  M2,  so 
that  the  moment  of  flexure,  and  consequently  the  curvature,  vanish, 
and  the  beam  is  subjected  to  a  shearing  force  alone;  these  are 
called  the  points  of  contrary  flexure;  and  they  divide  the  middle 
part  of  the  beam,  which  is  convex  downwards,  from  the  two  end- 
most  parts,  which  are  convex  upwards. 

Example  I. — Symmetrical  load  on  a  beam  of  uniform  section,  in 
general.  By  Article  169,  equation  6,  p.  271,  observing  that  I  = 
2  c,  we  have 

,  _  2  m"  m   Wc2 

And  by  the  table  in  the  same  Article,  p.  274,  Case  L 

-  T        EI  i\      ri  E  b  A8  i' 
1  c  c         ' 

=  2  m"  m  We  =  m"  -m  W  /  =  mn  •  M^ ^ 
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M0  being  what  the  bending  moment  at  A  would  have  been,  had  the 
beam  been  simply  supported. 

The  values  of  m'  are  given  in  Article  169,  p.  274. 

Let  M'„  be  the  actual  bending  moment  at  A.    Then 

M1,,  =  (1  —  m")  ST0 (2.) 

The  greatest  moment  of  flexure  must  be  either  at  A  or  C,  or  at 
both,  if  the  momenta  of  these  sections  be  equal  and  opposite.     But 

for  beams  of  uniform  section,  m"  is  never  greater  than  =;  there- 
fore the  greatest  moment  of  flexure  is  at  0,  or  both  at  C  and  A, 
and  never  at  A  alone. 

The  ultimate  strength  or  greatest  moment  of  resistance  of  the 
beam  is  expressed  by  the  following  formula,  obtained  by  putting  M, 
instead  of  m  W  I,  in  equation  6  of  Article  162,  p.  253:— 

Ml  =  m"mWl  =  nfbh<i; (3.) 

W  being  the  breaking  load,  and/ the  modulus  of  rupture. 

Hence  it  appears,  .that  by  fixing  the  ende  of  an  uniform  beam  to 
that  tlteij  shall  be  horizontal,  its  strength  is  increased  in  the  ratio 
l:m". 

The  deflection  is  found  by  subtracting  that  due  to  the  uniform 
moment  Mp  from  that  which  the  load  would  produce  if  the  beam 
were  simply  supported  at  C  and  0. 

The  result  is  as  follows : — 

V*  =  \m"-V-  ±T  =  {n~  "2  >  ET <*■> 

For  values  of  n"  see  the  table  already  referred  to,  p.  274.  From 
the  last  of  those  expressions,  it  appears  that  by  fixing  the  ends 
horizontal,  au  uniform  beam  is  made  stifier  voider  a  given  load 
in  the  ratio 


n  for  the  deflecti 
of  resistance  con 
the  section  C,  we 
i  the  following  exj 


If  in  the  first  expression  for  the  deflection,  M,  be  considered  to 
represent  the  moment  of  resistance  corresponding  to  the  proof 
or  limiting  safe  stress  at  the  section  C,  we  may  make  M,  j-I  =zf 
~-  m  k;  so  as  to  obtain  the  following  expression  for  the  deflection 
under  the  proof  load; — 
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being  less  than  the  proof  deflection  of  a  beam  simply  supported,  as 
given  by  equation  13,  Article  169,  p.  273,  in  the  ratio 


G?-D:b'- 


The  points  of  contrary  flexure  are  to  be  found  in  each  particular 
case  by  solving  the  equation 


M  —  M1  =  0. 


.(6.) 


Examples  H.  and  IIL  are  particular  cases  of  the  general  problem 
in  Example  I. 

Example  II. —  Uniform  section,  loaded  in  tite  middle. 


1.1.1 
«i=i;m  =-2;n   =  ^ 

*,=  !!,  =  I  M0  =  I  Wl  =  I  Wc  =  nfb  A2; 
1_6-E»»'A'  \m"      %)^  n  ~2' 


..(7.) 


The  points  of  contrary  flexure  are  midway  between  A  and  C. 
Example  IIL — Uniform  section,  uniformly  loaded. 


W  =  wl  =  2cw 

1       .      2      „       5 
f7l==8;  m  =3;n  =12; 


...(8.) 


_  I   i*_  (n"  __  ^     ■  _  !L 

Vl ~  8  *  EmT  W      27**"*"-  10' 


The  points  of  contrary  flexure  are  each  at  the  following  distance 
from  A,  the  middle  point  of  the  beam : — 

-£=  =  0-577  c  =  0-289  I; (9.) 

v  3 

Example  IV. — Uniform  strength,  uniform  depth,  uniform  load. 
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uniformity  of  strength  is  attained  by  making  the 
breadth  at  each  point  pro- 
portional to  the  moment 
of  flexure,  as  shown  in  the 
plan,  fig.  149,  preserving, 
at  the  points  of  contrary 
"*  "»■  flexure  B,  B,  a  sumcient 

thickness  only  to  resist  the  shearing  force. 

The  curvature  of  the  beam  is  uniform  In  amount,  changing  in 
direction  only  at  the  points  of  contrary  flexure.  Therefore,  in  fig. 
148,  C  B  and  B  A,  at  each  side  of  the  beam,  are  two  arcs  of  circles 
of  equal  radii,  horizontal  at  A  and  C,  and  touching  each  other  at 
B;  therefore  those  arcs  are  of  equal  length ;  therefore  each  point 
of  contrary  flexure  B  is  midway  between  the  middle  of  the  beam  A 
and  the  point  of  support  C. 

It  is  evident  also,  that  the  proof  deflection  of  the  beam  must  be 
double  of  that  of  an  uniformly  curved  beam  of  half  the  span,  sup- 
ported at  the  ends  without  being  fixed;  that  is  to  say,  one-half  of 
that  of  an  uniformly  curved  beam  of  the  same  span,  supported  but 
not  fixed;  or  symbolically 

•>-{■& ™ 

The  actual  moment  of  flexure  at  A  must  be  the  same  an  in  an 
uniformly  loaded  beam,  with  the  same  intensity  of  load  to  =  W  -f- 
2  e,  supported,  but  not  fixed  at  B,  B ;  that  is  to  say, 


and  therefore,  the  moment  of  flexure  at  C  is 

b,  being  the  breadth  of  the  beam  at  C,  which  is  three  times  the 
breadth  (0  at  A. 

The  breadth  b,  at  any  other  point,  whose  distance  from  A  is 
x,  is  given  by  the  equation 

-K^tH-O-W)* <-> 

In  using  this  equation,  the  positive  or  negative  sign  of  the  result 
merely  indicates  the  direction  of  the  curvature. 
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According  to  this  equation,  the  figure  of  the  beam  in  plan  (fig. 
149)  consists  of  two  parabolas,  having  their  vertices  at  A,  and 
intersecting  each  other  in  the  points  of  contrary  flexure,  B,  B,  for 

which  x  =  =£:  ^. 

177.  A  Hcu  Fixed  at  Ose  Kmd  noil  Aapparted  M  BMh  (A.  M., 

808)  is  sensibly  in  the  same  condition  with  the  part  C  B  A  B  of 
the  beam  in  fig.  148,  extending  from  one  of  the  fixed  points  C  to 
the  farther  point  of  contrary  flexure,  which  now  represents  a  point 
supported,  but  not  fixed.  Hence  if  a  continuous  girder  be  supported 
on  a  series  of  piers,  the  span  of  each  of  the  endmost  bays  should  be 
to  the  span  of  each  intermediate  bay  in  the  ratio  c+a^  :  2  c,  where  xa 
is  the  distance  AB  from  the  lowest  point  to  a  pointof  contrary  flexure. 

178.  Hum*   luperfccllr  flies   at   ta«   Eaaa— CtlUaMH   Glnlcra. 

— The  continuity  of  a  girder  over  the  piers  which  support  it  is  not 
sufficient  to  fix  it  horizontal  at  the  points  of  support,  unless  all  the 
spans  are  alike  loaded.  Hence  the  full  strengthening  and  stiffening 
effect  of  such  continuity,  as  investigated  in  Article  176,  is  to  be 
reckoned  upon  as  regards  the  fixed  part  of  the  load  only,  and  not  as 
regards  the  travelling  part. 

In  determining  the  moment  of  resistance  required  in  the  parts  of 
such  a  girder  which  are  directly  over  the  piers,  the  whole  girder  is  to 
be  supposed  loaded  with  the  travelling  load  as  well  as  the  fixed  load, 
aud  the  method  of  Article  176  applied  in  order  to  find  Mj  (p.  283). 

But  the  same  method  will  not  in  this  case  give  a  sufficiently 
great  value  to  M'0,  the  moment  of  resistance  required  at  the  middle 
of  each  span ;  for  the  greatest  bending  moment  at  that  point  is 
produced  when  one  span  is  loaded  with  the  travelling  load  as  well 
as  the  fixed  load,  and  the  adjoining  spans  loaded  with  the  fixed 
load  only. 

Greater  or  less  precision  may  be  used  in  finding  M'0  according  to 
circumstances.  The  following  approximate  method  errs  on  the  safe 
aide,  and  is  the  best  to  employ  when  the  fixed  load  is  light  com- 
pared with  the  travelling  load. 

Method  I. — Calculate  that  part  of  M'0  which  arises  from  the 
fixed  load  as  for  a  girder  fixed  horizontal  at  the  ends  (Article  176, 
equation  2,  p.  284),  and  that  part  which  arises  from  the  travelling 
load  as  for  a  girder  merely  supported  at  the  ends,  but  not  fixed. 
(Article  161,  Case  VI.,  p.  246).  In  other  words,  compute  th» 
bending  moment  which  would  be  produced  by  the  entire  load, 
fixed  and  travelling,  on  a  beam  merely  supported  at  the  ends,  and 
subtract  from  the  result  the  already  computed  moment  of  flexure 
M,  at  the  points  of  support,  due  to  the  fixed  load  alone. 

That  is  to  say,  in  symbols,  let  w?  be  the  intensity  of  the  fixed 
load,  in  lbs.  on  the  lineal  foot,  and  ut  that  of  the  travelling  load;  then 
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For  example,  for  a  beam  of  uniform  section, 
Mj=  jT-;  and 


niformly  loaded, 


*-GMi 


To  find  the  deflection,  calculate  that  produced  by  the  total  load 
in  a  beam  merely  supported  at  the  ends,  and  subtract  that  due  to 
the  uniform  moment  M,. 

That  process  gives  the  following  result,  for  an  uniform  beam 
under  a  given  load,  c  =  I  -j-  2  as  usual,  being  the  half  span : — 


•1=(w+5k0s 


■-(»■) 


and  supposing,  as  is  usually  the  case,  that  M'0  is  equal  to  or  greater 
than  Mj  (that  is,  if  to'  is  equal  to  or  greater  than  to  -^  3),  so  that 
the  greatest  stress  is  in  the  middle,  the  proof  defectum  is 


4Effi 


..(4.) 


If,  on  the  other  hand,  M,  : 


s  the  greater  (to'  being  less  than  to  +  3), 
w  +  5*.     f+  „. 

"i""2«    npsnr (5-> 

Method  II. — When  the  fixed  load  is  greater  than,  equal  to,  or 

not  much  less  than,  the  travelling  load  on  a  given  length  of  girder, 
the  following  method  may  be  used : — 

Let  fig.  150  represent  a  viaduct  of  several  spans,  consisting  of  a 
continuous  girder  resting  at  0,  C,  C,  tec,  on  a  series  of  equidistant 


Flq.  150. 

piers.     The  endmost  span  C  K  is  smaller  than  the  rest;  the  prin- 
ciple upon  which  it  is  to  be  determined  will  be  afterwards  explained. 
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For  the  present,  the  bridge  is  to  be  conceived  to  consist  of  an 
indefinitely  long  series  of  equal  spans,  each  alternate  span  only  being 
uniformly  loaded  from  end  to  end  with  the  greatest  possible 
travelling  load. 

Let  to  be  the  intensity,  per  lineal  foot,  of  the  fixed  part  of  the 
load ;  vJ,  that  of  the  travelling  part ;  so  that  k  +  u>  is  the  intensity 
of  the  load  on  the  more  heavily  loaded  spans,  A,  A,  &c,  and  w  that 
of  the  load  on  the  intermediate  spans,  D,  D,  Ac. 

Let — M,  denote  the  yet  unknown  negative  moment  of  flexure  at 
die  points  of  support  over  the  piers,  0,  C,  C,  Ac. 

In  any  heavily  loaded  division,  let  horizontal  distances  denoted 
by  x  be  measured  from  the  central  point  A. 

In  any  lightly  loaded  division,  let  distances  denoted  by  x  be 
measured  from  the  central  point  D. 

Let  e  =  I  ■+■  2  denote  the  half-span  of  each  bay. 

Let  the  beam  be  supposed  of  uniform  section,  the  moment  of 
inertia  being  I,  and  the  depth  h,  as  before. 

Then  the  following  are  the  results  of  the  processes  in  Article 
169:— 


U(an>  kaM  BMataa. 

He»TltT  loadgd  DItUod.       ■ 

Bending  HouMut  H  = 

!(*-.•) -M, 

^(*-*)-* 

"•"-/n*— 

r,6('-T)-M 

hWi'-j) 

-M„J 

The  condition  of  continuity  of  the  beam  above  the  points  of 
support  is,  that  for  x  -  o,  and  x'  -  —c,  the  slope  i  shall  be  the  same. 
This  gives  the  following  equation : — 


whence  we  obtain  the  following  value  of  the  negative  moment  of 
flexure  above  each  pier : — 

_M  J2v>  +  vf)e*  J2  w*vf)  l\ (fi.) 

Introducing  this  into  the  expressions  for  bending  moments,  tod 
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dope,  and  proceeding  with  the  prooesMS  of  Article  169,  we  obtain 
the  following  remits :— 


Lightly  loaded  DMta. 

Hearfly  kMted  DtrHoa. 

Bending  Moment  M = 
Deflection  vstany>  = 

w+2«/  .    w+v'  . 
6^2* 

1    /w+8w'l    V+2W 
Eli     24                 12 

The  following  cases  of  these  equations  are  the  most  important  in 
practice: — 


Bending  Moments — 

At  the  centre  D  of  a  lightly  loaded  span, 

IT— a/ 


Mo~— q- 


c*  = 


24 


*2; 


At  the  centre  A  of  a  heavily  loaded  span, 


Mo= 


w  +  2«/  »    w  +  2vf 


c*  = 


2i 


I*. 


.(7.) 


The  greatest  moment  of  flexure  will  be  either  Mq  at  A,  or-Mx  at 
C,  according  as  the  intensity  of  the  travelling  load  u/,  or  that  of  the 
fixed  load  w,  is  the  greater. 


Central  Deflexions  under  any  load — 

c4 

Of  a  lightly  loaded  division,  ^  =  (10-  2  ^Oor-pj; 

c4 

Of  a  heavily  loaded  division,  vl  =  (10  +  3  u/)  9ii  vr 


(a> 


If  W  is  less  than  2 10',  the  first  of  these  becomes  an  devotion,  being 
negative. 
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Central  Deflexion  of  o  heavily  loaded  Division  tcfcder  the 

Proof  Load— 

Tlidz^w,  so  that  M0^-— Mx, 


fc2      to  +  5tdm 


if  10^  tc/,  so  that  — M!^^!!^; 


•>••>'••%« 


.(9.) 


The  corresponding  deflections  of  a  lightly  loaded  division  are 

fbond by  multiplying  Aese  expressions  by  HzJJ. 

Points  of  no  curvatwre  occur  at  the  following  distances  from  the 
centre  of  each  division : — 


In  a  lightly  loaded  division,  at  oi=  z±z  e\j  — = — ; 


In  a  heavily  loaded  division,  at  x  =  z±z  c\  /  -^-t K. 


(10.) 


When  those  points  occur  in  pairs,  they  are  points  of  contrary  flex- 
ure; and  this  is  always  the  case  in  a  heavily  loaded  span;  but  in  a 
lightly  loaded  span,  if  vJ  =  to,  there  is  but  one  point  of  no  curvature, 
Which  is  at  the  middle  of  the  division,  and  is  not  a  point  of  con- 
trary flexure ;  and  if  w't^  w,  there  is  no  such  point  in  that  span. 

0  £  represents  a  division  of  the  girder,  at  the  end  of  the  viaduct, 
of  Buch  a  length  that  when  it  is  unsupported  at  E  its  weight  may 
be  at  least  sufficient  to  produce  the  proper  moment  of  flexure  —  Mt 
above  the  nearest  pier  0.  In  order  that  this  may  be  the  case,  its 
length  CE»f  should  be  at  least  sufficient  to  fulfil  the  following 
condition : — 


2 


--M, 


2tt>+«/ 


.2. 


and  consequently,  the  least  limit  of  that  length  is  given  by  the 
following  formula;— 

oa^V1!?- <1L> 

(  Z^  means  "not  less  than,"  and  **£  "not  greater  than.*) 
The  division  CE  should  not  extend  farther  from  C  than  tha 
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farthest  point  of  contrary  flexure,  when  that  division  has  the 
travelling  load  on  it;  that  is  to  say,  the  greatest  limit  of  its  length  is 


"■^•('V^ <"» 

In  order  that  the  fulfilment  of  these  conditions  may  be  possible, 
the  expression  (12)  must  not  be  less  than  the  expression  (11). 
When  the  end  E  of  the  girder  is  not  supported  by  the  action  of  the 
travelling  load,  it  rests  on  the  abutment  F. 

Throughout  the  whole  of  the  preceding  calculations  in  this 
Article,  it  is  to  be  understood  that  the  same  /actor  of  safety  is  em- 
played  both/or  the  fixed  and  ike  travelling  parts  of  the  load.  If  it 
is  considered  advisable  that  the  factor  of  safety  for  the  ordinary 
working  travelling  load  should  be  double  that  for  the  fixed  load  (for 
example,  that  the  former  should  be  6,  while  the  latter  is  3);  then  to 
and  tPare  to  be  held  to  represent  the  intensities  of  the  two  parts  of 
the  proof  load,  each  being  one-third  of  the  corresponding  portion 
of  the  load  which  would  break  the  beam  if  divided  in  the  same 
manner;  so  that  Mq  or  -  M,,  as  the  case  may  be,  is  one-third  of 
the  breaking  moment.  In  tne  course  of  the  ordinary  traffic  upon 
the  bridge,  the  intensity  of  the  fixed  load  w  will  continue  the  same 
as  before,  while  that  of  the  greatest  travelling  load  will  be  reduced 
to  one-half  of  that  of  the  travelling  proof  load;  that  is  to  say, 

K7-+2. 

Sloping  Beui  with  rb  AbntaretH— -In  fig.   151, 

A  B  represents  a  straight  beam,  loaded  with 
weights,  and  having  an  abutment  at  A.  The 
supporting  pressures  at  A  and  B  are  to  be  found 
by  the  process  explained  in  Article  112,  Gase 
HI,  p.  174. 

Resolve  the  load  and  the  supporting  pressures 
respectively  into  components  parallel  and  per- 
pendicular to  the  beam,  or,  as  they  may  be  called, 
longitudinal  and  transverse  components.  The 
strain  on  the  beam  is  compounded  of  longi- 
tudinal compression,  produced  by  the  longitudinal  forces,  and  of 
bending,  produced  by  the  transverse  forces. 

For  example,  let  the  load  be  uniformly  distributed,  and  let  to  be 
its  intensity  in  lbs.  per  lineal  inch  of  the  span  measured  horizontally; 
that  is  to  say,  if  I  denotes  the  length  of  the  sloping  beam  between 
the  points  of  support  A,  B,  i  its  angle  of  inclination,  and  W  the 
total  load,  the  value  of  that  intensity  is 


179. 


Fig.  151. 


%o~W  +  loos 


(1.) 


8TRKNGTH  OF  A  SLOPING  BARER. 
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The  supporting  pressure  at  B  is  horizontal ;  that  at  A  is  inclined 
at  the  angle  whose  tangent  is  2  tan  i;  and  their  values  are  re- 
spectively— 


AtB,  H  =  W-r-2tant 
At  A,  VH*  +  W* 


ant) 

•  •  •  •  * 


(2.) 


The  longitudinal  components  of  the  load  and  supporting  pressures 
axe  as  follows: — 


Of  the  load,  — W  sin  t  =  —to  /cost  sin  t; 

Wco8*t 
Of  the  pressure  at  B;  -  H  cos  t  =  —  -~ 


sint 


Of  the  pressure  at  A;   H  cos  t  +  W  sin  t 

=?(ri^+8in*); 


>  ...io,j 


the  negative  signs  in  the  first  two  expressions  denoting  downward 
action.     The  transverse  components  are, — 


Of  the  load, -W  cos  t=  -wlco&i;  ' 

Of  each  of  the  supporting  )  Wcost 
pressures J       2 


-(*•) 


Let  A  denote  the  area  of  a  given  transverse  section  of  the  beam 
at  E,  whose  distance  from  B  is  denoted  by  a/.  Then  there  is  at 
that  section  a  longitudinal  thrust  whose  intensity,  found  by  dividing 
its  amount  by  the  area  A,  is  as  follows : — 


,,( 


Wcos*t 
2  sint 


+  W  X  cos  t 


i  sin  t  j  -i- 


(5.) 


The  bending  moment  M  at  the  same  cross-section  is  the  same  as 
in  a  beam  of  the  span  I,  loaded  with  w  cos2 1  lbs.  on  the  lineal  inch 
measured  along  the  beam,  and  is  to  be  found  from  these  data  by 
the  formula  of  Article  161,  Case  VI.,  p.  246,  or  by  the  method  of 
Article  176,  p.  282,  according  as  the  beam  is  merely  fixed  in  position 
at  A  and  B,  or  fixed  in  direction  as  well  as  in  position. 

It  may  here  be  remarked  that  if  C  D  be  a  horizontal  beam  of  the 
span  I  cos  t  (being  the  horizontal  projection  of  the  span  of  A  B), 
loaded  with  the  same  uniformly  distributed  load  W  as  A  B,  and 
supported  or  fixed  at  the  ends  in  the  same  manner,  the  moment 
of  flexure  at  F,  the  cross-section  corresponding  to  E,  will  be  the 
same  as  at  EL 

Let  I  be  "the  moment  of  inertia"  of  the  cross-section  at  E  (see 


p.  282),  and  »'*  th»  dastano*  from  the  neutral  axis  to  the  concave 
side  of  the  beam.  Then  the  Moment  of  flexure  M  produces  an 
additional  thrust  at  that  aide  of  the  intensity, 

**-—?- (*) 


go  that  the  greattat  intensity  of  thrust  at  tfwt  cross-section,  and  the 
condition  that  it  shall  not  exceed  a  safe  limit  of  intensity  (/* )  are 
expressed  as  follows^-— 

y+rW (?) 

In  the  best  practical  examples,  the  beam  is  fixed  in  direction  at 
A  and  B ;  and  in  that  case,  the  greatest  moment  of  flexure,  and 
the  greatest  longitudinal  thrust,  both  occur  a£  the  abutting  joint  A. 
The  value  of  the  bending  moment  befog  taken  from  Article  176, 
equation  8,  p.  285,  the  greatest  intensity  of  thrust  is  found  to  be 

,      ,     "W  /  1         .     A     "WJcoat  irfA       ,_     . 

'  *"  "as  Un*"»V  *  "is—  t---('  *» 

In  designing  a  sloping  beam,  the  depth  h  mar  be  fixed  in  the 
first  plate,  as  in  Article  170,  p.  275.  The  kind  of  «—  section 
adopted  trill  then  fix  the  ratios  m'P  and  I-i-m'/PA,  I  and  A 
themselves  being  still  indeterminate.  Let  the  last  of  these  ratios  be 
daunted  by?.    Then  eqnation  7  may  be  put  in  the  following  form: — 

<,*"'-x{lis-i^i)*w,i}  <?*> 

whence  is  deduced  the  following  formula  for  computing  the  re- 
quired sectional  area : — 

.      W  ( 1  /  1        .    A     Icoai)  „. 

Table  of  Yalues  of  jal+m'y  A  1  m~r~*  *  having  the  valuat. 
given  in  ArtioJa  163, .p..  25.4  Y 

For*  or  Ctoas-Sacrrorr.  q- 

L  Secougk, „.. *. 

U.  Ellipse  and  Circle, ..       1. 
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sto  I-teaed  seetion,  6' being  [  1  A     *W*\  .  A     *'A\ 
tfoim  «f  the  breadths  olfi\l~bW'r\F&)9 

VL  Hollow  Square,  A = A2- K* g(1  +  £i)- 

V.  Hollow  Effing „ J  (l  -  J£)  +  (i-**y 

VL  Hollow  Circle, g(1  +  S' 

YIL  T-formed  Section;  approximate  so- 
ration  as  in  Article  1 63,  equation 
2,  p.  255,— 

«"— ^  ™b  ^ 6C^^k>' 

Vlll.  Double  T-formed  section;  approxi- 
mate solution  as  in  Article  163, 
equation  4,  p.  25Q 
(Fbutiges  Alt  A«;  web  A2;  the 
beam  supposed  to  give  way  by 
crushing  the  flange  AJ 

A,  (As  _+4  Ax  +  4  Aj)  + 1 2_AX  A^ 
6  (A2  +  2  Aj)  (A1  +  A2  +  A3) 

Double    T-formed    section,    alike )      1  /.         4  At    \ 
above  and  below  (A,  =  AJ); J      6  V      A2  +  2  Kjm 

When  the  deflection  of  the  sloping  beam  A  B  is  compared  with 
that  of  the  horizontal  beam  C  D  of  equal  horizontal  span,  and 
under  the  same  load,  it  appears,  from  the  principle  of  Article  169, 
pu  273,  that  if  those  beams  are  of  equal  and  similar  cross-section, 
their  deflections  at  corresponding  points  being  as  the  cubes  of  the 
lengsfcs}  askL  as  the  loads  producing  deflection,  which  are  inversely 
as  the  lengths,  are  to  each  other  as  the  squares  of  the  lengths; 
that  is 

Deflection  of  A  B :  deflection  of  C  D  ::  1  :co»*t (9.) 

Also,,  the  vertical  components  of  the  deflectiona  are  as  the  lengths 


» 


Vd£i^ST^!f}  ■**■*»• •«*»«  *  s«s*..<io.) 


But  if  A  B  be  increased  in  breadth,  as  compared  with  C  D  in  the 
ratio  of  1  icosi,  or  sec  i  :  },  the  vertical  comporumtx  of  their  deflection* 
will  be  coital.     This  principle  will  be  referred  to  in  the  next  article. 

179  a.  To  IM>m  lk>  GmlM  (mil  tilltui  flram  Ike  DMeillM. 

— This  ia  done  by  means  of  a  formula  deduced  from  equation  13 
of  Article  169,  p.  273,  as  follows:— 

Let  A  be  the  depth  of  the  beam  at  the  section  of  greatest  stress, 
and  m  &  the  distance  from  the  neutral  axis  of  that  section  to  that 
surface  of  the  beam  at  which  the  greatest  stress  is  required ;  m',  a 
factor  explained  in  Article  162,  p.  252,  depending  on  the  form  of 
cross-section : — 

c,  the  half-span  of  a  beam  supported  at  both  ends,  or  the  length 
of  the  loaded  part  of  a  beam  supported  at  one  end ; 

n*,  the  factor  for  proof  deflection,  explained  and  exemplified  in 
Article  169,  pp.  273,  274; 

E,  the  modulus  of  elasticity  of  the  material ; 

e,  the  observed  deflection ; 
then  the  intensity  of  the  greatest  stress  is 
n'Ae 


Pi  = 


■•(I-) 


To  the  values  of  the  factor  n*  given  in  the  table,  p.  274,  may  be 

added  the  following,  which  are  taken  from  Articles  176  and  177, 
pp.  284,  285,  286,  288,  and  280. 

Cases.  Factm. 

XIV.  Beam  fixed  at  both  ends,  section  uniform,  1  1 

load  in  the  middle, J  6' 

XT.  Beam  fixed  at  both  ends,  section  uniform,  I  1 

load  uniform, J  8 


XVI.  Beam  fixed  at  both  ends,  depth  uniform, 

load  uniform,  strength  uniform, 

XVII.  Beam  imperfectly  fixed  at  both  ends,  section  ' 
uniform,  load  uniform,  the  dead  load  w 
being  small  compared  with  the  rolling 
load  w,  and  the  greatest  stress  in  the 

middle, 

XVllL  Beam  imperfectly  fixed  at  both  ends, 
section  uniform,  load  uniform,  the  dead 
load   w  being  considerable  compared 

with  the  rolling  load  v>,  the  lesser  of 

the  two  following  factors  (see  p.  291),  J    8w  +  4ur 

1 80.   MNmalh  »»d  Mans—  mt  ■■  Arched  81k  under  Vertical  Ltwk, 

— Fig.  152  represents  an   arched  rib,  springing  from  a  pair  of 
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abutments,  and  supposed  to  be  under  a  vertical  load  Let 
BACDB'    be   a 

curve      traversing    ****-  ° 

the  centres  of  gra- 
vity of  all  the  cross- 
sections  of  the  rib : 
this  may  be  called 
the  neutral  curve; 
and   it   represents 

the  figure  of  a"  lin-  ~    1K« 

«u-^ch,"orinde-  **  ^ 

finitely  thin  rib,  whose  conditions  of  equilibrium  are  the  same 
with  those  of  the  actual  arch.  Those  conditions  have  been  ex- 
plained in  Article  123,  Case  II.,  pp.  186, 187;  Article  124,  pp.  187, 
188;  Article  125,  pp.  188  to  191;  Article  128,  pp.  195  to  198; 
Articles  130,  131,  and  132,  pp.  199  to  203. 

When  a  vertical  load  is  distributed  over  the  arch,  agreeably  to 
the  conditions  of  equilibrium  of  the  neutral  curve,  each  particle  of 
the  arch  is  compressed,  in  a  direction  parallel  to  a  tangent  at  the 
nearest  point  of  the  neutral  curve;  and  but  for  the  circumstance 
to  be  stated  presently,  that  compression  would  be  uniform  through- 
out each  cross-section  of  the  rib,  so  that  the  neutral  curve  would  be 
the  "  line  of  resistance." 

But  the  compression  depresses  the  whole  arch,  so  that  the 
neutral  curve  assumes  some  new  figure,  such  as  B  a  c  d  B',  in 
which  its  curvature  at  each  point  differs  from  the  original  curva- 
ture; and  hence,  even  under  a  load  distributed  as  for  an  equili- 
brated or  linear  arch,  there  is  a  bending  action  combined  with  the 
direct  compression.  When  the  distribution  of  the  load  diners 
from  that  suited  to  the  neutral  curve  as  a  linear  arch,  the  bending 
action  varies  in  its  amount  and  distribution. 

In  either  case  the  arch  acts  in  the  double  capacity  of  a  rib  under 
direct  compression,  and  a  beam  under  a  transverse  load ;  and  its 
strain  and  stress  at  each  point  are  the  resultants  of  the  strains  and 
stresses  arising  from  the  directly  compressive  action  of  the  load,  and 
from  its  bending  action. 

Problem  First.  General  Case. — In  solving  problems  which 
relate  to  this  subject,  it  is  in  general  most  convenient  to  measure 
co-ordinates  from  a  point  such  as  O,  in  the  same  vertical  line  with 
one  end,  B,  of  the  neutral  curve. 

C  being  any  point  in  the  curve,  let 

x  =  O  E  be  its  horizontal  distance  from  0; 
y  =  E  C  its  vertical  depth  below  0; 

Let  I  =  B  B'  be  the  span  of  the  neutral  curve,  and  k  its  rise. 
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Let  to-  be  the  whole  intensity  of  the  vertical  load,  whether  con- 
stant  or  variable,  in  lbs.  per  inch  of  horizontal  distance,  so  that 


/: 


to  d  x  is  the  whole  load  on  the  arch. 


The  load  to  d  x  on  each  small  portion  of  the  arch  may  be  con- 
ceived to  consist  of  two  parts, 

f0j  d  x,  producing  direct  compression  alone,  being  distributed 
according  to  the  laws  of  the  equilibrium  of  a  linear  arch, — that  is» 

in  such  a  manner  that  w1  =H-j-|  (H  being  the  still  undeter- 
mined horizontal  thrust  of  the  arch),  and 

fyo 10j)diaS=r  MB — H  -r-£j  dx>....~ .~.~(1.) 

producing  bending. 

Having  formed  the  preceding  expression,  by  putting  for  w  and 

d2  y 

-r~  their  proper  values,  proceed  as  follows: — 

The  vertical  component  of  the  shearing  force  at  any  point,  such 
as  C,  is  (see  p.  242) — 

»-*.-/;-*«+sg2-2$ -« 

E0  being  the  still  uadetennmed  vertical  component  of  the  shear- 
ing force  at  B,  and  -~^  the  slope  of  the  neutral  curve  at  thai 

point 

The  bending  moment  ai  C  i*  (see  p&  243^— 


M  =  M*  +  f*F  &  x  =  Mo  +  F0  x— /*/*«*  dx*— 


...(3.) 


M0  being  the  still  undetermined  bending  moment  at  B, 
The  alteration  ofctwsvatours  produced  in  the  neutral  curve  sit  C  by 
the  bending  action  is  —  M-=-EI,  the  negative  sign  being  prefixed 
to  denote  that  downward  curvature k to  be  considered  as  positive; 
and  the  alteration  of  dope  ia  expressed  as  follows : — 


dv 


"  M 


~dy* 


.(4.) 


&&L 
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%q  being  the  still  undetermined  alteration  of,  the  slope  at  BL 
The  vertical  deflection  at  C  is  expressed  thus, — 
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=  J    id  x. 
J  o 


■(p.) 


The  bending  action  of  the  load  is  thus  expressed  by  the  four 
equations,  2,  3,  4,-5,  containing  four  indeterminate  constants,  H, 
F0,  M0,  tQ.  If,  in  each  of  those  equations,  x  be  made  =  I,  ex- 
pressions are  obtained  applicable  to  the  further  end  of  the  span,  B'. 
These  expressions  may  be  denoted  by  Fv  Mx,  tx,  vr 

Let  d  8  =  C  D  =  >/  d  x2  +  d  y*  denote  the  length  of  an 
indefinitely  short  arc  of  the  neutral  curve.  That  arc  is  not  altered 
in  length  by  the  bending  action  of  the  load;  but  it  is  altered  by 
the  direct  compression  in  the  proportion  given  by  the  following 
equation : — 


dj 
d  8 


H  — 
dx 


.(6.) 


in  which  A  denotes  the  sectional  area  of  the  rib  at  C,  and  the 
negative  sign  indicates  compression. 

To  find  the  combined  effect  of  the  bending  action  and  the  com- 
pressive action  on  the  figure  of  the  neutral  curve,  proceed  as 
follows: — 

Let  u  denote  the  positive  horizontal  displacement  of  a  point  in 
it,  such  as  C.  For  example,  C  D  being  the  original  position  of  an 
indefinitely  short  arc,  and  c  d  its  altered  position,  let 

OE  =  a>;  0¥  =  x±dx; 

EC  =  y;  FV=^y  +  dy; 

CT>=zds; 
O  e = x  +  u.;  0/=  x  +  u+dx  +  du; 

*c  =  y  +  v;  fd  =  y  +  v  +  dy  +  dv; 

cd=zd8-\-dt. 

Then  from  the  two  equations, 

d8*  =  dx*  +  dy*i 

{d*  +  dt)*  =  (dx  +  du)*  +  (dy  +  dv)*; 

The  following  is  deduced: — 

2  d8-dt  +  dfl  =  2dx-du  +  <iifi  +  2dydu  +  dv*; 

and  from  this  the  terms  d  fi,  d  u2,  dv2,  may  be  rejected,  as  inap- 
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preckbly  small  compared  with  the  other  terms,  reducing  it  to  the 
following; — 

d  t-dt  —  dx-du-\-  dydv; 

whence  is  obtained  the  following  expression  for  the  horizontal  dis- 
placement ofD  relatively  to  C : — 

dv^dt-p-d*. (7.) 

ax  ax  y   ' 

For  d  t  put  its  valne  according  to  equation  6,  and  make  -  .-j  ™  1  ■  (- 

-j~,  andrf  c  —  id*;  then 

which  being  integrated,  gives  for  the  horizontal  displacement  of  0 
relatively  to  B  and  in  a  direction  away  from  it, 

»=-/:{  ^  o+ay+'fcH « 

on  expression  containing  the  same  four  indeterminate  constants 
that  have  already  been  mentioned;  and  if  *  be  made  =  I,  there 
ts  obtained  the  alteration  of  the  span  B  B",  which  may  be  denoted 
byu,. 

If  the  abutments  are  absolutely  immoveable,  %  =  0.  If  they 
yield,  w,  may  be  found  by  experiment.  Henoe,  as  a  first  equation 
of  condition  for  finding  tbe  indeterminate  constants,  we  have 

«j  =0,  or  a  given  quantity. .. (9.) 

A  second  equation  of  condition  expresses  the  immobility  in  a 
vertical  direction  of  B',  the  further  end  of  the  rib,  and  is  as 
follows: — 

«i  =  G- (10.) 

The  ends  of  tbe  arched  rib  are  either  fixed  or  not  fixed  in 
direction.  In  the  former  cose,  t0  =  0 ;  and  in  the  latter,  M0  =  0; 
so  that  in  either  case,  the  number  of  indeterminate  constants  is 
reduced  to  three.  One  more  equation  of  condition  is  therefore 
required;  and  it  is  one  or  other  of  the  following: — 

If  the  ends  are  fixed  in  direction,  t,  =  0; (11.) 

if  they  are  not  fixed  in  direction,  U^  =  0. (Hi.) 
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The  values  of  the  three  constants  being  found  by  elimination 
from  the  three  equations  of  condition,  are  to  be  introduced  into  the 
expressions  for  the  moment  of  flexure  (3)  and  the  deflection  (5), 
-which  will  now  become  formula)  for  calculation. 

If  thrust  be  treated  as  positive,  and  tension  as  negative,  the 
greatest  intensity  of  stress  at  any  given  cross-section  is  to  be  com- 
puted by  the  formula, 

dx       MWA.  n9 

Pi  =     A  -==      J      > \LZ') 

the  positive  or  negative  sign  being  used  according  as  the  moment 
M  acts  towards  or  from  the  edge  of  the  rib  under  consideration, 
whose  distance  from  the  neutral  curve  is  m'  h. 

From  the  expression  12  may  be  deduced  the  position  of  the 
point  where  the  stress  is  greatest  for  a  given  arrangement  of  load, 
the  arrangement  of  load  which  makes  that  stress  an  absolute 
maximum,  and  the  corresponding  value  of  the  stress. 

The  vertical  deviation  of  the  line  of  resistance  from  the  neutral 
curve  at  any  point  is  given  by  the  expression 

M-*-H; (13.) 

mod  its  perpendicular  or  normal  deviation  by  the  expression 

M-H^5 (H.) 

and  these  deviations  take  place  in  the  direction  towards  which  M 
acts. 

When  the  deflection  is  found  by  direct  experiment,  the  following 
formula  may  be  used  to  compute  the  greatest  stress  from  it : — 

dx    L4Em'At;  ,.». 

ft" -£-=*=      n'fi     ' <15-> 

the  second  term  being  similar  to  the  expression  in  Article  179  a, 
p.  296. 

The  preceding  is  a  general  method,  applicable  to  all  cases  in 
which  the  load  is  vertical  The  following  particular  cases  are  the 
most  useful  in  practice : — 

Problem  Second.  Rib  of  Uniform  Stiffness. — If  the  depth  and 
figure  of  the  cross-section  of  an  arched  rib  are  uniform,  and  its 
breadth  is  at  each  point  proportional  to  the  secant  of  the  inclination 
of  the  rib  to  the  horizon  at  that  point;  that  is,  to 


dm       V1  +  d3" 
so  that  if  A:  be  the  sectional  area,  and  I,  the  moment  of  inertia, 
of  the  rib  at  the  crown,  and  A  and  I  the  corresponding  quantities 
at  any  other  point,  we  have 


Td3?' 


i =iaA^S  ■■<»<> 


■**»■■ 


then  the  intensity  of  the  direct  thrust  along  the  rib  is  everywhere 
equal,  and  the  vertical  deflection  at  each  point  is  the  same  with 
that  of  an  uniform  straight  horizontal  beam  of  the  same  section 
■with  the  arched  rib  at  its  crown,  and  acted  npon  by  the  same 
bending  moments. 

This  is   expressed  symbolically  by  introducing  the  preceding 


■flowing  form :- 


tkf**'-- 


di~   frv1 


£]>»• 


.(4  a.) 
(«*•) 

./■<!**.,  (8 A.) 

j  0    ax 


In  the  present  case,  as  well  as  in  all  cases  in  which  the  depth 
and  figure  of  section  are  uniform,  it  is  convenient  to  express  the 
moment  of  inertia  of  the  cross-section  in  terms  of  its  area  and 
depth,  as  in  Article  178,  p.  294,  by  the  aid  of  a  factor  q,  as 
follows : — 

I=5m'A*A; (17.) 

(see  the  table  of  values  of  q,  pp.  294,  295);  for  thus  E  A,  ia 
rendered  a  common  divisor  in  the  expression  (8  a.)  for  the  change 
of  span,  which  becomes 


j"ll-di'\; 


1         l'*l\ 
q  mi  A*  J  0  d  x  I 


(18.) 
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A-i{H=1=5}i (12A-> 


affording  a  ready  means  of  computing  the  requisite  area  of 
cross-section,  when  the  depth  and  figure  have  been  fixed  before- 
hand. 

Bibs  of  uniform  stiffness  are  not  of  common  occurrence  in 
practice,  but  the  formulae  relating  to  them  may  be  applied  with 
little  error  to  fiat  segmental  ribs  of  uniform  section. 

Problem  Third.  Case  in  which  the  Abutments  yield  proportion- 
ally to  the  Horizontal  Thrust — Let  the  enlargement  of  the  span  of 
the  arch  due  to  horizontal  thrust  be  expressed  by  the  equation 

iei  =  a  H; (9  a.) 

then  equation  8  takes  the  following  form : — 


3 


H 


+/.£#'■* +/.«&'—'™ 


o       EA 

and  for  a  rib  of  uniform  stiffness, 


H 


The  co-efficient  a  may  be  determined  by  experiment  For 
cample,  m  the  course  of  some  recent  experiments,  a  stone  pier,  24 
feet  broad  and  1 1  feet  thick  at  the  base,  was  found  to  yield  to  the 
extent  of  '27  of  an  inch  to  a  thrust  of  240,000  lbs.  applied  at 
a  height  of  25  feet  above  its  base.     In  this  case,  the  value  of  a  was 

3^  =•  000,001,125. 

Further  experiments  are  wanting  to  establish  general  principles 
as  to  the  yielding  of  piers  and  abutments. 

Problem  Fourth.  Parabolic  Rib  with  Rolling  Load;  the  Ends 
fixed  in  direction;  the  Abutments  immoveable. — The  following  is  the 
most  useful  case  in  practice : — Let  the  neutral  curve  B  A  F  be  a 
parabola,  and  the  rib  of  uniform  depth  and  uniform  stiffness;  and 
let  the  ends  be  broad  and  fiat,  and  accurately  bedded  on  the 
skewbacks  from  which  they  spring,  so  that  their  directions  may  be 
regarded  as  fixed;  that  is  to  say, 


=  ^  =  0. 


(19.) 


Take  the  origin  of  co-ordinates  on  a  level  with  the  summit  of  the 
neutral  curve;  then  the  equation  of  that  curve  is  as  follows,  k 
being  its  rise :— 
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y->6— )"j <w 


Whence  we  have— 


<* 
«* 


VG-y'/.o+K)'—^ 


tf«  y  _  8  & 


"We  farther  find — 


(21.) 


/0i5frfa!=/,Sd,'=<becau8et'»==^=0> 

being  in  this  case  simply  proportional  to  the  area  of  deflection, 
I   vdx. 

Let  the  rib  be  under  an  uniform  fixed  load,  to0  lbs.  on  the 
horizontal  lineal  inch,  and  a  rolling  load  of  to  lbs.  on  the  horizontal 
lineal  inch;  the  rolling  load,  covering  the  horizontal  length  r  I  of 
the  rib  at  the  end  furthest  from  the  origin  of  co-ordinates,  leaves 
(I  — r)l  unloaded. 

Then  equations  2,  3,  4,  and  5,  become  as  follows: — formulae 
relating  to  the  unloaded  division  being  denoted  by  A,  and  those 
relating  to  the  loaded  division  by  B,— 

Shearing  Fobce, — 


(A.) 
(B.) 


F  =  F0+(84?-«0)*; 
=  F0+(8-*s?-t,0)*-W{*-(l-r)*}; 


(23.) 


Bending  Moment, — 
(A.)  M  =  Mo+F0*+( 


8*H 


W 


V 

«,/«  —  (1  —  r)l\% 


(24.) 


pababolio  bib  fixed  at  ends.  306 

Alteration  of  Slops, — 

(R)  (tothe&ctorinbracketaadd  +  ^l*—  (1—  r)l\ \ 
Deflection, — 

(R)  (to  the  factor  in  brackets  iwid+^  |  «—(l  —  r)/l\ 

The  equations  of  condition  are  the  following : — 

*j  =  0  gives 

„      -,  J       /8*H         \P  ,  tor3?     A  ,olyx 

vx  rr  0  gives 

The  condition  that  the  abutments  are  immoveable,  or  «j  s=  0, 
gives 

/,  ,16**\    H     ,8*/-'      .         n 

and  multiplying  both  sides  by  - — ^jri — *i  w©  have 


6         24  "r  120  "*"    120  ITS"**     8* 

("-'SDH 


(29.) 


By  elimination  between  the  three  equations  of  condition,  the 
following  results  are  obtained : — 


xnakeii^AJ(1+^  =  B, (30.) 


then  the  horizontal  thrust  is 


} 


6r«_8r"  +  Sr'  — 


...(32.) 


8(1  + 
the  bending  moment  at  the  unloaded  end, 
_aP      B 

10r»— 15r*  +  6f« 
1  +  1 

and  at  tlie  loaded  end, 

1  _  12  '  1  +  B  T   12   . 

10  r»  —  15r*+6^ 
1  +  B 

The  greatest  intensity  of  stress  occurs  at  the  loaded  end  of  the 
rib;  and  its  value  is,  for  thrust; 


•(»>•*- 


8r«  +  3r<)  — 


U>r»— 15^+6** 


(sTh~v)\  ' 


.  _i  /m,    _\_  i»  f  a  nig    i\ 

Let  r^  denote  the  value  of  r  which  givea  tie  absolute  max 
of  thrust;  r\  that  vhiehgbm  the  ■Sjftfate  maximum  of  t< 
(if  gay),  then 


(35.) 
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r,  =  •=. 


1  +  B 


1  — 


1  +  B  •        «&\ 


1  + 


2k 


and  those  absolute  maxima  ate* 


2tv 


+  B\3  qh  '  &/  '  3?A 


•...(37.) 


(2^J-2/«  +  |r})} 


2u> 
3^* 


..(38.) 


Equation  37  serves  to  compute  the  proper  sectional  area  for  the 
rib,  when  its  depth  and  form  have  been  fixed.  If  equation  38 
gives  a  negative  result,  there  is  bo  tension  at  any  point  of  the 
rib. 

The  vertical  component  of  the  shearing  force  at  the  unloaded 
end  is 


°~2  ll  +  B 


+  to  ( 2  r3  —  r*  — 


10r*—  15r*+6 


1  +  B 


^}i(39.) 


and  this,  together  with  the  proper  values  of  —  M0  and  of  H, 
being  substituted  in  equation  26,  enables  the  deflection  at  any 
point  to  be  computed. 

When  q  h  +  k,  $  h  -*-  ky  and  B,  are  all  very  small  fractions  (as 
is  often  the  case),  the  following  equations  are  nearly  true : — 


2B 


,(36  a.) 


'      »=84;{-.(lr*+j)+0-1S8£}i---<37i-) 

When,  on  the  contrary  (1  +  B)  -$-  (  1 wr~)  **  eV>B^  *°  or 

greater  than  5  -f.  2,  the  greatest  intensity  of  thrust  takes   place 
when  the  beam  is   loaded  along  its  whole  length;  and  when 


KlUMAtt  AMD  BTSUCTtTBES.- 


(1  +  B)  -}-  (l  H — X£\  is  equal  to  or  greater  than  5  -+■  2,  the 
greatest  intensity  of  tension  also  takes  place  when  the  beam  is 
loaded    ' 


loaded  along  its  whole  length;  that  is  to  say, 
then  we  have  the  following  equations : — 


-  8(Tf  BJ*' 


-*■ 


P  (to,  +  M>)  B 
=    12(1 +B) 


ft-n;{r?B  (r£+D+0' 


i»     (     »,      /IB 

'  8a,ii  +  b  VrT^" 


(»1») 

(33 1.) 

J)+019.£,}.(Ma 


The  effect  of  an  auxiliary  horizontal  girder,  made  fast  to  the 
arched  rib  at  its  crown,  will  be  considered  farther  on  (pp.  313,  314). 

PnoBLKM  Fifth.  In  the  tame  ease,  when  the  Abutment'  yield  to 
the  thruet  to  at  to  enlarge  the  span  to  the  extent  u,  =  a  H;  it  is  only 
f  to  make,  throughout  the  formula]  of  Problem  Fourth, 


_  tfttVaVY,  ,16**.  «EAj\ 
B=     4*«     \l+TV+—T-)- 


..(40.) 


Pboblek  Sixth.  Parabolic  Rib  of  equal  stiffness,  supported  at  the 
ends,  but  nut  fixed. — The  formula  of  Problem  Fourth  are  applicable  to 
this  case,  with  the  modifications,  that  Mg  and  1S1  are  each  =  0,  and 
that  t0  becomes  an  indeterminate  constant  Hence  the  following 
results,  in  which  the  terms  enclosed  in  square  brackets,  [  \  have 
reference  to  the  loaded  division  of  the  rib  only : — 

F-F.+  (i^— «,).-[«{  .-(l—)f  }];(«.) 

„      -       .  /8*H         \«*      f 

{—(1— )'}*], 


..(41) 
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8*H 


u>t 


) 


-J-gf{.-(i-f)l}1}J 


•  («•) 


1  L^,/8iH         \ 


(44.) 


and  !tj  =  aH  denoting  the  enlargement  of  the  span,  as  in  Problem 
Fifth,  we  have, — 

-which,  being  multiplied  by  q  m!  h2  E  Aj  -f-  8  &,  and  proper  substitu- 
tions made,  gives  the  following  equation  of  condition: —  . 


2  24   ^MQ^IfRT 

_Hz/^4-^m'AVl-4.16*24.aEAA. 

~H'i  T5+~sr  \l +jp+—i-)> 


...(46.) 


The  other  two  equations  of  condition  are  as  follows : — 


0  =  O^A^  =  ?m'A«EA1v>_Y  + 


24 


,tgr*Z»      Elk 
+    24  3    ' 


(47.) 


—  ¥l  — p       tr0Z      wr*l  ,4&H 


J 


J 


(48.) 


Equations  46  and  47  give,  by  eliminating  {^  and  dividing  by  P, 
the  following; — 


T0,w0l,wl 
12  x  40  "r130 


0  =  —  t£+^t"+^(6  r*  —  2r*)  — 


Hft 
I 


fl       ?WA*/      16A»    oEAAl 


..:(49.) 


»0 


iunuus  Aim  tnnanmm 


...(50.) 


and  eliminating  P0  between  this  equation  and  48,  we  obtain  the 
following: — 

•--V-w('"-* '+")+¥1 

whence,  using  the  following  abbreviation, — 

o=Hf^(1+^+-_^.)} (5I, 

we  have  the  following  values  of  the  horizontal  thrust,  and  of  the 


H-sirrn${,*+s(e''-«''+»")}'"<«> 

<•  ~ SIJSPEA, {t+0  +  "  (*•*—»'— 

!(i+o)    ;;• 


(54.) 


ITie  shearing  /oral  at  tie  leaded  end  of  tie  rib  is  (witfi  the  aign 
reversed) — 

P=—  *,=—  F„+.,(+o.r!_  liH  1 


■iii+o+'l1'-' — 8(i+a)  ; ;• 


(55.) 


To  avoid  negative  signs  in  what  follows,  ishia  is  denoted  aa  above 
by  P. 

The  greatest  bending  moment  occurs  at  a  point  whose  horizontal 
distance  from  the  loaded  end  of  .the. rib  is 


=~7  6TH; (56.) 


taem  as  an,  111 

and  the  yalne  of  that  greatest  twi'^g  moment  is 

giving,  for  the  greatest  »taeas,  &  thrust  whose  inteosity  ia 

*=zr(S+H) <s&> 

To  find  how  much  of  the  span  of  the  rib  most  be  loaded,  in  order 
to  make  this  stress  an  absolute  maximum,  and  what  that  mmimum 
is,  the  Talne  of  r  is  to  be  deduced  from  the  equation 

3?  =  °- TO 

This  equation,  is  of  the  fourteenth  order.  One  of  its  roots  is 
•■si,  which  in  most  cases  gives  a  minimum  value  of  pr  Dividing 
the  equation,  therefore,  by  1  —  r  =  0,  it  is  reduced  to  the  thirteenth 
order;  but  it  is  still  too  complex  to  be  employed  as  a  formula  for 
practical  use. 

It  appeals,  however,  by  trial,  that  with  those  proportions  which 
are  common  in  practice,  a  dose  approximation  to  the  absolute  maxi- 
mum value  of  the  stress  pl  is  formed  by  assuming  one  half  ef 
tie  rib  to  be  haded;  that  is— 

'-4 TO 

By  introducing  this  value  of  r  into  the  preceding  formuhe,  we 
obtain  the  following  reeults : — 

*-*w+vj{'°°+"Y- <62-> 

*-i  (»•+!)  if* <«"•> 

*-ift*+i)rV3}' V* 
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'-•-J 7 5TT' <56i> 

„   P(i-«)    p  {■°+4fc+?)pn-}' 

Ir= l —      JJ 1        STT       •(s7i) 

To  illustrate  this  by  &  numerical  example,  let  the  following  data 
be  assumed: — 

i      l>    i       1  l       X   i      >      l 

y  =  =  (this  value  requires  an  I-shaped  section  to  realise  it 
a  =  Oj  (that  is,  let  the  abutments  be  immoveable). 


11 


=  •013  nearly. 


Also,  let  the  intensity  of  the  rolling  load  be  equal  to  that  of  the 
lead  load,  or  to  =  u>     Then 

H  =  l-48*w; 

l  —  a  =  0-26  I  to; 
M'  =  0-0169  t*w; 

(being  less  than  the  bending  moment  due  to  a  load  of  the  intensity 
k  over  the  whole  span,  in  the  ratio  of  0*135  to  1). 

*=i("*+H)=£(2fl3+W8)  =  s-51£ 

Problem  Seventh.  To  find  the  greatest  Deflection  of  an  Arched 
Sib,  the  greatest  value  of  e  is  to  be  taken  which  corresponds  to 
»=  0.  It  can  be  deduced  from  equations  25  and  26  of  Problem 
Fifth,  and  43  and  44  of  Problem  Sixth,  that  in  all  ordinary  cases 
to  which  tlioae  problems  relate,  the  absolute  maximum  deflection 
occurs  in  the  middle  of  the  rib,  when  it  is  loaded  over  its  whole 
length ;  that  is,  when 
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a  in  a  rib  of  uniform  stiffness,  fixed  in  direction  at  the  ends, 


8i(l  +  B)>     °~    2(1  +  B)  ' 


—  M.  =  —  M, 


_P(«e  -i 


kJ  and 


...(62.) 


12  (1  +  B)  '  " 

_  P  (w  +  «0)  B 

_  384  q  m  A*  E  A,  (1  +  B)" 

In  ft  rib  of  uniform  stiffness,  not  fixed  in  direction  at  tite  aide,  v« 
have, 

„  _  *  («■  +  «h)  p  _  f  (w  +  «^,)  C 
n-8*(i  +  C)'  °~  2(1  +  C)  * 
.  __  P  («■  +  w0)  C 

*°  ~  24  y «.'  (S*  E  A2  (1  +  C) ' 

gy^  +  ^c 

—  384  ?  m'  A*  £  A,  (1  +  C)' 
In  comparing  these  formate  vita  equation  12,  of  Article  169,  jj. 
S73,  for  the  deflection  of  straight  beams  under  any  load,  it  is  to  bo 
observed  that  the  total  load  in  the  present  problem  is  I  (w  -  f  ■  w>„), 
that  P  -f-  384  =  e>  -i-  48,  and  that  9  m'  As  A,  =  I.  Hence  it 
appears  that  the  deflection  of  an  arched  rib  of  uniform  stiffness 
under  an  uniformly  distributed  load,  is  less  than  that  of  a  straight 
beam  whoso  section  has  the  same  moment  of  inertia  with  that  of 
the  arched  rib  at  its  crown,  in  the  ratio  of 


B  :  1  +  B  if  the  ends  a 
C :  1  +  0  if  the  ends  a: 


3  fixed  in  direction  (see  pp.  30J,  3 
i  merely  supported  (see  p.  310). 


Problem  Eighth.  Arched  Rib  of  uniform  stiffness  fixed  in 
direction  at  the  ends,  and  fixed  at  the  crown  to  a  horizontal  beam. — 
In  fig.  153,  let  B  B'  as  before  be  the  arched  rib,  and  E  A  E  the 
horizontal  beam.     In 

the  spandrils  of  tho  *■' j  >= 

arch  are  vertical  struts    St  rm  U-"-*  "-mj  1  rm>^= 

which   transmit   the         [IDsi^ ^iRII 

vertical  load  to  the  — 4^"^  ^yS 

curved  rib,  and  cause  p'  ■[ 

the  vertical  compon-  '  _ 

ente  of  the  deflection  **  1M" 
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of  the  straight  and  arched  beams  to  be  the  some  at  corresponding 
points. 

The  eflect  of  these  struts  is  taken  into  account  by  making  the 
total  moment  of  inertia  of  the  cross-section,  in  the  formula*  of 
Problem  Fourth,  viz,  ; — 

include  the  moment  of  inertia  of  the  straight  beam;  but  the  ares 
A,  is  still  to  be  that  of  the  arched  beam  only. 

Let  the  curved  and  straight  beams  be  so  firmly  connected  at  the 
crown  (A,  fig.  153),  that  then-  horizontal  displacement  u  is  the  same 
at  that  point;  and  let  the  horizontal  beam  abut  at  its  ends, 
E,  K,  either  against  the  piers,  or  against  some  other  part  of  the 
superstructure,  so  aa  to  be  capable  of  resisting  a  thrust.  Then  the 
horizontal  thrust  is  no  longer  necessarily  the  name  in  the  two 
divisions  of  the  arched  rib,  A  15,  A  B1;  but  when  one  of  those 
divisions  (as  A  B')  is  more  heavily  loaded  than  the  other,  the 
horizontal  thrust  in  the  more  loaded  division  is  greater  than  in  the 
less  loaded  division,  the  excess  being  resisted  by  that  part  of  the 
horizontal  beam  (A  £)  which  is  above  the  less  loaded  division. 

It  is  unnecessary  to  give  here  the  complete  detailed  investigation 
of  this  case,  or  to  do  more  than  to  state  the  most  important  result 
of  that  investigation,  viz. : — that  with  the  dimensions  and  under 
the  circumstances  that  usually  occur  in  practice,  the  -effect  of  the 
resistance  of  the  horizontal  beam  to  a  longitudinal  thrust  is  to 
make  the  greatest  intensity  of  stress  in  the  arched  rib  under  every 
partial  load  either  less  than,  or  not  appreciably  greater  than,  the 
greatest  intensity  of  stress  under  a  complete  load,  which  thus 
becomes  the  absolute  nm-vimnm  of  stress  in  the  arched  rib,  and  is 
given  by  equation  37  b  for  thrust,  and  by  equation  36  b  for  tension, 
p.  308. 

The  greatest  intensity  of  stress  in  the  horizontal  beam  may  be 
found  approximately  as  follows,  when  its  cross-section  is  nearly 
similar  above  and  below : — Let  h  denote  its  depth,  A'  its  sectional 
area,  —  M,  the  greatest  moment  of  flexure  as  computed  by  equation 
33  b,  p.  308,  H  the  horizontal  thrust  aa  computed  by  equation  31  b, 
p.  308. 

Then  for  thrust,-  - 

-       Mi*'  , 


and  for  tension — 

"■-set- 


..(84.) 


CHAPTER  It 

OF  EARTHWORK. 

Secttott  X — Strength  and  Stability  of  Earthwork  m  Gmeral 

181.   Bw—I   f  rlBdfl«-Uh«l«-FrieUu-  Nilinl   Slaps  — 

■■■■lai— — Earthwork  is  of  two  kinds — excavation,  or  cutting, 
and  filling,  or  embankment  The  term  "earthwork"  in  its  widest 
•ansa,  comprehends  excavation  in  rock,  as  well  as  in  the  looser 
materials  of  the  earth's  crust. 

Earthwork  gives  way  by  the  dipping  or  sliding  of  its  parts  on 
each  other;  and  its  stability  arises  from  resistance  to  the  tendency 
so  to  slip. 

In  solid  rock,  that  resistance  arises  from  the  elastic  stress  of  the 
material,  when  subjected  to  a  shearing  force;  but  in  a  mass  of 
earth,  as  commonly  understood,  it  arises  partly  from  the  friction 
between  the  grains,  and  partly  from  their  mutual  adhesion ;  which 
latter  force  is  considerable  in  some  kinds  of  earth,  such  as  clay, 
especially  when  moist. 

Hut  the  adhesion  of  earth  is  gradually  destroyed  by  the  action  of 
air  and  moisture,  and  of  the  changes  of  the  weather,  and  especially 
by  alternate  frost  and  thaw;  so  that  its  friction  is  the  only  force 
which  can  be  relied  upon  to  produce  permanent  stability. 

The  temporary  additional  stability,  however,  which  is  produced 
by  adhesion,  is  useful  in  the  execution  of  earthwork,  by  enabling 
the  side  of  a  cutting  to  stand  for  a  time  with  a  vertical  lace  for  a 
certain  depth  below  its  upper  edge.  That  depth  is  greater  the 
greater  the  adhesion  of  the  earth  as  compared  with  ite  heaviness; 
it  is  increased  by  a  moderate  degree  of  moisture,  but  diminished  by 
excessive  wetness. 

The  following  are  some  of  its  values : — 

QraMattflapmal 

Eiarn.  temporary 

MtUnalsMa, 

Clean  dry  sand  and  gravel, 0 

Hoist  sand,  and  ordinary  surface  mould,  from    3  to    6  feet 
Clay  (ordinary), from  10  to  16  feet 

'  One  of  the  effects  of  the  temporary  stability  due  to  adhesion,  u 
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seen  in  the  figure  of  the  surface  left  after  a  "slip"  has  taken 
place  in  earthwork.  That  surface  is  not  an  uniform  slope,  inclined 
at  the  angle  of  repose,  but  is  concave  in  its  vertical  section,  being 
vertical  at  its  upper  edge,  and  becoming  less  and  less  steep  down- 
wards. It  is  not  capable,  however,  of  preserving  that  figure;  for 
the  action  of  the  weather,  by  gradually  destroying  the  adhesion  of 
the  earth,  causes  the  steep  upper  part  of  the  concave  face  to  crumble 
down,  so  that  the  whole  tends  to  assume  an  uniform  slope  in  the 
end. 

The  permanent  stability  of  earth,  which  is  due  to  friction  alone, 
is  sufficient  to  maintain  the  side  either  of  an  embankment  or  of  a 
cutting  at  an  uniform  slope,  whose  inclination  to  the  horizon  is  the 
angle  of  repose,  or  angle  whose  tangent  is  the  co-efficient  of  friction. 
This  is  called  the  natural  slope  of  the  earth.  The  customary  mode 
of  describing  the  slope  of  earthwork  is  to  state  the  ratio  of  its 
horizontal  breadth  to  its  vertical  height,  which  is  the  reciprocal  of 
the  tangent  of  the  inclination. 

Values  of  the  angle  of  repose  (0)  and  co-efficient  of  friction  (f\ 
and  its  reciprocal  (I  -*•/),  for  various  substances,  have  already  been 
given  in  Article  110,  p.  172;  but  for  the  sake  of  convenience,  those 
which  refer  to  the  fnctional  stability  of  earth  are  here  repeated, 
with  a  few  additions : — 


EARTH. 


Dry  sand,  day,  and    mixed /from 

earth \    to 

Damp  clav, 

W*d.y, \*Z 

Shingle  and  gravel,  |fro™ 

**-: r: 


RepoM. 


87° 
21° 
45° 
17° 
14° 
48° 
85° 
45° 
14° 


Co-efficient 

of 

Friction. 


0-75 

0*88 

1-00 

0  31 

0*26 

1-11 

0-70 

1-0 

0-26 


Customary 
designation  of 
Natural  Slope: 

1  -T-/tO  1. 


1*83  to  1 
2  63  to  1 

1  tol 
3-23  to  1 

4  tol 
0-9  tol 
1-43  to  1 

1  tol 

4  tol 


The  most  frequent  slopes  of  earthwork  are  those  called  1£  to  1, 
and  2  to  1 ;  corresponding  respectively  to  the  co-efficients  of  friction 
0*67  and  0*5,  and  to  the  angles  of  repose  33£°  and  26£°,  nearly. 

The  presence  of  moisture  in  earth  to  an  extent  just  sufficient  to 
expel  the  air  from  its  crevices,  seems  to  increase  its  co-efficient  of 
friction  slightly ;  but  any  additional  moisture  acts  like  an  unguent 
in  djjzuni&hing  friction,  and  tends  to  reduce  the  earth  to  a  semi- 
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flnid  condition,  or  to  the  state  of  mud.  In  this  state,  although  it 
has  some  cohesion,  or  viscidity,  which  resists  rapid  alteration  of 
form,  it  has  no  frictional  stability;  and  its  co-efficient  of  friction, 
and  angle  of  repose,  are  each  of  them  null. 

Hence  it  is  obvious  that  the  frictional  stability  of  earth  depends 
to  a  great  extent  on  the  ease  with  which  the  water  that  it  occasionally 
absorbs  can  be  drained  away.  The  safest  materials  for  earthwork 
axe  shivers  of  rock,  shingle,  gravel,  and  clean  sharp  sand,  whether 
consisting  wholly  of  small  hard  crystals,  or  containing  a  mixture  of 
fragments  of  shells;  for  those  materials  allow  water  to  pass  through, 
without  retaining  more  of  it  than  is  beneficial  The  cleanest  sand, 
however,  may  be  made  completely  unstable,  and  reduced  to  the 
state  of  "quicksand,"  if  it  is  contained  in  a  basin  of  water-holding 
materials,  so  that  water  mixed  amongst  its  particles  cannot  bo 
drained  off. 

The  property  of  retaining  water,  and  forming  a  paste  with  it, 
belongs  specially  to  clay,  and  to  earths  of  which  clay  is  an  ingredient. 
Such  earths,  how  hard  and  firm  soever  they  may  be,  when  first 
excavated,  are  gradually  softened,  and  have  both  their  frictional 
stability  and  their  adhesion  diminished  by  exposure  to  the  air.  In 
this  respect,  mixtures  of  sand  and  clay  are  the  worst;  for  the  sand 
favours  the  access  of  water,  and  the  clay  prevents  its  escape. 

The  properties  of  earth  with  respect  to  adhesion  and  friction  are 
so  variable,  that  the  engineer  should  never  trust  to  tables  or  to 
information  obtained  from  books  to  guide  him  in  designing  earth- 
works, when  he  has  it  in  his  power  to  obtain  the  necessary  data 
either  by  observation  of  existing  earthworks  in  the  same  stratum, 
or  by  experiment. 

The  following  are  the  weights  of  a  cubic  foot  and  of  a  cubio 
yard  of  the  ordinary  materials  of  earthwork : — 

Cubic  Foot.  Cubic  Yard. 

Chalk, from  117  to  174 lbs.  from  3160  to  4730  lbs. 

Cky>  „     120  to  135  „  „  3240  to  3645    „ 

Gravel  and  Shingle, ....  „       90  to  no  „  „  2430  to  2970    „ 

Marl, „     100  to  119  „  „  2700  to  3210    „ 

Hud, 102  „  „  2750 

Sand,  dry, 89  „  „  2400 

„     damp, 118  „  „  2190 

Shale, 162  „  „  4370 

182.  mmm  «r  Back-Cattiags. — When  rock  is  firm  and  sound,  so 
that  the  permanence  of  its  cohesion  may  be  depended  upon,  the 
aides  of  excavations  in  it  may  be  made  vertical,  or  nearly  so. 

How  far  the  cohesion  of  the  rock  is  to  be  depended  upon,  is  a 
question  to  be  solved  rather  by  observation  of  the  rock  in  each 
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particular  case,  *^*"  °y  "ny  general  principles  having  regard  to  its 
geological  position,  mineralogies!  character,  or  chemical  com- 
position; for  the  geological  position,  is  fixed  by  the  organic 
remains  imbedded  in  the  rock;  and  these  have  no  connection  with 
its  mechanical  properties;  and  rocks  composed  of  the  same  species 
of  minerals,  and  the  same  chemical  constituents  in  the  same  or 
nearly  the  same  proportions,  show  great  differences  in  strength  and 
durability. 

It  may  be  observed,  however,  that  the  cohesion  of  igneous 
sod  menunarpmc  rooks,  such  as  granite,  syenite,  trap,  gneiss,  mica- 
slate,  marble,  qaartz-rock,  ice,  may  in  general  be  trusted,  unless 
they  are  much  fissured,  or  contain  potash-felspar,  in  which 
cases  a  sufficient  slops  most  be  given,  to  prevent  fragments 
from  falling  into  the  cutting  ao  ss  to  do  damage.  Of  the 
sedimentary  rocks,  those  which  contain  much  clay,  such  as  shale, 
are  to  be  treated  with  caution,  how  bard  soever  they  may  be 
when  first  cat ;  for  t&ey  are  liable  to  soften  by  the  action  of  the 
weather.  Sandstone  and  limestone,  whether  compact  or  granular, 
if  fit  for  building  purposes,  will  stand  witi  vertical  or  nearly 
vertical  faces;  but  those  materials  exist  of  every  degree  of  hard- 
ness, from  that  of  rock,  properly  speaking,  to  that  of  earth.  Sand- 
stone is  met  with  which  crumbles  in  the  hand,  and  requires  slopes 
of  from  1  to  1  to  1£  to  1;  and  chalk,  according  to  its  degree  of 
hardness  and  soundness,  stands  at  slopes  varying  from  £  to  1  to  1, 
to  1. 

The  stability  of  sedimentary  rocks  in  the  side  of  a  cutting  is 
greater  when  the  beds  are  horizontal,  or  dip  away  from,  the  cutting, 
than  when  they  dip  towards  it 

183.  TtHtr  *r  On  sttabltbr  earn  fiwnt  «C  Iwc  Bank.  (A. 
M.,  194  to  198.) — The  stress  exerted  in  different  directions  through 
a  given  particle  in  a  mass  of  earth  is  subject  to  the  general 
principles  which  govern  the  compound  internal  stress  of  solids,  as 
already  stated  in  Article  108,  pp.  166  to  170. 

It  is  also  subject,  when  friction  alone  is  the  canse  of  stability,  to 
the  limitation  expressed  by  the  following  principle : — 

I.    Ctoaenl    Principle    of   thr,    SlabiMtr    of   X.u>e    Bank. — It    is 

•necessary  to  the  stability  of  a  granular  mass,  that  the  direction  of 
the  pressure  between  the  portions  into  which  it  is  divided  by  any 
plane  should  not,  at  any  point,  make  with  the  normal  to  that  plane  an 
angle  greater  than  the  angle  of  repose. 

The  plane  in  any  mass  on  which  the  obliquity  of  the  pressure  is 
greatest,  is  perpendicular  to  the  plane  which  """tj'M  the  axes  of 
greatest  and  least  pressure. 

Referring  to  fig  85,  p.  168,  and  to  the  description  of  that  figure 
in  pp.  168,  169,  it  is  evident  that  the  above  principle  is  equivalent 
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to  stating  that  the  greatest  value  of  the  angle  of  obliquity  ^N"  O  R 

or  nr  in  that  figure  shall  not  exceed  <P,  the  angle  of  repose  of  the 
earth  in  question.  A 

The  greatest  value  of  nr  obviously  occurs  when  O  R  is  perpen- 
dicular to  P  Q,  and  is  given  by  the  following  equation : — 


A  .      MR 

max  nr  =  arc  sin . 


•    Pi  —  P*> 

rt-=7  =ss  arc  sin  -- —- : 

OM  Px+P*J 


and  tins  angle  must  not  exceed  the  angle  of  repose ;  whence  the 
condition  of  stability  of  the  earth  is  expressed  as  follows  : — 


MB_Pi—  P2 


sin  <Py 


(i.) 


or  otherwise  as  follows : — 


a 


1  —  sin  0 


(l  A.) 


p1     -  1  +  sin  <pf 

"which  last  equation  gives  the  least  intensity  of  pressure  p2  in  a 
given  direction,  that  is  consistent  with  the  repose  of  earth  through 
which  a  pressure  of  a  given  intensity  p1  acts  at  right  angles  to  the 
first  mentioned  direction,  and  serves  to  determine  the  least 
intensity  of  horizontal  pressure  which  will  maintain  the  stability 
of  a  mass  of  earth  through  which  a  vertical  pressure  of  a  given 
intensity  acts. 

II.  Cmtfagate  Piinnu  ta  Vwrtfc.— But  it  is  necessary  in  some 
cases  to  determine  the  limiting  ratio  of  the  intensities  of  a  pair 
of  conjugate  pressures  in  a  mass  of  earth,  which  may  or  may  not 
be  at  right  angles  to  each  other;  and  that  problem  is  solved  by  the 
following  geometrical  construction,  easily  deduced  from  Proposition 
IV.  of  Article  108,  p.  168. 

In  fig.  154,  let  C  represent  a  section  of  a  prismatic  particle  of 
earth,  made  by  the  plane  of  greatest  and  least  pres- 
sures. Let  that  particle  be  a  rhombic  prism,  on 
whose  faces  the  pressures  are  " conjugate;99  that  is 
to  say,  let  the  pressures  on  the  faces  which  are 
parallel  to  D  O,  act  parallel  to  EF;  while  the 
pressures  on  the  faces  which  are  parallel  to  E  F  act 
parallel  toDG. 

Let  p  be  the  intensity  of  the  pressure  i>arallel  to 
D  G,  and  p'  that  of  the  less  pressure  parallel  to  B  F, 
each  estimated  per  unit  of  area  of  the  plane  to  whicJy 
£  is  conjugate.    Let  $  be  the  angle  of  obliquity  of  the  prism  0; 


320 


MATERIlXS  AHD  STRUCTURES. 


that  is,  the  difference  between  each  of  its  angles  and  a  right 
angle.  This  angle  most  not  exceed  0,  the  angle  of  repose  of  the 
earth. 

Then  the  intensities  of  the  conjugate  pressures,  per  unit  of  area 
of  planes  perpendicular  to  tiieir  directions,  are  respectively,— 

— vand 


cos  I 


cos  / 


In  fig.  155,  from  one  point  0,  draw  two  straight  lines,  0  M  X  and 

O  R,  making  with  each  other  the 
angle  M  O  R  =  0,  the  angle  of  repose. 
About  any  convenient  point  M  in 
one  of  those  straight  lines,  describe 
a  semicircle  Y  R  X,  touching  the 
^      _  other  straight  line  in  R»     (This  may 

^*  be  done  by  describing  the  dotted  semi- 

circle M  R  0,  so  as  to  find  the  point  R.) 

Through  O  draw  the  straight  line  OQP,  making  the  angle 
MOP  =  <,  the  obliquity  of  the  conjugate  pressures,  and  cutting 
the  semicircle  Y  R  X  in  P  and  Q.  Then  the  limits  of  the  ratio  of 
the  intensities  of  the  conjugate  pressures  are 

°«and°*. 

OP         OQ' 

that  is  to  say,  in  algebraical  symbols, 

p 


caanotbegreaWthang|  =  ^;^^;j-^;|),    (3.) 

,      xi  OQ    cos*—  ,7 (cos2*- cos f$)    /a    x 

nor  lees  than. gT"«»«+  J  (cos  *J- cos**)'  <2a*> 

being  the  solution  of  the  problem. 

The  following  are  the  extreme  cases  of  the  problem : — 

When  the  prism  0  is  rectangular,  and  the  conjugate  pressures 

perpendicular  to  each  other,  we  have  4  =  0;  OQP  coincides  with 

OYX,  and  consequently 


P 
P 


OX     1  +sin0 


-  cannot  be  greater  than  rr^»  =  i — 
nor  less  than 


sin  <P* 
OY     1-sin* 


•W 


.(3  a.) 


CTX     l+sin0*" 

When  the  obliquity  of  the  prism  0  is  the  greatest  possible,  so 
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that  S=€,  the  points  P  and  Q  coalesce  in  It,  and  the  two  limits  of 
the  ratio  of  the  conjugate  pressures  become  each  equal  to  unity, 
giving  the  single  equation, 

P=P  (*•) 

# 

IIL   Pressure  in  m  ITIam  of  Earth  with  an  an  limited  plane  upper 

Sarface. — In  fig.  154,  p.  319,  let  A  B  represent  part  of  the  indefinitely 
extended  plane  upper  surface  of  a  mass  of  earth,  either  horizontal, 
or  sloping  at  any  given  angle  0  not  exceeding  the  angle  of  repose  <t>. 
Conceive  the  whole  mass  to  be  divided  into  layers,  such  as  E  F, 
parallel  to  A  B.  The  condition  of  all  particles,  such  as  C,  into 
which  one  of  those  layers,  as  E  F,  can  be  divided  by  vertical 
planes,  must  be  similar;  whence  it  follows  that  the  pressure  exerted 
at  any  vertical  plane  is  parallel  to  the  surface  A  B,  and  the  pressure 
at  any  surface  parallel  to  A  B  is  vertical.  The  particle  C,  formed 
by  the  intersection  of  the  vertical  column  D  G  with  the  layer  E  F, 
is  bounded  by  conjugate  planes;  and  the  conjugate  pressures 
acting  through  it  are  respectively  vertical,  and  parallel  to  the 
layer. 

The  vertical  pressure  p  is  due  to  the  weight  of  the  column  of 
earth  D  C  which  rests  on  the  particle.  Let  x  =  D  C  be  its  depth, 
and  w  the  weight  of  an  unit  of  its  volume;  then 

p  =  w  x'coa  S. (5.) 

The  pressure  along  the  steepest  slope  of  the  layer  E  F,  which  is 
exerted  through  the  vertical  faces  of  the  prism  C,  will,  if  the  earth 
is  laid  down  in  layers,  be  of  the  least  intensity  sufficient  to  preserve 
the  repose  of  the  earth,  as  given  by  combining  equation  2  A  with 
equation  5 ;  that  is  to  say, 

.  .   cos  $—  J  (cos2  0— cos2  0)  ,„  v 

r  cos  6  +  J  (cos*  9  -  cos2  $)  x    ' 

To  represent  these  results  graphically,  construct  fig.  155  as 
already  described,  with  OMX  horizontal,  O  R  inclined  at  the 
"  natural  slope,"  and  O  Q  P  inclined  at  the  actual  slope, — that  is, 
parallel  to  the  steepest  slope  of  the  plane  A  B.  From  P  draw  the 
straight  line  P  W  perpendicular  to  O  P,  cutting  OXinW. 

Then 

OW:OP:OQ::wx:^:^' (7.) 

The  extreme  cases  are  as  follows : — 

When  the  upper  surface  of  the  earth  is  horizontal,  W  and  P  both 
coincide  with  X,  and  Q  with  Y ;  so  that, 

Y 
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0X:OY::wa!  =  j>:p';  andj/  =  «.  x  ■  |'^°'.  (8.) 

When  the  tipper  surface  of  the  earth  slopes  at  the  angle  of 
repose,  P  and  Q  coincide  with  R,  and  W  with  M  ;  so  that 

OU:OR::wx:f'  =  p;  and  p'  =  p  =  w  x  cos  9.  (9.) 

There  is  a  third  conjugate  pressure,  exerted  horizontal];  through 
the  particle  C,  in  a  direction  perpendicular  to  the  vertical  plane  of 
steepest  slope.  Its  intensity  is  represented  in  fig.  155  by  O  Y,  and 
is  given  by  the  following  equation : — 

,         «ra;-cos*(l-sin»)  .... 

and  in  the  two  extreme  cases  it  takes  the  following  values: — For 
a  horizontal  upper  surface,  or  '  =  0, 

,      ,  1— sine  ,,. , 

/-y-««  rTaLvi <"•> 

For  the  natural  slope,  or  *  =  9, 

p"=wa:(l-sin«>).  {12.) 

The  intensity  of  the  greatest  pressure  exerted  through  a  given 
particle  of  earth  is  represented  by  0  X,  and  given  by  the  following 
formula: — 

«*■«>»<  (I -mint) 
n-cmH-Jico*!-*,',)- <la> 

The  direction  of  the  axis  of  greatest  pressure  is  at  right  angles  to, 
and  conjugate  to,  a  plane  bisecting  the  angle  which  a  radius  drawn 
from  C  to  Q  makes  with  the  horizon ;  that  is  to  say,  the  inclination 
of  that  axis  to  the  horizon  is  given  by  the  formula, — 

♦  -J(i*i«e-«.-*£-J) (it) 

The  extreme  cases  are, 

"When  the  upper  surface  is  horizontal,  or  6  =  0; 

p1  =  u>ee;  V*  =  90°  (or  the  axis  is  vertical) (!>*■) 

When  t  -  <j> ; 

ft-«*(l.+  sinf.)i  +-12JP} (16.) 
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The  axis  of  least  pressure  in  the  plane  of  greatest  slope  is  per- 
pendicular to  that  of  greatest  pressure,  and  the  intensity  of  the 
least  pressure,  being  represented  by  0  Y,  has  already  been  given 
in  equation  10. 


IV.  i 


e  of  Earth   agaloM  a  TullrnI 


In  fig.  156,  let 


Fig.  1W. 


O  X  represent  a  vertical  plai 
contact  with,  amass  of  earth,  whose  upper 
surface  YU  Yis  either  horizontal  or  in- 
clined at  any  angle  I,  and  is  cut  by  the 
vertical  plane  in  a  direction  perpendicular 
to  that  of  stec]iest  declivity.  It  is  required 
to  find  the  pressure  exerted  by  the  earth 
against  that  vertical  plane  per  unit  of 
breadth,  from  O  down  to  X,  at  a  depth 
O  X  -  x  beneath  the  surface,  and  the  direction  and  positio 
resultant  of  that  pressure. 

The  direction  of  that  resultant  is  already  known  to  be  parallel  to 
the  declivity  Y  O  Y. 

Let  B  B  bo  a  plane  traversing  X,  parallel  to  Y  0  Y.  In  that 
plane  take  a  point  D,  at  such  a  distance  X  I)  from  X,  that  the 
weight  of  a  prism  of  earth  of  the  length  X  D  and  having  an  oblique 
base  of  the  area  unity  in  the  plane  O  X,  shall  represent  the  inten- 
sity of  the  conjugate  pressure  per  unit  of  area  of  a  vertical  plane  at 
the  depth  X;  that  is  to  say,  construct  fig.  155  aa  already  described, 


n  of  the 


O  P  :  0  Q  in  fig.  155  :  :  O  X  ;  X  D  in  fig.  156. 

Draw  the  straight  line  O  D ;  then  will  the  ordinate,  parallel  to 
O  Y,  drawn  from  OX  to  O  D  at  any  depth,  he  the  length  of  an 
oblique  prism,  whose  weight,  per  unit  of  area  of  its  oblique  base, 
will  be  the  intensity  of  the  conjugate  pressure  at  that  depth.  Let 
O  D  X  be  a  triangular  prism  of  earth  of  the  thickness  unity; 
die  weight  of  that  prism  will  be  the  amount  of  the  conjugate  pres- 
sure sought,  and  a  line  parallel  to  0  Y,  traversing  its  centre  of 
gravity,  and  cutting  O  X  in  the  centre  of  pressure  C,  will  be  the 
position  of  the  resultant  of  that  pressure.  The  depth  O  C  of  that 
centre  of  pressure  beneath  the  surface  is  evidently  two-thirds  of 
the  total  depth  O  X. 

To  express  this  symbolically,  make 


XD=a; 


■*-• 


s»-  J  (cos1  <-«»'»). 


..(17.) 
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then  the  amount  of  the  conjugate  pressure,  represented  by  tlis 
weight  of  the  prism  O  X  D,  is 


*-!£•«■#.£.*?:., 


.  WW*-  ./{cosM- 


,l-^'....m 

1+  am  9       *      ' 


•  cos  p.  . 


..(20.) 


'  1  +  sin  9'  2 

For  a  surface  sloping  at  the  angle  of  repose; 

*  =  9;  XD  =  x;  P'- 


Masses  of  earth  with  indefinitely  extended  plane  upper  surfaces 
do  not  occur  in  reality;  but  the  formula)  which  are  applicable  to 
them  are  applicable  to  real  masses  of  earth  with  limited  piano 
upper  surfaces,  with  a  degree  of  accuracy  sufficient  in  most  cases 
for  practical  purposes.     (See  Phil.  Trans.,  1836-7). 

TABLE  07  EXAMPLES. 


■r 

o° 

15° 

3°° 

45* 

Co' 

(go0  —  *)->-2 

45° 

37'4 

3°° 

.a"J 

'5° 

/=  tan  >p 

o 

0-263 

o-sn 

I'OOO 

■  73" 

1  -=-/=  cotan  <p 

CO 

373" 

>'73» 

I -000 

0-S77 

sin* 

o 

D-259 

0500 

0-707 

0866 

I -sin* 
I  +  sin  * 

. 

0588 

o-333 

0-171 

0-073 

cos* 

■ 

0-966 

c-866 

0707 

0500 

There  is  a  mathematical  theory  of  the  combined  action  of  friction 
and  adhesion  in  earth;  but  for  want  of  precise  experimental  data,    . 
its  practical  utility  is  doubtful. 


Section  IX — Mensuration  of  Earthwork. 

184    Calrulnilon    of    H.lf-brr.dlh.    and    Arms    of    I.nuS. — The 

boundaries  of  a  piece  of  earthwork  in  general  are  as  follows : — 

I.  The  base,  forming,  or  formation,  being  a  surface  nearly,  and 
mimetrma  exactly,  horizontal,  which  forms  the  bottom  of  a  cutting, 
or  the  ivp  of  an  embankment. 


j&Wfc 
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H.  The  original  surface  of  the  ground?  which  forms  the  top  of 
a  cutting  and  the  bottom  of  an  embankment. 

III.  The  sides,  or  slopes,  which  connect  the  base  with  the 
natural  surface,  and  whose  inclination  is  the  steepest  consistent 
with  the  permanent  stability  of  the  material. 

Pigs.  157,  158,  and  159,  represent  examples  of  cross-sections  of 


Fig.  157. 

pieces  of  earthwork,  in  each  of  which  D  E  is  the  base,  A  B  the 

natural  surface,   and    D  A   and  p p_ ^ 

£  B  are  the  slopes.     In  fig.  157,  !         k      ^' 

the  natural  surface  is  horizontal ; 

in  figs.  158   and    159,   it  slopes  /U-"^"     ^ 

sideways,   being   what   is   called    >^i;" ik 

"side-long  ground."  Fi6- 159- 

Figs.  157  and  158  represent  cuttings;  to  represent  embank- 
ments, it  is  only  necessary  to  conceive  them  to  be  turned  upside 
down. 

Fig.  159  represents  a  piece  of  earthwork,  of  which  one  side, 
Q  E  B,  is  in  cutting  called  "side  cutting,"  and  the  other,  Q  D  A, 
in  embankment. 

The  Jicdf-breadth  of  a  piece  of  earthwork  has  already  been  men- 
tioned in  Article  66,  p.  112.  It  means  the  horizontal  distance 
from  a  given  point  in  the  centre  line  of  live  base  to  one  edge  of  the 
cuttings  or  embankment ;  and  although  it  is  cajled  "AoZ/^breadth," 
it  is  very  generally  different  at  opposite  sides  of  that  centre  line. 

Each  half-breadth  consists  of  two  parts : — the  real  half-breadth 
of  the  base,  which  is  fixed  by  the  design  of  the  work,  and  the 
horizontal  breadth  of  one  slope,  which  is  to  be  found  by  calcula- 
tion or  by  drawing. 

In  each  of  the  figs.  157,  158,  and  159,  C  represents  a  point 
in  the  centre  line,  as  marked  on  the  ground ;  F,  the  point  vertically 
above  or  below  it  in  the  centre  line  of  the  base ;  D  G  and  E  H  are 
vertical  lines  through  the  edges  of  the  base,  D  F  and  F  E  are  the 
half-breadths  of  the  base. 

In  fig.  157,  where  the  ground  is  level  across,  O  A  and  H  B  are 
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the  breadths  of  the  slopes,  and  C  A  and  C  B  the  half-breadths  of 
the  earthwork. 

In  tigs.  158  and  159,  where  the  ground  slopes  sideways,  the 
vertical  lines  through  D,  F,  and  E  are  produced,  if  necessary,  and 
are  cut  at  right  angles  by  horizontal  lines,  A  L  M,  and  BNE, 
drawn  through  the  edges  of  the  earthwork.  A  L  and  UN  are  the 
breadths  of  the  elopes;  and  M  A  and  P  B  are  the  half-breadths  of 
the  earthwork. 

When  the  natural  surface  of  the  ground  is  rugged,  the  best 
method  of  determining  the  breadths  of  the  slopes  of  earthwork  is  by 
measurement,  upon  a  series  of  cross-sections  of  the  proposed  work, 
plotted  to  the  same  scale  horizontally  and  vertically.  (Article  11, 
p.  11 ;  Article  60,  pp.  97,  98.) 

When  the  natural  surface  of  the  ground  is  level,  or  nearly  level 
across,  or  has  an  uniform  or  nearly  uniform  sidelong  slope,  the 
breadths  of  slopes  may  be  found  by  calculation,  according  to  the 
Jules  now  to  be  explained. 

In  each  of  the  following  problems,  h  denotes  C  F  in  figs.  157, 
158,  and  159,  being  the  central  depth  of  the  earthwork  at  the  given 
cross-Bection ;  b0  the  half-breadth  of  the  base,  FDorFE,  *  to  I, 
the  slope  of  the  earthwork,  meaning  *  horizontal  to  1  vertical,  b\ 
the  half-breadth  of  the  slope. 

Problem  First.  To  calculate  the  breadth  of  a  dope,  wlien  the 
natural  ground  it  level  across. — In  fig.  157, 

6'  =  HB  =  GA  =  #A.  (1.) 

Problem  Second.  To  calculate  t/ie  breadth  of  a  dope  when  tlie 
natural  ground  lias  a  given  uniform  sidelong  inclination. 

Let  the  natural  sidelong  declivity  be  at  the  rate  of  r  to  1 ,  that 
is,  let  r  be  the  cotangent  of  the  angle  which  the  line  A  B  in  figs. 
158  and  159  makes  with  the  horizon. 

Gate  I.— When  the  ground,  in  proceeding  from  the  centre  to  the 
edge  of  the  earthwork,  slopes  away  from  the  base,  as  in  the  right- 
hand  side  of  figs.  158  and  159 — 


.„*.£■(»♦»>) (i) 


Here  the  factor  h  +  —  represents  H  E,  the  depth  of  the  earth- 
work at  the  edge  of  the  base. 

Case  II. — When  the  ground,  in  proceeding  from  the  centre  to 
the  edge  of  the  earthwork,  slopes  towards  the  base,  an  in  the  left- 
Land  side  of  tig.  158, — 
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»-.AL-J£.(*-&) (3.) 

Here  the  factor  h  — °-  represents  G  D,  the  depth  of  the  earth- 

T 

work  at  the  edge  of  the  base. 

Case  III. — When  the  ground  intersects  the  base  between  the 
centre  line  and  the  edge  of  the  earthwork,  as  at  Q  in  the  left-hand 
aide  of  fig.  159 — 


*-**-;=-.•§-*) <4> 


Here  the  factor-0  — A  represents  G  D,  the  depth  of  the  earth - 

T 

work  at  the  edge  of  the  base. 

The  horizontal  distance  of  the  point  Q  from  the  centre  line  is 
given  by  the  formula 

FQ  =  r  h.  (5.) 

It  is  obvious  that  the  formulae  of  this  article  can  be  applied  to 
cases  in  which  the  slope  of  the  earthwork  and  the  rate  of  declivity 
of  the  ground  are  different  at  the  two  sides  of  the  centre  line,  as 
well  as  to  those  in  which  they  are  the  same. 

The  half-breadths  of  the  earthwork,  b0  +  V,  to  the  right  and 
left  of  the  centre  lino  at  a  given  point,  being  each  increased 
by  the  breadth  required  for  fencing,  give  the  total  half-breadths  at 
that  point  (as  stated  in  Article  6G,  p.  113);  and  these  being  added 
together,  give  the  total  breadth  of  the  land  to  be  taken.  From  a 
series  of  those  breadths,  at  different  points  in  the  centre  line,  the 
area  of  land  to  be  taken  may  be  calculated  by  the  method  of 
ordinates  explained  in  Article  32,  pp.  33,  34-. 

Or  the  total  half-breadths  may  be  plotted  on  a  plan,  the 
boundaries  of  the  land  to  be  taken  drawn  through  them,  and 
the  area  found  by  the  Method  of  Triangles,  p.  33,  or  by  the  use 
of  the  Plan i meter,  p.  34. 

185.  Calculation  of  Sectional  Areas  of  Earthwork. — The  com- 
putation of  the  areas  of  a  series  of  cross-sections  of  a  piece  of  earth- 
work is  a  step  towards  calculating  its  volume,  or  "  quantity."  If 
the  ground  is  rugged,  it  may  be  necessary  to  find  the  area  of  each 
cross-section  by  measurements  made  upon  a  drawing ;  but  if  the 
ground  is  nearly  or  exactly  level  across,  or  has  nearly  or  exactly  an 
uniform  sidelong  slope,  the  area  of  a  given  cross-section  can  be 
computed  from  the  same  data  which  serve  to  compute  the  breadths 
of  the  slopes;  that  is  to  say, 
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Tbe  natural  slope  of  the  ground, r  to  1; 

The  alope  of  the  earthwork, *  to  1; 

The  half-breadth  of  the  base, b0; 

The  central  depth, k. 

In  each  case  the  area  of  cross-section  required  will  be  denoted 
byS. 

Problem  First.  To  compute  Uic  area  of  cross-section  of  a  pita 
qfeartluoork  tc/ien  the  ground  is  level  across,  an  in  fig.  157. 

S  =  FC-GB  =  A(2J0  +  S') 

=  2fi0A+»A* (1.) 

Problem  Second.  To  compute  die  area  of  cross-section  of  apiece 
of  earthwork,  when  tlie  ground  has  an  uniform  sidelong  slope,  not 
intersecting  the  base,  as  in  fig.  158. 

The  area  of  the  trapezoid  GDEH  =  DE-FC  =  2  b0h; 

„        of  the  triangle  B  H  E  = -„ =  (according  to 

Article  184,  equation  2)  ~*  ■■  v  ( A  +  -» )  ; 
Z[r —  I)    \        r/ 

„        of  the  triangle  A  G  D  = s =  (according  to 

r  ■        /         6A1 
Article  184,  equation  3)  „-,  -_.— ,  (A °1  ; 

hence,  adding  those  three  ports  together; 

■»-*«»*  + j^rj,  ■  (4 + £)'+  nrU  ■  (4  -  r)'  (2> 

This  formula  may  also  be  put  in  the  following  form : — 

„        sbl  +  2r*b0h  +  r*eh*  ... 

8  = ^r? <3-) 

Another  mode  of  expressing  the  same  quantity  is  as  follows,* — 

*  Soggetted,  no  far  u  I  know,  by  Mr.  ThomM  Robert*. 


MENSURATION  OF  EARTHWORK. 


329 


and  is  convenient  for  use  in  connection  with  a  table  of  squares : — 
Produce  B  E  and  A  D  till  they  meet  in  K,  in  the  vertical  line 
C  F  produced.     Then 

S  =  triangle  A  B  K  —  triangle  E  D  K 

_(AMTBP)'CK-DE'FK 
~    "  2  ' 

but  F  K  =  -°;  C  K  =  h  +^;  D  E  =  2  b0  and 

8  8 

2r2 

AM  +  BP  =  -„ — -o  (s  h  +  b0)}  consequently 


e=^("+7')-T- W 


Problem  Third.  To  compute  the  areas  of  die  two  divisions  of  a 
cross-section  of  eartltwork,  wlien  t/ie  ground  intersects  the  bane,  as  in 
fig.  159. 

The  cross-section  here  consists  of  two  similar  triangles,  QBE  and 
QAD,  one  of  which  is  in  cutting  and  the  other  in  embankment. 
In  the  figure,  the  larger  triangle  is  in  cutting;  the  same  figure 
inverted  will  represent  the  case  in  which  the  larger  triangle  is  in 
embankment.  When  Q,  C,  and  F  coincide,  the  triangles  are 
equal. 

Let  S'  denote  the  larger  and  S"  the  smaller  triangle.     Then 

_  (BP+FQ)EH  _  (V+rA)2.  ,,  x 

b  _  2  ~  2(r  — «)"* {) 

(AM-FQ)-DG      (60  —  rA)*  ,fi 

186.   Calculation  of  Volumes  or  Quantifies  of  Earthworks. 

Case  I.  Wlien  two  cross-sections  S0,  Sj,  are  given,  tenth  tlie  longitudinal 
distance  between  tliem  x,  the  volume  (V)  of  the  earthwork  between 
those  cross-sections  is  given  approximately,  by  the  following 
formula,  provided  S0  and  Sx  are  nearly  equal,  but  not  otherwise :— » 


V  =  «.§&+S». 


(1.) 


Case  II.  When  three  equidistant  cross-sections  S0,  S,f  Sj,  are  given, 
with  the  total  length  x,  of  the  piece  of  earthwork  between  litem,  the 
beet  approximation  is, 
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T_„.SLti£±Sl ' w 

Case  III.  Two  cross-sections  given,  and  one  assnmed. — Equation 
2  may  also  be  used  to  give  a  closer  approximation  than  equation  1, 
when  the  two  endmost  cross-sections  only  are  given,  Sg  and.  Sj,  by 
putting  for  S1  the  area  of  an  assumed  crosa-section  midway  between 
S,,  and  Ssj  its  central  depth  being  assumed  to  be  a  mean  between 
the  central  depths  of  S0  and  Sa,  and  the  sidelong  slope  of  the 
ground  (if  any),  at  S.  a  harmonic  mean  between  those  at  S0  and  Sr 

When  tfte  ground  u  level  across,  this  last  process  gives  the  follow- 
ing result : — 

Let  A0  be  the  central  depth  at  S,,; 
n   *i       »  »  »      atsiJ 

then  the  assumed  central  depth  at  Si  is  — — r — - ;  and 


..(3.) 


This  formula  is  called  the  "Priamoidal  Formula."  Another 
form  of  the  same  formula,  convenient  for  use  in  connection  with  a 
table  of  squares,  is  as  follows: — 


J  V  (*.  +  '•,>  +  « 


(*,+&,)•  i  (*.-*,)' 


-+ 


i**}}-N 


Formula  3  is  the  basis  of  Sir  John  Macneill's  earthwork  tables; 
formula  4  of  Mr.  Henderson's.     ' 

Case  IV.  An  even,  number  of  equidistant  cross-sections  given,  S^ 
Sj,  S2,  Sks.  .  .  .  Sm;  the  distance  from  section  to  section  being 


V=  £,  a 


8!  +  8^  +  ic.  .  .  .  +  n 


...(5.) 


Case  V.  An  odd  number  of  equidistant  cross-sections  given, 
S0,  Slf  Sj,,  ic  .  .  .  S„;  the  distance  from  section  to  section  being 
•is. 


xl8. 


+  2S._,  +  4S._,  +  S.}. 


»'■) 
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Besides  the  earthwork  tables  already  mentioned,  many  others 
have  been  published,  such  as  Mr.  Bidder's,  Mr.  H  ask  oil's,  &c 
Such,  tables  generally  give  either  the  mean  sectional  area  of  a  pieco 
of  earthwork  of  a  given  baso  and  slope,  and  of  given  depths  at 
the  two  ends,  or  a  number  proportional  to  it;  which  mean  area  or 
number  being  multiplied  by  the  length,  gives  the  volume. 

Quantities  of  earthwork,  in  Britain,  are  usually  stated  in  euftto 
yards,  while  their  dimensions  are  given  in  feet.  The  expressions 
for  volumes  in  this  Article,  being  suited  for  the  case  in  which  the 
unit  of  volume  is  the  cube  described  upon  the  linear  unit,  require 
to  he  divided  by  27,  when  the  dimensions  are  in  feet,  to  reduce  the 
volumes  to  cubic  yards. 

Sometimes,  while  the  breadths  and  depths  are  given  in  feet,  the 
lengths  are  stated  in  chains  of  66  feet;  and  in  that  case,  to  give 
the  volumes  in  cubic  yards,  the  expressions  in  this  Article  should 

66-22 
be  multiplied  by  „_  =  g-  =  2-444. 

On  the  mensuration  of  earthwork,  the  treatise  of  Mr.  John 
Warner  may  be  consulted  with  advantage. 

Suction  III. — 0/  tlte  Execution  of  Earthwork 

187.  Boring*  and  Trial  "hafta. — The  ordinary  method  of  ascer- 
taining the  nature  of  the  material  to  be  excavated,  previous  to  the 
undertaking  or  execution  of  any  piece  of  earthwork,  is  by  boring  a 
vertical  hole  of  about  3j  or  4  inches  in  diameter  in  the  ground, 
and  bringing  up  specimens  of  the  materials  pierced  through  at 
different  depths. 

Inasmuch,  however,  as  the  specimens  of  materials  so  brought  up 
are,  in  general,  reduced  to  chips  or  to  powder  by  the  action  of  the 
boring-tool,  and  sometimes  to  paste  or  mud  by  the  action  of  the 
water  which  is  poured  into  the  hole  to  keep  the  tool  cool,  and 
facilitate  its  working  in  bard  strata,  the  information  obtained  by 
boring  is  not  wholly  satisfactory;  for  although  it  shows  the  min- 
eralogical  composition  of  the  materials  found  at  different  depths,  it 
leaves  their  probable  stability  in  earthwork  doubtful,  except  in  so 
far  as  it  can  be  inferred  from  the  resistance  met  with  by  the  boring 
tool ;  and  this  source,  of  information  is  available  to  the  engineer  or 
contractor  at  second-hand  only,  through  the  statements  of  the 
borers.  The  smallneas  of  the  hole,  too,  makes  the  results  of  borings 
doubtful;  for  what  seems  to  be  a  stratum  of  rock  may  sometimes 
prove  to  be  only  a  solitary  block  or  boulder. 

To  ascertain  completely  the  nature  and  qualities  of  the  materials 
of  an  intended  cutting,  trial-shafts  or  pita  should  he  sunk  down  to 
the  level  of  its  bottom.     The  expense  and  time  required  for  sinking 
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shafts  make  it  impracticable  to  use  them  exclusively.  The  best 
method  is  to  combine  shafts  with  borings,  by  sinking,  in  cveiy  im- 
portant proposed  cutting,  one  shaft  at  least,  which  should  in  general 
be  at  the  point  of  greatest  depth,  and  making,  besides,  a  series  of 
borings  at  points  200  or  300  yards  apart  These  borings  will  be 
sufficient  to  show  whether  any  change  in  the  strata  occurs  sufficient 
to  make  it  advisable  to  sink  one  or  more  additional  shafts  in  a 
given  cutting. 

Boring  tools  are  made  of  wrought  iron,  steeled  at  the  cutting 
edges  and  points.  They  are  usually  about  3  feet  long,  or  a  little 
more,  about  one-half  of  the  length  being  the  tool  or  boring  instru- 
ment proper,  and  the  remainder  the  shank,  which  is  a  bar  of  IJth 
inch  square  or  thereabouts,  having  a  screw  at  its  upper  end 
to  connect  it  with  the  first  of  the  lengthening  rods.  These  are 
square  bars,  usually  about  10  feet  long,  of  the  same  diameter  with 
the  shank  of  the  boring  tool,  with  screws  at  their  ends  by  which 
they  can  be  united  together  to  any  length  required  by  the  depth  of 
the  bore.  The  uppermost  rod  is  capable  of  being  hung  by  a  swivel 
and  rope  from  a  triangle  or  shears  set  up  over  the  bore-hole,  in 
order  to  haul  tip  the  rods  when  required.  The  working  part  of  the 
tool  is  made  of  various  figures,  for  penetrating  various  materials. 
The  commonest  forms  are  the  aiiger,  the  worm,  and  the  jumper. 
The  auger,  which  is  used  for  boring  all  ordinary  earths,  shale,  and 
soft  rock,  is  formed  like  a  hollow  cylinder,  about  3  .J -inches  in 
diameter,  with  an  open  sharp-edged  slit  along  one  aide,  and  slightly 
contracted  at  the  lower  end,  which  sometimes  (for  boring  soft  rock) 
has  a  small  spiral  point  like  that  of  a  gimlet.  It  brings  up  speci- 
mens of  the  material  bored  in  the  inside  of  its  hollow  cylindrical 

The  worm  is  a  sharp  pointed  spiral,  used  for  boring  rock  too  hard 
to  be  pierced  by  the  auger.  After  the  rock  has  been  pierced  by  the 
worm,  the  auger  is  used  to  enlarge  the  hole  and  bring  up  the 
fragments. 

Both  the  auger  and  the  worm  are  worked  by  turning  them  con- 
tinuously round  towards  the  right  (that  is,  in  the  direction  of  the 
motion  of  the  hands  of  a  watch),  by  means  of  a  cross-head  six  feet 
long,  or  thereabouts,  driven  by  two  men. 

To  pierce  rock  that  is  too  hard  for  the  worm,  a  jumper  is  used. 
Jumpers  are  of  various  figures;  some  flat,  like  a  chisel,  with  a  sharp 
edge  at  the  lower  end;  some  square,  with  a  four-sided  pyramidal 
point,  tike  a  poker;  some  spear- pointed.  The  jumper  is  worked 
by  raising  it  a  short  distance  and  letting  it  drop,  turning  it  a  little 
way  round  after  each  blow.  It  is  sometimes  simply  hung  by  a 
rope,  instead  of  being  screwed  to  the  lower  end  of  the  lengthening 
rods.     The  materials  broken  by  the  jumper  are  sometimes  brought 
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np  by  the  auger,  sometimes  by  a  sort  of  bucket  on  the  top  of  the 
jumper  itself. 

Bores  in  very  soft  materials  sometimes  require  to  be  lined  with 
a  series  of  cast  or  wrought  iron  pipes,  pushed  down  as  the  boro 
proceeds,  to  prevent  its  sides  from  falling  in ;  the  lowest  pipe  having 
a  sharp  serrated  edge.  These  pipes  may  be  made  to  screw  together, 
so  that  they  can  be  hauled  up  again. 

The  depth  of  a  layer  of  moss,  mud,  or  quicksand,  at  the  surface 
of  the  ground,  is  sometimes  probed  or  sounded  with  a  long  slender 
iron  rod  called  a  pricker. 

The  operations  of  sinking  shafts  will  be  described  further  on, 
under  the  head  of  Tunnelling. 

In  marking  the  results  of  borings  and  trial  shafts  on  a  section 
(see  Article  11,  p.  10,  and  Article  17,  p.  15),  care  is  to  be  taken  to 
show  nothing  on  the  paper  except  the  facts  actually  observed,  all 
conjectural  sections  of  the  strata  lying  between  the  borings  and 
pits,  whether  marked  by  outlines,  colour,  shadings,  or  words,  being 
rigidly  excluded.  The  insertion  of  such  conjectural  sections, 
although  it  improves  the  appearance  of  the  drawing,  and  makes  it 
more  readily  intelligible,  is  done  at  the  risk  of  misleading  con- 
•  tractors,  and  involving  the  companies  and  engineers  in  heavy 
responsibility.  The  result  of  the  pits  and  borings  being  shown 
exactly  as  observed,  contractors  and  others  are  left  to  draw  their 
own  conclusions  as  to  the  intermediate  strata. 

188.  Equalising  Earthwork  is  a  term  applied  to  the  process  of  so 
adjusting  the  formation  level  of  an  intended  work,  that  the  earth 
from  the  cuttings  shall  be  as  nearly  as  possible  sufficient  to  make 
the  embankments,  and  no  more.  The  art  of  making  this  adjust- 
ment by  the  eye  upon  a  section  of  the  ground  with  sufficient 
accuracy  is  soon  acquired  by  practice.  In  most  cases  it  is  essential 
to  economy  in  the  cost  of  the  work;  for  any  surplus  of  embank- 
ment over  cutting  must  be  made  up  from  "  side  cutting;"  and  the 
earth  from  any  surplus  of  cutting  over  embankment  must  be 
formed  into  "  spoil  banks;"  both  of  which  works  involve  additional 
cost  for  labour  and  land.  But  cases  sometimes  occur,  in  which  it 
is  more  economical  to  make  an  embankment  from  side-cutting 
close  at  hand,  than  to  bring  the  necessary  material  from  a  far 
distant  cutting  on  the  line  of  works,  or  in  which  it  is  more 
economical  to  throw  part  of  the  material  from  a  cutting  into  a 
spoil  bank,  than  to  send  it  to  a  far-distant  embankment  on  the 
line  of  works ;  and  these  points  must  be  decided  by  the  engineer  to 
the  best  of  his  judgment  in  each  particular  case. 

189.  The  Temporary  Fencing,  erected  before  the  earthwork  is 
commenced,  should  enclose  all  the  ground  required  for  the  under- 
taking; that  is  to  say,  it  should  run  along  the  outer  boundary  of 
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the  strip  of  land  which  is  to  be  taken  beyond  the  edge  of  the 
earthwork,  and  whose  breadth  is  added  to  the  half-breadths  of  the 
earthwork  in  calculating  and  setting  out  the  total  half-breadths 
(p.  113).  In  the  open  country,  where  the  permanent  fence  is  to 
be  a  hedge  and  ditch,  the  breadth  of  that  strip  of  land  is  usually 
about  nine  feet;  but  where  ground  is  valuable,  as  amongst  gardens 
and  pleasure-grounds,  and  in  towns  and  suburbs,  smaller  breadths 
are  used,  as  to  which  no  general  rule  can  be  laid  down. 

The  temporary  fence  usually  consists  of  posts  and  rails  of  larch 
or  oak;  the  posts  being  from  4  feet  to  4  feet  6  inches  apart,  about 
6  feet  long,  driven  from  2  feet  to  2  feet  6  inches  into  the  ground, 
from  i  to  6  inches  broad  in  a,  direction  acrots  the  fence,  and  about 
3  inches  thick  in  a  direction  along  the  fence ;  the  rails  about  9  or 
10  feet  long,  3  inches  deep,  and  1£  inch  thick,  scarfed  in  mortises 
in  every  second  post  Sometimes  the  posts  in  which  the  rails  are 
scarfed  are  made  stronger  than  the  intermediate  posts,  and  have 
diagonal  stays  to  increase  their  stability,  the  foot  of  each  stay 
being  nailed  to  a  small  stake  about  2  feet  long. 

The  best  site  for  permanent  marks  of  the  line  and  levels  is  near 
the  fence  (pp.  110,  111). 

If  the  soil  is  wet,  a  caieliwater  drain  may  be  made  at  the  same 
time  with  the  temporary  fencing,  at  one  or  both  sides  of  the  earth- 
work, commencing  at  its  outfall  into  an  existing  main  drain  or 
■water  course,  and  working  upwards.  When  the  ground  has  a  side- 
long slope  the  catchwater  drain  is  indispensable  at  the  up-hill  side 
of  the  earthwork.  Thus,  in  fig.  160,  A  B  is  part  of  the  base  and 
B  C  one  of  the  slopes  of  an  intended  cutting;  C  G  is  part  of  the 
natural  ground,  sloping  downwards  towards  C;  D  is  a  catchwater 
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Fig.  Kl. 


drain,  to  prevent  surface  water  running  from  G  towards  C  from 
injuring  the  slope  of  the  cutting.  In  fig.  161,  A  B  is  part  of  the 
base  and  B  C  one  of  the  slopes  of  an  embankment;  E  F  is  part  of 
the  natural  ground,  sloping  downwards  from  F  towards  E;  D  is  a 
catchwater  drain,  to  prevent  surface  water  running  from  F  towards 
C  from  collecting  at  C  and  injuring  the  embankment  The  catch- 
water drain  may  be  ao  open  ditch,  in  ordinary  cases  from  3  to  i 
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feet  wide  and  from  2  to  3  feet  deep ;  or  it  may  be  an  underground 
drain,  built  of  stone  or  brick,  or  made  of  earthenware  tubes  (as  in 
the  figures),  with  broken  stone  or  clean  gravel  above  it 

191.  Stripping  the  Soil. — The  soil  or  vegetable  mould  should  be 
stripped  from  the  site  of  an  intended  piece  of  earthwork,  and  laid 
down  near  the  fence,  in  order  that  it  may  be  afterwards  used  to 
re-soil  the  slopes  of  the  earthwork.  The  usual  depth  of  soil  spread 
on  these  slopes  varies  from  3  to  6  inches. 

192.  General  Operation*  of  Catting. — Where  there  is  no  reason 
to  the  contrary,  it  is  desirable  that  the  base  of  a  cutting  should 
have  a  declivity  towards  the  point  at  which  the  work  of  excavation 
is  commenced ;  for  this  renders  more  easy  the  removal  of  thex  earth 
in  wagons,  and  the  temporary  and  permanent  drainage. 

A  cutting  is  usually  commenced  (if  the  earth  will  stand  for  a 
time  with  vertical  sides)  by  making  a  "  gullet,"  or  vertical-sided 
excavation,  wide  enough  to  contain  one  or  more  lines  of  tem- 
porary rails  for  the  passage  of  earth  wagons.  The  widening  of 
the  cutting  to  its  full  width,  and  the  formation  of  the  slope, 
should  be  carried  on  so  as  never  to  be  far  behind  the  head  or  most 
advanced  end  of  the  gullet;  for  the  strain  thrown  on  a  mass  of 
earth  by  standing  for  a  time  with  a  vertical  face  has  a  tendency  to 
produce  cracks,  which  may  extend  beyond  the  position  of  the 
intended  slopes,  and  so  render  the  sides  of  the  cutting  liable  to  slip 
after  they  have  been  finished.  The  advanced  end  of  a  cutting 
of  considerable  depth,  and  the  parts  of  its  sides  whose  slopes  have 
not  been  finished,  consist,  while  the  work  is  in  progress,  of  a  series 
of  steps  or  stages  called  "  lifts,"  rising  one  above  another  by  six 
or  eight  feet,  or  thereabouts,  the  excavators  working  at  the  faces 
of  these  lifts  so  as  to  carry  them  on  together. 

From  faces  at  the  end  or  sides  of  the  gullet,  the  earth  is 
shovelled  directly  into  the  wagons.  From  the  other  faces  of  the 
catting,  the  earth  is  wheeled  in  >>arrows  along  planks  to  points 
from  which  it  can  be  tipped  into  the  wagons. 

193.  Draining  the  Bbm>  and  Slopes. — At  the  foot  of  each  slope  of 

a  cutting  it  is  almost  always  necessary  to  have  a  longitudinal 
drain  called  a  "  side-drain,"  of  from  6  inches  to  2  feet  deep  accord- 
ing to  the  circumstances  of  the  case.  It  may  be  a  small  open 
ditch,  or  a  channel  pitched  and  faced  with  stone,  or  a  covered  stone 
or  brick  drain,  or  a  line  of  tubes  (as  at  E,  fig.  160)  with  broken 
atone  or  gravel  above.  It  may  receive  the  waters  of  branch 
drains  running  across  the  base,  should  such  be  found  necessary,  and 
also  of  branch  drains  laid  in  the  slopes,  as  F,  fig.  160.  When  the 
latter  are  tubes,  they  may  in  general  be  laid  about  2^  feet  below 
the  surface.  It  is  in  general  advisable  so  to  place  the  side-drain 
E  that  its  bottom  shall  not  be  below  the  prolongation  of  the  plane 


336  MATERIALS  A2H>  STRUCTURES. 

of  the  slope  B  C,  unless  there  is  a  retaining  wall ;  otherwise  it  may 
cause  that  slope  to  slip,  and  may  itself  be  crushed  or  choked. 

Springs  rising  in  cuttings  require  special  drains  to  carry  away 
their  waters. 

194.  The  i*abour  •f  Earthwork,  in  ordinary  cases,  consists  of 
getting,  or  excavating;  filing  into  barrows  or  wagons;  wheeling 
in  barrows;  leading  in  wagons;  and  teeming  or  tipping — that 
is,  depositing  the  earth  in  the  embankment  where  it  is  to  rest. 
Other  processes  required  in  special  cases  will  be  considered  farther 
on. 

The  labour  of  getting  the  earth  depends  mainly  upon  its  adhesion. 
Loose  sand  and  gravel,  soft  vegetable  mould  and  peat,  can  be  dug 
with  the  shovel  or  the  spade  alone;  stiffer  kinds  of  earth  require  to 
be  loosened  with  the  pick  before  being  shovelled  into  barrows,  and 
in  some  cases,  with  crowbars,  wedges,  or  stakes;  the  softest  kinds 
of  rock  can  be  broken  up  with  the  pick  or  crowbar ;  harder  kinds 
require  the  action  of  wedges ;  harder  still,  especially  if  free  from 
natural  fissures,  need  blasting  by  gunpowder,  which  will  be  treated 
in  a  separate  article. 

"Wheeling  in  barrows  is  performed  upon  planks,  whose  steepest 
inclination  should  not  exceed  1  in  12,  unless  the  men  are  assisted 
by  means  of  ropes  and  winding  machinery. 

Leading  is  performed  upon  light  temporary  rails,  in  wagons 
called  "  earth- wagons,"  whose  bodies  can  be  tipped  over  by 
turning  on  a  pair  of  horizontal  trunnions,  so  as  to  empty  the  earth 
out :  they  are  drawn  by  horses  or  by  small  locomotive  engines. 

The  labour  of  shovelling  a  given  toeiglU  of  earth  into  barrows, 
and  that  of  wheeling  it  from  the  face  of  the  cutting  to  a  given  point, 
tipping  it  into  the  wagons,  and  leading  it  a  given  distance,  are 
nearly  the  same  for  most  ordinary  kinds  of  earth.  For  a  given 
bulk  of  earth,  the  labour  of  those  operations  varies  nearly  as  the 
heaviness  of  the  earth. 

In  order  to  execute  an  excavation  with  speed  and  economy,  it  is 
necessary  to  fix  correctly  both  the  absolute  and  the  proportionate 
numbers  of  pickmen,  shovellers,  and  wheelers,  or  b,arrowmen,  so 
that  all  shall  be  constantly  employed.  The  only  method  of  doing 
this  exactly,  in  any  particular  case,  is  by  trial  on  the  spot ;  but  an 
approximation  may  be  made  beforehand  by  estimating  from  the 
data  of  experience. 

The  absolute  number  of  excavators  working  at  the  face  of  a 
cutting  is  determined  by  the  horizontal  extent  of  face  at  which 
cutting  is  in  progress  at  once;  one  excavator  to  five  or  six  feet  of 
breadth  of  face,  is  about  as  close  as  they  can  be  placed  without 
getting  in  each  ethers'  way. 

The  proportion  of  wlteelers  to  shovellers  may  be  estimated  ap- 
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proximately  by  the  feet,  that  a  shoveller  takes  about  as  long  to  fill 
an  ordinary  barrow  with  earth  as  a  wheeler  takes  to  wheel  a  full 
barrow  about  100  or  120  feet,  on  a  horizontal  plank,  and  return 
with  an  empty  barrow. 

If  the  full  barrow  has  to  be  wheeled  up  an  ascent,  each  foot  of 
rise  is  to  be  considered  equivalent  to  six  additional  feet  of  horizontal 
distance. 

Hence  the  following  approximate  formula : — 

Let  I  be  the  horizontal  distance  that  the  earth  has  to  be  wheeled, 
and  A  the  height  of  ascent,  if  any;  then 

/  -4-  fi  h. 

number  of  wheelers  to  one  shoveller  =  -7- tt^k-i — -■  aix  *    .  (1.) 

from  100  to  120  feet  x   ' 

The  number  of  barrows  required  for  each  shoveller  is  one  more 
than  the  number  of  wheelers. 

A  shoveller  will  throw  each  shovelful  of  earth  from  6  to  10  feet 
horizontally,  or  from  4  to  5  feet  vertically  upwards.  If  the  earth 
is  to  be  thrown  by  the  shovel  to  greater  distances  or  heights,  two 
or  more  ranks  of  shovellers  must  be  employed. 

The  proportion  of  the  pickmen  to  the  shovellers  (in  a  single  rank) 
depends  on  the  stiffness  of  the  earth.    The  following  are  examples : — 

Piclcnrien  to 
one  Shoveller. 

Loose  sand  and  vegetable  mould,. o 

Compact  earth,... ^ 

Ordinary  clay, from  ^  to  1 

Hard  clay, „    i£  to  2. 

Earth  is  designated  as  "  earth  of  one  man,"  if  one  shoveller  can 
keep  one  line  of  wheelers  at  work ;  "  earth  of  a  man  and  a-half,"  if 
two  shovellers  and  a  pickman  are  needed  to  keep  two  lines  of 
wheelers  at  work ;  "  earth  of  two  men,"  if  one  shoveller  and  one 
pickman  can  keep  one  line  of  wheelers  at  work;  and  generally, 
"  earth  of  so  many  men,"  according  to  the  number  of  shovellers  and 
pickmen  together  who  are  required  to  keep  one  line  of  wheelers  at 
work.  Let  m  denote  that  number;  then  the  total  number  of 
nhovellers,  pickmen,  and  wheelers  for  each  line  of  wheelers,  will  be 
approximately 

M  =  Wt  +  froml00+to  120  feet*  (2) 

The  rate  at  which  the  cutting  may  be  expected  to  advance,  if 
no  special  difficulties  occur,  may  be  estimated  for  each  line  of 
wheelers  (or  for  each  shoveller  in  one  rank),  at  about 
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20  cubic  yards  of  loose  sand,  or  mould,         )  , 

or  16  cubic  yards  of  clay,  or  compact  earth,  J  ^       ^' 

The  labour  of  excavating  is  often  considerably  lessened,  especially 
in  widening  a  gullet  at  the  sides,  by  undermining  large  masses  of 
earth  from  below,  and  loosening  them  by  driving  stakes  behind 
them  from  above.     This  is  called  "  falling." 

An  earth- wagon  holds  about  as  much  as  50  wheel-barrows,  and 
if  drawn  at  the  walking  pace  of  a  horse,  its  speed  may  be  taken  as 
about  one-fifth  greater  than  that  of  the  wheel-barrows;  so  that  it 
is  equivalent  to  about  60  wheel-barrows;  and  one  earth- wagon 
going  and  returning  a  distance  of  about  6,000  feet  horizontally, 
while  another  stands  to  be  filled,  will  keep  one  shoveller  at  work. 
If  loaded  wagons  have  to  be  drawn  up  an  ascent,  and  the  tem- 
porary rails  are  in  moderately  good  order,  each  foot  of  ascent  may 
be  considered  as  equivalent  to  about  150  feet  of  additional  hori- 
zontal distance.  Hence  let  L  be  the  horizontal  distance  in  feet  to 
which  the  earth  is  to  be  led  in  earth-wagons  drawn  by  horses,  H 
the  ascent,  in  feet,  if  any;  then  the  number  of sliovellers  (in  single 
rank)  to  each  earth-wagon  in  motion  at  one  time,  is  about, 

-  _6,000_ 
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and  the  reciprocal  of  this  expresses  the  eartfi-wagons  or  fractions  of 
an  eartlirwagon  in  motion  at  one  time  per  shoveller;  but  additional 
wagons,  as  to  which  no  precise  rule  can  be  laid  down,  must  be  pro- 
vided, in  order  to  allow  for  those  which  are  standing  to  be  filled, 
and  for  those  which  are  in  the  act  of  being  tipped  and  reversed. 
With  locomotive  engines  the  speed  can  be  increased,  and  the 
number  of  wagons  proportionally  diminished.  The  preceding 
calculations  have  reference  to  wagons  which  hold  from  2  to  2 J 
cubic  yards  of  earth,  or  thereabouts,  the  weight  of  which  is  from  2i 
to  3  tons,  the  weight  of  the  wagon  itself  being  between  a  ton  and 
a  ton  and  a-half.  The  friction  being  taken  at  15  lbs.  per  ton  (or 
1  —  150th  of  the  gross  load  nearly),  the  force  required  to  draw  a 
wagon,  or  train  of  wagons,  either  on  a  level,  or  up  or  down  a  given 
declivity,  can  easily  be  calculated.  In  estimating  the  number  of 
horses  required,  the  force  which  a  horse  can  exert  when  walking 
slowly  may  be  estimated  at  about  120  lbs. 

When  the  leading  of  earth  is  performed,  not  in  wagons  or 
temporary  rails,  but  in  two-wheeled  one-horse  carts  on  an  ordinary 
roadway,  the  number  of  such  carts  required  may  be  approximately 
computed  from  the  data,  that  the  net  load  of  each  such  cart  is 
about  equal  to  that  of  twelve  wheel-barrows,  and  its  average  speed 
going  and  returning  about  one-sixth  part  more  than  that  of  a 
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wheel-barrow,  so  that  each  cart  in  motion  is  equivalent  to  about 
fourteen  wheel-barrows  in  motion.  In  this  as  in  the  preceding 
case,  in  computing  the  total  number  of  carts,  allowance  must  bo 
made  for  those  which  are  standing  to  be  filled,  and  those  which  are 
being  turned  and  tipped. 

195.  Beaches  on  the  sides  of  cuttings  are  small  platforms,  level 
transversely,  seldom  exceeding  about  six  feet  in  breadth.  They 
are  sometimes  used  in  very  deep  cuttings,  for  the  puqwse  either  of 
intercepting  the  fall  of  boulders  and  pieces  of  rock  from  the  higher 
slopes,  or  of  facilitating  the  drainage.  A  bench  ought  to  have  a 
slight  declivity  lengthwise,  and  at  the  foot  of  the  slope  above  it 
there  should  be  a  side-drain  like  that  at  the  side  of  the  base  (E, 
fig.  160,  p.  334),  to  catch  and  carry  away  all  the  surface-water 
from  that  slope. 

196.  Prevention  •€  Slips. — As  the  slipping  of  the  sides  of  cuttings 
is  caused  by  the  action  of  water,  its  prevention  is  promoted  by 
efficient  ordinary  drainage,  as  described  in  Article  189,  p.  334,  and 
Article  193,  p.  335.  When  ordinary  methods  oi  drainage  are 
insufficient,  other  expedients  must  be  adopted,  such  as  the  iollow- 
ing : — To  make  the  branch-drains  of  the  slope  very  numerous  and 
close ;  to  make  special  drains  for  carrying  down  to  the  side-drain 
of  the  cuttings,  the  waters  of  such  springs  as  may  flow  from  the 
slope ;  to  face  the  slope  with  a  well-packed  layer  of  stones  laid  dry, 
from  6  to  18  inches  thick,  according  to  the  circumstances  of  the  case ; 
to  cut  away  a  portion  of  the  lower  part  of  the  slojic,  and  form  in  the 
space  so  left  a  bank  of  gravel  or  shivers  of  stone,  against  which  the 
slope  of  earth  may  abut,  with  counterforts,  made  by  digging 
trenches  at  right  angles  to  the  gravel  bank,  and  filling  them  witli 
gravel;  this  combination  acts  both  as  a  retaining  wall  and  as  a 
system  of  drains;  to  build  at  the  foot  of  the  slo]>e,  so  as  at  once 
to  support  and  drain  it,  either  a  dry  stone  retaining  wall,  or  a 
wall  of  brick  or  masonry  laid  in  mortar,  backed  with  a  vertical 
layer  of  dry  stones ;  to  intercept  underground  waters  on  their  way 
towards  the  slope,  by  means  of  a  drift  or  mine. 

Retaining  walls  will  be  further  treated  of  under  the  head  of 
Masonry,  and  drifts  under  that  of  Tunnelling. 

In  some  instances,  all  remedies  for  slipping  are  found  unavailing, 
and  the  material  must  be  allowed  to  find  its  own  angle  of  repose, 
care  being  taken  to  remove  the  earth  which  slides  down  from  time 
to  time,  and  to  acquire  the  necessary  additional  land. 

197.  Settlement  of  Embankment*.  —  Embankments  subside  or 
settle  after  their  first  formation,  to  an  extent  which  varies  consid- 
erably for  different  materials  and  under  different  circumstances, 
being  seldom  less  than  one-twelfth,  and  seldom  more  than  tme-fijlh,  of 
the  original  height     The  best  method  of  ascertaining  the  probable 
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proportionate  settlement  of  a  proposed  embankment  is  by  an 
experiment  on  a  short  length  of  it;  allowance  for  the  settlement  so 
ascertained  must  then  be  made  in  constructing  the  remainder  of 
the  embankment. 

198.  The  DUtributiou  •€  Earthwork  means  the  arrangement  by 
which  the  materials  obtained  from  different  parts  of  the  cuttings 
are  distributed  amongst  different  parts  of  the  embankments,  so  as 
to  insure  the  least  possible  expenditure  of  labour  in  the  leading  or 
conveyance  of  the  earth.  To  attain  this  object,  two  rules  are  to 
be  followed  as  closely  as  may  be  practicable ; — to  fill  each  portion 
of  embankment  from  the  nearest  accessible  portion  of  cutting ;  and 
to  take  care  that  the  several  routes  by  which  earth  is  conveyed 
from  cutting  to  embankment  shall  not  cross  each  other. 

The  mean  distance  of  lead,  from  a  division  of  a  cutting  to  that 
division  of  an  embankment  which  is  filled  from  it,  is  nearly  equal 
to  the  distance  between  their  centres  of  gravity. 

199.  Grneral  Operation*  of  JRmbnuklng The   best  materials  for 

embankments  are  those  whose  frictional  stability  is  the  greatest  and 
the  most  permanent,  such  as  shivers  of  rock,  shingle,  gravel,  and 
clean  sand.  Clay  also  forms  safe  embankments,  provided  it  is  dry, 
or  nearly  dry,  when  laid  down.  Wet  clay,  vegetable  mould,  and 
mud,  are  unfit  for  use  in  embankments ;  so  also  is  peat,  except  with 
certain  precautions  to  be  afterwards  mentioned. 

An  embankment  may  be  made  in  three  ways : — I.  In  one  layer. 
II.  In  two  or  more  thick  layers.     III.  In  thin  layers. 

I.  In  one  layer. — This  being  tho  cheapest  and  quickest  method, 
consistent  with  stability,  is  that  followed  in  all  earthworks  iri 

B/  which  there  is  no  special  reason  to  the 
contrary.  In  fig.  162,  BAC  repre- 
sents the  natural  surface  of  the  ground ; 
D  A  part  of  the  base  of  a  cutting; 
A  E  Can  embankment,  the  construction 
Fig.  1G2.  of  which   is  carried  forward   in   the 

direction  A  E  of  its  full  width  and  height  (including  a  sufficient 
allowance  for  subsidence),  by  running  earth- wagons  on  temporary 
rails  from  the  cutting  along  the  top  of  the  embankment,  and  tipping 
them  at  E,  so  that  the  earth  runs  down  and  spreads  itself  over  the 
sloping  end  E  C  of  the  bank,  which  is  called  the  "tip," 

The  sloping  lines  parallel  to  E  C  represent  a  series  of  successive 
previous  positions  of  the  tip,  as  the  embankment  advanced  from  A. 
No  tipping  over  the  sides  of  embankments  should  be  allowed; 
for  the  earth  so  tipped  is  liable  afterwards  to  slip  off. 

II.  In  thick  layers. — This  process  lias  been  used  in  some  em- 
bankments of  great  height  It  consists  in  completing  the  construc- 
tion of  the  embankment  up  to  a  certain  height  by  the  process  of 
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tipping  over  the  end  already  described ;  leaving  that  layer  for  a 
time  to  settle,  and  then  making  a  second  layer  in  the  same  way, 
and  so  on.  It  involves  much  additional  time  and  labour,  and  is 
seldom  employed.  It  is,  however,  useful  in  making  embankments 
of  hard  clay  or  shale,  which,  when  first  tipped,  consists  of  angular 
lumps  that  lie  with  vacant  spaces  between  them,  and  do  not  form  a 
compact  mass  until  partially  softened  and  broken  down  by  the 
action  of  air  and  moisture. 

III.  In  thin  layers, — This  process  consists  in  spreadiug  the  earth 
in  horizontal  layers  of  from  9  inches  to  18  inches  deep,  and  ramming 
each  layer  so  as  to  make  it  compact  and  firm  before  laying  down 
the  next  layer.  Being  a  tedious  and  laborious  process,  it  is  used  in 
special  cases  only,  of  which  the  principal  are,  the  filling  behind 
retaining  walls,  behind  wings  and  abutments  of  bridges  and  culverts, 
and  over  their  arches,  and  the  embankments  of  reservoirs  for 
water. 

The  labour  of  spreading  earth  in  layers  and  ramming  it  may  be 
estimated,  in  general,  at  from  oiiee-and-a-sucUi,  to  once-and-a-tldrd 
that  of  shovelling  it  into  a  barrow.     (See  Article  194,  p.  337.) 

200.  Embanking  on  Sidelong  Ground.— When  the  natural  ground 

has  a  steep  sidelong  slope,  it  is,  in  general,  necessary  to  cut  its  sur- 
face into  steps  before  making  the  embankment,  in  order  that  the* 
latter  may  not  slide  down  the  slope.  In  the  cross-section,  fig.  163, 
the  dotted  line  A  B  repre- 
sents the  natural  surface  of 
the  ground,  Q  E  £  a  side- 
cutting,  and  A  D  Q  an  em-  J5 — .%'** 
bankment,  resting  on  steps 
which  have  been  cut  be- 
tween A  and  Q.  The  best 
position  for  those  steps  is  s' 
perpendicular  to  the  axis  of  greatest  pressure,  whose  inclination 
to  the  vertical  is  given  by  equation  14  of  Article  183,  p.  322;  ^o 
that,  if  A  D  is  inclined  at  the  angle  of  repose,  the  steps  near  A 
should  be  inclined  to  the  horizon,  in  the  opposite  direction  to  A  D, 
at  the  angle  given  by  equation  16,  p.  322;  while  the  steps  near  Q 
iuay  be  level.  It  is  better  to  make  the  steps  steeper  than  the  in- 
clination given  by  this  principle  than  to  make  them  flatter. 

201.  Embanking  over   and    near   Masonry. — In    embanking  over 

culverts  (that  is,  covered  drains  of  masonry  or  brickwork),  near 
retaining  walls,  or  near  the  abutment  and  wing  walls  of  bridges, 
care  must  be  taken  not  to  injure  the  masonry  by  shocks  from  the 
fall  of  earth,  or  by  ill-distributed  or  sudden  pressures. 

For  the  purpose  of  preventing  shocks,  the  precaution  is  taken 
already  mentioned  in  Article  199,  above,  of  spreading  the  earth  in 
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immediate  contact  with  the  masonry  in  thin  layers,  and  ramming 
each  layer.  For  this  purpose,  dry  materials  should  be  chosen,  that 
will  let  water  drain  off  easily,  such  as  shivers  of  stone,  gravel,  and 
clean  coarse  sand.  This  rammed  earth  should  fill  all  the  space 
between  the  wing  walls  of  bridges,  and  extend  back  from  retaining 
walls,  and  from  the  abutments  of  bridges  and  culverts,  ten  feet  or 
thereabouts.  Over  the  arches  of  culverts,  the  earth  rammed  in 
thin  layers  should  rise  to  at  least  half  the  height  of  the  proposed 
embankment;  the  remainder  may  be  tipped  in  the  common  way. 

For  the  purpose  of  preventing  unequal  lateral  pressures  against 
bridges  and  large  culverts,  care  should  be  taken  (by  the  aid,  if 
necessary,  of  timber  platforms  to  carry  the  temporary  rails),  that  the 
embankment  is  carried  up  at  both  sides  of  the  structure  at  once, 
and  as  nearly  as  possible  to  the  same  height  at  the  same  time. 

202.  Drainage   ef  Embankment*.— The  position  and  use  of  the 

catchwater  drain  near  the  foot  of  the  slope  has  already  been  ex- 
plained in  Article  189,  p.  334.  The  construction  of  culverts,  for 
carrying  drainage-water  below  embankments,  wttL  be  treated  of 
under  the  head  of  Masonry.  Ground  in  which  springs  rise  should 
be  avoided  altogether,  if  possible;  but  if  it  is  absolutely  necessary 
to  embank  over  a  spring,  a  culvert  may  be  built  to  cany  its  water 
clear  of  the  embankment 

203.  Embankment  in  a  Great  Plain. — When  aline  of  conveyance 
is  carried  across  an  extensive  plain,  it  is  almost  always  necessary,  in 
order  to  keep  its  surface  dry,  that  it  should  be  raised  above  the 
general  level  of  the  ground;  and  where  inundations  occur,  the 
requisite  height  may  be  considerable.     In  fig.  164,  A  represents  a 
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Fig.  161. 

cross-section  of  an  embankment  for  this  purpose,  the  materials  for 
which  are  obtained  by  digging  a  pair  of  trenches,  B,  C,  alongside  of 
it.  These  trenches,  by  collecting  surface-water  and  discharging  it 
into  the  nearest  river  or  other  main  drainage  channel,  tend  to 
shorten  the  duration  of  floods  in  the  neighbourhood  of  the  line. 

204.    Embankments  an  Sail  Ground.— When  the  ground  is  SO  Soft 

that  an  embankment  made  in  the  ordinary  way  would  sink  in  it, 
different  expedients  are  to  be  employed,  according  to  the  kind  and 
degree  of  difficulty  to  be  overcome.  The  following  list  of  expedients 
is  arranged  in  the  order  of  an  increasing  scale  of  difficulty : — 

I.  By  digging  side-drains  parallel  to  the  site  of  the  intended 
embankment,  the  firmness  of  the  natural  ground  may  be  increased. 

IL  If  the  material  of  the  natural  ground  has  a  definite  angle  of 
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repose,  though  much  flatter  than  that  of  the  material  of  the  em- 
bankment, the  slopes  of  the  embankment  may  be  formed  to  the  same 
angle,  thus  giving  it  a  broader  foundation  than  it  would  have  with 
its  own  natural  slope. 

III.  A  foundation  may  be  made  for  the  embankment  by 
digging  a  trench  and  filling  it  with  a  stable  material.  In  fig  165, 
A  £  F  B  represents  the 
cross-section  of  an  intended 

embankment,  and  A  C  D  B  >,>-       >a 

that  of  the  trench  to  be  

dug  for  its  foundation,  the  c  -.    165  ^ 

edges  of  the  base   of   the 

trench,  C,  D,  being  vertically  below  those  of  the  top  of  the 
embankment,  E,  F.  To  design  these  cross-sections,  proceed  as 
follows : — 

Liet  A  =  GE  denote  the  height  of  the  proposed  embankment; 

«?,  the  weight  of  a  cubic  foot  of  its  material ; 

u/9  the  weightof  a  cubic  foot  of  the  material  of  the  naturalground; 

^',  its  angle  of  repose; 

A'=GC,  the  required  depth  of  the  foundation ; 

also  let  •= -. — %  =  #; 

1  +  sin  ^  ' 

< 

then  the  depth  of  the  foundation  is  given  by  the  formula, 

h~v/-wV* t1-' 

The  slopes  of  the  trench,  C  A,  D  B,  should  be  inclined  at  the 
angle  of  repose  of  the  soft  material;  so  that  the  breadth  of  each 
will  be 

AG  =  K  -cotan  ^'; (2.) 

and  this  fixes  also  the  inclination  of  the  slopes  of  the  embankment, 
A  E,  B  F,  without  reference  to  the  angle  of  repose  of  its  material. 

IV.  The  ground  may  be  compressed  and  consolidated  by  means 
of  short  piles.  This  method  will  be  farther  explained  under  the 
head  of  Foundations. 

V.  The  embankment  may  be  made  of  materials  light  enough  to 
form  a  sort  of  raft,  floating  on  the  soft  ground,  such  as  hurdles, 
fascines,  or  dry  peat.  The  use  of  fascines  will  be  further  explained 
in  a  later  chapter.  Dry  peat  was  the  material  used  by  George 
Stephenson  to  cany  the  Liverpool  and  Manchester  Railway  across 
Chat  Moss.     Its  heaviness,  when  well  dried  in  the  air,  is  about 
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30  lbs.  per  cubic  foot;  and  when  saturated  with  water,  63  lbs.  On 
the  dry  peat  embankment  was  placed  a  platform  of  two  layers  of 
hurdles,  to  carry  the  ballast 

VL  Should  all  other  expedients  fail,  a  moss  or  bog  may  still  be 
crossed  by  throwing  in  stones,  gravel,  and  sand,  until  an  embank- 
ment is  formed,  resting  on  the  hard  stratum  below  the  moss,  and 
with  its  top  rising  to  the  required  leveL  It  is  found  that  the 
material  of  the  embankment  assumes  the  same  natural  slope  that  it 
would  do  in  the  air. 

205.  Dressing,  Soiling,  and  Pitching  Slopes. — The  8lopes,  both  of 

embankments  and  cuttings,  are  to  be  dressed  to  smooth  and  regular 
surfaces,  and  covered  with  a  layer  of  soil,  which  Varies  from  3 
inches  to  6  inches  in  depth,  according  to  the  practice  of  different 
engineers,  and  is  sown  with  grass-seed. 

The  labour  of  dressing  slopes  is  nearly  equivalent  to  that  of 
digging  about  half-a-foot  deep  in  loose  mould  over  the  same  area  of 
surface;  and  that  of  spreading  the  soil  is  about  the  same  with  that 
of  shovelling  it  into  a  barrow.     (See  p.  337.) 

Slopes  of  embankments  which  are  exposed  to  still  water  may  be 
faced  or  "pitched"  with  dry  stone  about  a  foot  thick.  The  protection 
of  slopes  against  waves  and  currents  falls  under  the  head  of 
Hydraulic  Engineering. 

206.  Clay  fuddle  is  used  to  make  embankments  and  channels 
water-tight,  and  to  protect  masonry  against  the  penetration  of 
water  from  behind.  The  proper  material  for  it  is  clay,  freed  from 
all  large  stones,  roots  of  plants,  and  the  like,  and  containing  as 
much  sand  and  fine  gravel  as  is  consistent  with  its  holding  water ; 
if  there  is  too  little  sand,  the  puddle  is  liable  to  crack  in  dry 
weather.  It  is  made  by  working  the  clay  in  layers  about  9  inches 
thick,  with  enough  of  water  to  reduce  it  to  a  pasty  condition,  by 
means  of  a  tool  that  has  a  sort  of  poaching  action,  until  it  becomes 
a  perfectly  uniform  and  compact  mass.  The  labour  is  about  five 
times  that  of  shovelling  the  same  quantity  of  material. 

207.  Quarrying  and  Blasting  Bock. — Rock  that  is  too  hard  to  be 

split  with  the  pick,  the  crowbar,  or  the  quarryman's  hammer,  and 
not  so  hard  as  to  require  blasting  with  gunpowder,  can  be  quarried 
in  blocks,  by  cutting  grooves,  or  boring  holes,  in  the  upper  surface 
of  a  bed,  inserting  blunt  steel  wedges  in  them,  and  driving  those 
wedges  with  a  hammer  until  a  block  splits  off  from  the  layer. 
Gauthey's  estimate  of  the  labour  of  this  operation,  per  cubic  yard 
of  rock,  is  about  0*4  of  a  day's  work  of  a  man;  but  it  varies  very 
much  for  different  kinds  of  rock. 

The  processes  of  blasting  with  gunpowder  may  be  divided  into 
imall  blasts  and  great  blasts. 

L  A  small  blast  is  made  by  boring  with  a  jumper  (Article 
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187,  p.  332),  a  hole  in  the  rock,  whose  diameter  vanes  from  1  inch 
to  6  inches,  or  thereabouts,  and  its  depth  from  one  foot  to  30  feet. 
Part  of  the  depth  of  the  hole  is  filled  with  coarse-grained  gun- 
powder, poured  in  through  a  tube  reaching  nearly  to  the  bottom, 
and  the  remainder  of  the  hole  is  rammed  with  what  is  called 
"  tamping,"  consisting  of  chips  of  rock,  sand,  clay,  and  other  such 
materials;  the  best  material  being  dry  clay.  Care  is  to  be  taken 
never  to  use  materials  that  may  strike  lire,  and  not  to  ram  hard  until 
there  are  some  inches  of  material  between  the  tamping-bar  and  the 
powder.  The  fuse  may  be  protected  by  traversing  a  tube,  or  a  groove 
in  a  piece  of  wood.  It  should  burn  at  the  rate  of  about  2  feet  per 
minute.     The  best  fuse  for  this  purpose  is  known  as  "  BickfordV 

The  explosion  of  the  powder  splits  and  loosens  a  mass  of  rock 
whose  volume  is  approximately  proportional  to  the  cube  of  tlie  line 
of  least  resistance, — that  is,  in  general,  of  the  shortest  distance  from 
the  charge  to  the  surface  of  the  rock — and  may  be  roughly  estimated 
at  twice  that  cube ;  but  this  proportion  vanes  very  much  in  different 
cases. 

The  proportion  of  the  weight  of  rock  loosened  to  the  weigJU  of 
powder  exploded  ranges  from  about  7,000  :  1  to  14,000  : 1,  and  may 
he  taken  on  an  average  at  10,000  :  1. 

The  ordinary  rule  for  the  weight  of  powder  in  small  blasts  is, 

,      .     .,          (line  of  least  resistance  in  feet)3      71  v 
powder  in  lbs.  =  - *■= -. ...(1.) 

A  test  of  the  strength  of  blasting  powder  is,  that  2  ounces,  or 
Jth  of  an  avoirdupois  pound  of  it,  being  fired  in  an  eight-inch 
mortar  elevated  at  an  angle  of  45°,  should  throw  a  68  lb.  ball  to  a 
distance  of  240  feet. 

Another  test  is  by  firing  2  ounces  of  powder  in  the  "  eprouvette 
gun;"  its  bore  is  27 '6  inches  long,  and  If  inch  in  diameter; 
it  weighs  86^  lbs. ;  it  is  hung  in  a  frame  like  a  "  ballistic  pendulum," 
and  its  recoil  is  measured  on  a  graduated  arc.  Good  powder  fit  for 
blasting  gives  a  recoil  of  about  20  degrees. 

One  lb.  of  powder  in  a  loose  state  occupies  about  30  cubic 
inches.  By  compression,  it  may  be  squeezed  into  27£,  or  there- 
abouts. 

Thirty  cubic  inches  are  equal  to  38*2  cylindrical  indies;  and 
this  is  the  length  of  hole,  one  inch  in  diameter,  required  to  hold  one 
lb.  of  'powder.  The  corresponding  length  for  other  diameters 
varies  inversely  as  the  square  of  the  diameter. 

A  blast  acts  most  efficiently  when  the  line  of  least  resistance 
(being,  in  sound  rock  of  uniform  strength,  the  shortest  line  from 
the  charge  to  the  surface),  is  perpendicular  to  the  axis  of  the  bore- 
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hole.  It  acts  least  efficiently  when  the  line  of  least  resistance  is 
the  axis  of  the  bore-hole  itsel£  It  is  not  always  possible  to  jump  a 
hole  perpendicular  to  the  intended  line  of  least  resistance ;  but  the 
hole  should  always  be  made  to  form  as  great  an  angle  with  that 
line  as  possible. 

If  a  charge  fails  to  explode,  the  tamping  may  be  bored  out  with 
the  auger  (p.  332),  a  new  fuse  put  in,  and  the  hole  re-tamped.  This 
process,  however,  is  not  wholly  free  from  danger;  and  the  safest 
method  is  to  jump  a  new  hole  near  the  first,  and  put  in  a  fresh 
charge  of  powder,  the  explosion  of  which  will  probably  be  com- 
municated to  the  former  charge. 

The  labour  of  jumping  holes  varies  very  much  for  different 
qualities  of  rock.  It  is  performed  either  by  two  men  striking  the 
lumper  with  hammers,  while  a  man  or  boy  turns  it,  or  by  one  or 
two  men  raising  it  and  letting  it  drop ;  the  latter  being  the  more 
efficient  method,  but  wearing  out  the  jumper  faster  than  the 
other.  The  jumper  used  for  the  latter  process  is  called  the 
"  churn  jumper." 

The  following  are  examples  of  the  day's  work  per  man  per- 
formed in  jumping  holes: — 

Cylindrical  Inches 
of  Hole. 

In  granite,  by  hammering, 100  to  150 

„         by  "churning," 200  nearly 

In  limestone, 500  to  700 

(As  to  jumping  by  machinery,  see  Article  392,  p.  594.) 

In  granite,  jumpers  require  to  be  sharpened  about  once  for  each 
foot  bored,  and  steeled  once  for  each  16  or  20  feet;  and  the  length 
of  iron  wasted  in  using  them  is  about  one-tenth  of  the  depth 
bored. 

The  lower  ends  of  holes  in  limestone  have  sometimes  been 
enlarged  to  form  a  chamber  for  the  powder,  by  the  aid  of  dilute 
nitric  acid.  A  double  tube,  consisting  of  an  outer  tube  of  copper 
with  a  tube  of  lead  within  it,  is  passed  down  to  the  bottom  of  the 
hole ;  the  inner  tube  has  a  funnel  on  the  top  into  which  the  dilute 
acid  is  poured ;  it  passes  down,  and  dissolves  the  lime  of  the  lime- 
stone ;  the  carbonic  acid  gas  disengaged  forms,  with  the  solution  of 
nitrate  of  lime,  a  stream  of  froth,  which  rises  through  the  space 
between  the  inner  and  outer  tubes,  and  escapes  through  a  lateral 
bent  spout  near  the  top  of  the  latter. 

II.  A  great  blast  is  made  by  excavating  a  vertical  shaft  or  a 
horizontal  heading  in  the  mass  of  rock,  which  should  turn  at  right 
angles  at  least  once  on  its  way  to  the  powder-chamber  at  its  end,  in 
order  that  the  tamping  may  not  be  blown  out     Such  shafts  and 
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headings  vary  from  3£  feet  square  to  3£  feet  by  5  feet  or  there- 
abouts, and  the  labour  required  to  make  them  varies  from  2  days* 
to  6  days'  work  of  a  miner  per  lineal  foot.  The  mine  being  swept 
out  and  its  floor  covered  with  a  matting  of  old  sacks,  the  gun- 
powder is  placed  in  the  chamber  in  a  deal  box,  whose  size  is 
regulated  by  the  fact  that  1  lb.  of  gunpowder  fills  about  30  cubic 
inches ;  a  small  quantity  of  finer  powder  in  a  bag  or  case  forms  the 
"bursting  charge,"  and  is  traversed  by  a  fine  platinum  wire, 
connecting  a  pair  of  copper  conducting  wires  with  each  other.  These 
are  coated  with  Indian  rubber  or  gutta-percha,  or  otherwise  in- 
sulated, and  protected  by  being  placed  in  a  groove  in  a  wooden  bar. 
The  entrance  of  the  chamber  is  closed  with  a  wall  of  turf,  and  the 
rest  of  the  mine  "  tamped  "  by  being  built  up  either  with  rubble 
masonry  or  with  a  mixture  of  stones  and  clay.  When  the  work- 
men have  removed  to  a  safe  distance,  the  conducting  wires  are 
connected  with  the  opposite  ends  of  a  galvanic  battery,  when  the 
electric  current  raises  the  platinum  wire  to  a  white  heat,  and  fires 
the  charge. 

The  chief  use  of  the  electrical  apparatus  is  to  fire  several  charges 
exactly  at  the  same  instant.  When  one  charge  only  is  to  be  fired, 
a  safety  fuse  may  be  used. 

According  to  Mr.  Sim,  the  chamber  of  the  mine  should  be  so 
placed,  that  the  line  of  least  resistance  may  be  about  two-thirds 
of  the  height  of  the  rock  to  be  loosened. 

In  great  blasts  the  proportion  of  the  weight  of  the  rock 
loosened  to  that  of  the  powder  exploded,  ranges  from  4,500  : 1 
to  nearly  13,000  :  1,  and  is  on  an  average  about  6,000  : 1  or 
7,000  : 1. 

The  ratio  of  the  number  of  lbs.  of  powder  to  the  cube  of  the 
number  of  feet  in  the  line  of  least  resistance  ranges  from  1  :  32  to 
1  :  10;  but  the  best  mode  of  fixing  the  quantity  of  powder  is  to 
estimate  roughly  the  weight  of  the  mass  of  rock  which  is  likely  to 
be  loosened,  and  use  from  £  to  J  of  a  lb.  of  powder  for  each  ton  of 
rock. 

In  choosing  the  positions  of  bores  and  mines  for  blasting,  regard 
should  be  had  to  the  natural  veins  and  fissures  of  the  rock,  as 
means  of  facilitating  its  detachment  from  its  bed. 

Blasting  under  water  will  be  considered  in  a  later  part  of  this 
treatise.* 

•  On  the  subject  of  blasting  rock  the  following  authorities  may  be  consulted: — 
General  Sir  John  Fox  Burgoyne,  "On  Blasting  and  Quarrying;"  a  paper  by  Mr. 
William  Sim,  "On  the  Quarrying  and  Blasting  of  Rocks,"  read  to  the  Briti>h 
Association  in  1855;  and  a  paper  by  Mr.  George  Robertson,  "On  the  Large  Blasts 
at  Holyhead/'  read  to  the  Royal  Scottish  Society  of  Arts,  and  published  in  the 
Civil  Engineer  and  ArMcct's  Journal,  for  February  and  March.  1861. 
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Table  op  the  Heaviness  op  Rock. 


Lbs.  in  one 
Cubic  Foot. 

187 
117  to  174   . 

162 

164 
164  to  172   ., 
169  to  175   . 

178 

165 

144 

130  to  157    . 

162 
175  to  181   .. 
170 


Basalt, 

Chalk, 

Felspar, 

Flint, 

Granite, 

Limestone, 

„        magnesian, 

Quartz, 

Sandstone,  average,... 
„         different ) 

kinds, J 

Shale, 

Slate  (Clay), 

Trap, 

It  is  stated  that  to  produce  the  same  effect  in  blasting  that  is 
produced  by  a  given  weight  of  powder,  one-sixth  of  that  weight  of 
blasting  cotton,  or  one-tenth  of  that  weight  of  blasting  oil,  is 
sufficient.  Blastiug  oil  (otherwise  called  "Nitroglycerine"  or 
"  Nitroleum  ")  explodes  by  concussion ;  therefore  it  is  dangerous 
to  jump  a  new  hole  near  a  hole  which  is  already  charged  with  it 


Lbn.  in  one 
Cubic  Yard. 

5060 
3160  to  4730 

4370 
4430 

4430  to  4640 

4560  to  4720 

4810 

445° 
3890 

3510  to  4240 

437o 
4720  to  4890 

4590 


Cubic  Feet 
to  a  Ton. 

12 

i9'i  to  12*9 

138 

136 

136  to  13 

13*2  tO   I2'8 
12*6 

136 
156 

17*2  to  14-3 

138 

I2'8  tO  I2'4 

132 


o 
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CHAPTER  IIL 

OP  MASONRY. 

Section  I. — Of  Natural  Stones. 

208.   Structural  Characters  of  Stones. — In  the  last  Article  of  the 

preceding  chapter,  rocks  or  natural  stones  were  considered  in  the 
light  of  materials  to  be  excavated.  They  have  now  to  be  considered 
iii  the  light  of  materials  for  building. 

The  geological  position  of  rocks  has  but  little  connection  with 
their  properties  as  building  materials.  As  a  general  rule,  the  more 
ancient  rocks  are  the  stronger  and  the  more  durable ;  but  to  this 
there  are  many  exceptions.  The  properties  or  characters  of  rocks 
which  are  of  most  importance  in  an  engineering  point  of  view  are 
of  two  kinds;  the  structural  and  the  chemical 

With  respect  to  the  structural  character  of  their  large  masses, 
rocks  maybe  divided  into  two  great  classes, — I.  The  unstratified,  IL 
The  stratified,  according  as  they  do  not  or  do  consist  of  flat  layers. 

I.  The  Unstratified  Bocks  are  believed  to  have  become  solid  more 
or  less  slowly,  and  under  a  greater  or  less  pressure,  from  a  melted 
state.  They  are,  for  the  most  part,  hard,  compact,  strong,  and 
durable. 

It  is  in  general  obvious  that  the  great  masses  of  unstratified  rocks 
are  built,  as  it  were,  of  blocks,  which  separate  from  each  other  when 
the  rock  decays.  In  granite,  for  example,  those  blocks  are  oblique 
hexaedrons — iu  other  words,  rhomboidal  prisms,  sometimes  of 
enormous  size ;  in  basalt,  they  are  regular  hexagonal  or  pentagonal 
prisms,  built  up  into  columns;  in  trap,  they  are  irregular  prisms, 
sometimes  approximating  imperfectly  to  the  columnar  form  of  basalt. 
In  many  cases  the  further  progress  of  decay  rounds  off  the  corners 
and  edges  of  the  blocks,  and  converts  them  into  boulders,  which 
show  a  tendency  to  break  up  into  concentric  oval  layers.  In 
all  cutting,  quarrying,  and  blasting  of  unstratified  rocks,  the  work 
is  much  facilitated  by  taking  advantage  of  the  natural  joints  between 
the  blocks,  at  which  the  rock  is  more  easily  divided  than  elsewhere. 
.  In  their  more  minute  structure  the  unstratified  rocks  present, 
for  the  most  part,  an  aggregate  of  crystalline  grains,  firmly  adhering 
together.  In  granite  and  syenite,  these  crystals  are  comparatively 
large  and  conspicuous;  in  trap,  they  are  much  smaller  and  less  dis- 
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tinct;  in  basalt,  they  are  almost  invisible,  and  the  structure  is 
almost  glassy;  in  lava,  it  is  decidedly  glassy.  Amongst  varieties 
of  structure  in  unstratified  rocks,  are  the  porphyritic,  where 
detached  crystals  of  one  substance  are  imbedded  in  a  mass  of 
another;  and  the  cellular,  where  the  mass  contains  a  number  of 
spherical  or  oval  cavities,  as  if,  in  its  former  melted  state,  it  had 
air-bubbles  dispersed  in  it 

■  Masses  of  unstratified  rock  are  often  traversed  by  veins  or  cracks, 
sometimes  empty,  sometimes  lined  on  the  sides,  and  sometimes 
filled  with  crystalline  masses  of  various  minerals.  Such  veins 
facilitate  the  division  of  the  rock  where  they  traverse  it. 

IL  Stratified  Rocks  consist  of  a  series  of  parallel  layers,  evidently 
deposited  from  water,  and  originally  horizontal,  although  in  most 
cases  they  have  become  more  or  less  inclined  and  curved  by  the 
action  of  disturbing  forces.  It  is  easier  to  divide  them  at  the 
planes  of  division  between  those  layers  than  elsewhere.  They  are 
traversed  by  veins  or  cracks,  sometimes  empty,  sometimes  contain- 
ing crystals,  sometimes  filled  with  "dykes,"  or  masses  of  un- 
stratified rock.  Those  veins  or  dykes  are  often  accompanied  by  a 
"  fault,"  or  abrupt  alteration  of  the  levels  of  the  strata. 

It  is  in  the  immediate  neighbourhood  of  masses  of  unstratified 
rock  that  the  stratified  rocks  show  the  greatest  effects  of  the  action 
of  disturbing  forces  in  the  inclination,  curvature,  and  distortion  of 
their  layers.  In  such  positions,  too,  they  often  appear  to  have  had 
their  structure  altered  by  heat  and  intense  pressure,  and  to  have 
been  rendered  harder  and  more  compact. 

Besides  its  principal  layers  or  strata,  a  mass  of  stratified  rock  is 
in  general  capable  of  division  into  thinner  layers ;  and  although  the 
surfaces  of  division  of  the  thinner  layers  are  often  parallel  to  those 
of  the  strata,  they  are  also  often  oblique,  or  even  perpendicular  to 
them.  This  constitutes  a  laminated  structure.  Laminated  stones 
resist  pressure  more  strongly  in  a  direction  perpendicular  to  their 
laminae  than  parallel  to  them ;  they  are  more  tenacious  in  a  direction 
parallel  to  their  laminae  than  perpendicular  to-  tbem;  and  they 
are  more  durable  with  the  edges  than  with  the  sides  of  their 
laminae  exposed  to  the  air;  and,  therefore,  in  building,  they  should 
be  placed  with  their  laminae  or  "  beds"  perpendicular,  or  nearly  so, 
to  the  direction  of  greatest  pressure,  and  with  the  edges  of  these 
laminae  at  the  face  of  the  wall. 

In  the  more  minute  structure  of  stratified  rocks  the  following 
varieties  are  distinguished : — 

(1.)  The  compact  crystalline  structure,  as  in  quartz  rock  and 
marble.     This  is  accompanied  by  great  strength  and  durability. 

(2.)  The  slaty  structure,  when  the  rock,  which  is  usually  compact, 
can  be  split  into  innumerable  thin  layers,  often  highly  inclined  to 
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the  stratification.  This  structure  is  considered  to  have  arisen 
from  intense  pressure,  in  a  direction  perpendicular  to  the  layers. 
It  facilitates  quarrying.  Some  of  the  stones  in  which  it  occurs,  as 
hard  clay-slate  and  hornblende-slate,  are  amongst  the  strongest  and 
most  durable  known.     Others  are  soft  and  perishable. 

(3.)  The  granular  crystalline  structure,  in  which  crystalline  gra'ns 
either  adhere  firmly  together,  as  in  gneiss,  or  are  cemented  together 
into  one  mass  by  some  other  material,  as  in  sandstone.  This 
is  accompanied  by  various  degrees  of  compactness,  porosity, 
strength,  and  durability,  from  the  highest  to  the  lowest,  passing 
at  the  lowest  extreme  into  sand. 

(4.)  The  compact  granular  structure,  where  the  grains  are  too 
small  to  be  visible,  and  seem  to  form  a  continuous  mass,  as  in  blue 
limestone.  This  structure  is  usually  accompanied  with  consider- 
able strength  and  durability.  It  passes  by  gradations  on  the  one 
hand  into  the  compact  crystalline  structure  (1),  and  in  the  other 
into, 

(5.)  The  porous  granular  structure,  in  which  the  grains  are  not 
crystalline,  and  are  often,  if  not  always,  minute  shells  cemented 
together,  as  in  oolite.  The  porosity  of  rocks  having  this  structure 
varies  much ;  and  so  also  do  the  strength  and  durability,  which  are 
seldom  very  high.  In  these  respects  the  lowest  example  is  soft 
chalk. 

(6.)  The  conglomerate  structure,  where  fragments  of  one  material 
are  imbedded  in  a  mass  of  another,  as  in  grauwacke. 

The  fracturey  or  appearance  of  the  broken  surface  of  a  stone,  is 
one  of  the  means  of  showing  its  structural  character.  The  follow- 
ing are  examples : — 

The  even  fracture,  when  the  surfaces  of  division  are  planes  in 
definite  positions,  is  characteristic  of  a  crystalline  structure. 

The  uneven  fracture,  when  the  broken  surface  presents  sharp 
projections,  is  characteristic  of  a  granular  structure. 

The  slaty  fracture  is  even  for  planes  of  division  parallel  to  the 
lamination,  and  uneven  for  other  directions  of  division. 

The  conchoidal  fracture  presents  smooth  concave  and  convex 
surfaces,  and  is  characteristic  of  a  hard  and  compact  structure. 

The  earthy  fracture  leaves  a  rough  dull  surface,  and  indicates 
softness  and  brittleness. 

209.   Chemical  Constituent*  of  Stone* — The  numerous  substances 

which  have  not  yet  been  decomposed,  and  which  are  therefore 
provisionally  called  "  elementary  substances"  in  chemistry,  are  all 
found  in  the  composition  of  stones.  These  elementary  substances 
form,  by  their  combinations,  a  vast  variety  of  compounds  called 
"simple  minerals,"  or  "  mineral  species."  Each  simple  mineral  is  a 
definite  chemical  compound,  and  is  a  homogeneous  substance;  that 
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is  to  say,  every  particle  of  it  perceptible  to  any  means  of  observation 
is  similarly  composed  to  eveiy  other.  Most  simple  minerals  are 
distinguished  also  by  definite  primary  forms  of  crystallization. 
Two  minerals  which  have  the  same  chemical  composition  may  still 
be  distinguished  as  distinct  species,  by  having  different  primary 
crystalline  forms.  Thomson  enumerates  more  than  500  mineral 
species;  Jameson  gives  about  110  genera,  each  containing  from,  one 
to  10  species. 

The  masses  which  form  the  earth's  crust,  whether  stony  or  earthy, 
stratified  or  unstratified,  are  made  up  of  simple  minerals,  either 
of  one  kind  or  of  several  kinds,  miaxd,  not  chemically  combined 

There  are  a  few  simple  minerals  which  are  so  much  more  abun- 
dant in  the  earth's  crust  than  the  others,  that  they  fix  the  pre- 
dominant characters,  both  chemical  and  mechanical,  of  the  stones 
into  whose  composition  they  enter ;  and  those  minerals  alone,  with 
their  principal  chemical  constituents,  need  be  considered  in  such  a 
treatise  as  the  present. 

The  principal  chemical  constituents  of  those  predominant  minerals 
are  four  Earths,  viz. : — 

I.  Silica,  or  pure  flint.  Its  chemical  composition  is  (according 
to  the  British  scale), — 

Four  equivalents  of  silicon, 45 

Three  equivalents  of  oxygen, 48 

One  equivalent  of  silica, 93 

Silica  exists  uncombined  in  great  abundance,  in  the  form  of 
quartz,  sand,  and  flint  With  other  earths  and  alkalies  it  combines, 
acting  as  an  acid.  It  is  not  soluble  in  any  acid  except  the  fluoric, 
nor  when  crystallized  is  it  soluble  in  water;  but  by  an  indirect 
process  it  can  be  made  to  form  a  gelatinous  compound  with  water. 

IL  Alumina,  the  base  of  clay.     Its  chemical  composition  is 

Four  equivalents  of  aluminium, 54*8 

Three  equivalents  of  oxygen, 48^0 

One  equivalent  of  alumina, 1028 

Alumina  exists  uncombined  in  the  ruby  and  sapphire  alone.  In 
combination  with  other  earths,  it  exists  in  great  abundance.  It 
acts  either  as  an  acid  or  as  a  base.  It  forms  a  paste  with  water; 
and  by  indirect  processes,  can  be  made  to  form  a  gelatinous  com- 
pound with  water. 

IIL  Lime  is  thus  composed, — 

Two  equivalents  of  calcium, 41 

One  equivalent  of  oxygen, 16 

One  equivalent  of  lime, 57 
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Lime  does  not  exist  in  nature  uncombined ;  but  in  combination 
with  carbonic  acid  and  with  other  earths  it  is  very  abundant.  It 
is  strongly  alkaline,  and  soluble  to  a  small  extent  in  water. 

IV.  Magnesia  is  thus  composed — 

Two  equivalents  of  magnesium, 254 

One  equivalent  of  oxygen,...  160 

4 1/4 

Magnesia  is  not  found  in  nature  uncombined;  in  combination 
"with  carbonic  acid  and  with  other  earths  it  is  abundant,  though 
not  so  much  so  as  the  three  earths  before-mentioned.  It  is  alkaline, 
but  not  so  highly  so  as  lime,  and  is  very  sparingly  soluble  iu 
water. 

In  some  of  the  predominant  minerals  the  two  following 
Alkalies  are  found,  combined  with  earths.  Their  presence  in 
stone  promotes  its  decomposition  when  exposed  to  the  weather : — 

Karnes.  Composition.  Equivalent. 

V.  Potash, Potassium  78-3  -f  oxygen  16  =194*3 

VI.  Soda, Sodium       466 -J- oxygen  16  =  62*6 

The  following  Acid  exists  abundantly  iu  combination  with  lime 
and  magnesia. 

VII.  Carbonic  Acid,...  Carbon  12  +  oxygen  32  =  44 

The  presence  of  carbonic  acid  in  stones  is  made  known  by  their 
effervescing  when  acted  upon  by  stronger  acids. 

The  metals  iron  and  manganese  also  enter  into  the  composition 
of  the  predominant  minerals,  in  quantities  comparatively  smalL 
Their  chemical  equivalents  are,  Iron,  28 ;  Manganese,  27  *7. 

210.  The  Predominant  minerals  la  Stones  are  the  following: — 

I.  Quartz  is  pure  silica.  Its  heaviness  is  from  2'5  to  2-7  times 
that  of  water.  Its  primary  crystalline  form  is  a  rhombohedron. 
Its  most  common  external  crystalline  form  is  a  regular  six-sided 
prism,  with  a  six-sided  pyramidal  summit. 

When  it  occurs  in  transparent  crystals,  colourless  or  coloured,  it 
is  called  rock-crystal.  In  a  compact,  translucent  mass,  it  is  called 
Itornstone.  In  'dark-coloured,  translucent  lumps,  which  are  scattered 
through  the  chalk,  it  is  called  flint.  In  grains,  or  small  crystals, 
more  or  less  rounded  at  the  edges  and  corners,  it  forms  sand.  There 
are  various  other  forms  of  quartz,  which  it  is  unnecessary  to  men- 
tion. It  is  the  most  hard  and  durable  of  all  the  predominant 
minerals. 

2a 
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II.  Felspar  is  a  mineral  genus  of  compounds  of  earths  and 
alkalies,  of  which  the  three  species  whose  composition  is  given 
below  are  the  most  abundant,  especially  the  first.  Their  heaviness 
is  from  2'5  to  2*8  times  that  of  water. 

1.  Common  Felspar,  or  Potash  Felspar,  is  composed  of  silica, 
alumina,  and  potash,  in  proportions  which  nearly  agree  with  the 
following  constitution : — 

4  equivalents  of  silica; 
1  equivalent  of  alumina; 
1  equivalent  of  potash. 

2.  Soda  Felspar  has  the  whole  or  part  of  the  potash  replaced  by 
an  equivalent  quantity  of  soda. 

3.  Lime  Felspar  has  the  whole  or  part  of  the  potash  replaced  by 
an  equivalent  quantity  of  lime. 

Felspar,  with  a  crystalline  or  compact  granular  structure,  forms 
the  white  or  flesh-coloured  grains  and  crystals  which  are  seen  in 
granite,  porphyry,  and  some  other  rocks  to  be  afterwards  mentioned. 
With  a  slaty  structure,  it  forms  clinkstone.  "With  a  soft  granular 
structure  and  earthy  fracture,  it  forms  claystone.  It  presents  all 
degrees  of  hardness  and  durability. 

III.  Hornblende  presents  great  varieties  in  appearance  and 
composition.  Its  heaviness  is  from  2*7  to  3*2  times  that  of  water. 
The  composition  of  the  white  variety  agrees  nearly  with  the 
following  constitution : — 

3  equivalents  of  silica; 
"  3  equivalents  of  magnesia; 

1  equivalent  of  lime ; 

and  there  is  also  a  small  quantity  of  fluorine,  which  may  be  com- 
bined with  part  of  the  calcium.  The  most  common  varieties  are 
the  dark-green  and  the  black,  in  which  part  of  the  silica  appears  to 
be  replaced  by  alumina,  in  the  proportion  of  one  equivalent  of 
alumina  for  three  of  silica,  and  part  of  the  magnesia  by  an  equiva- 
lent quantity  of  protoxide  of  iron.  * 

Dark-green  or  black  hornblende  forms  a  great  part  of  the  mass 
of  greenstone  or  trap.  It  occurs  in  crystals,  fibres,  and  grains,  and 
has  a  glassy  lustre,  and  a  fracture  sometimes  conchoidal,  sometimes 
uneven,  sometimes  slaty.  It  is  one  of  the  toughest  and  most 
durable  of  minerals. 

IV.  Augite  much  resembles  hornblende  in  all  its  properties. 
The  composition  of  its  white  varieties  agrees  nearly  with  the 
following : — 

4  equivalents  of  silica; 
3  equivalents  of  magnesia; 
3  equivalents  of  lime; 
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while  in  the  green  and  black  varieties,  part  of  the  magnesia  appears 
to  l»o  replaced  by  an  equivalent  quantity  of  protoxide  of  iron. 

V.  Mica  is  distinguished  by  having  a  laminated  structure,  so 
that  it  either  consists  of  or  can  easily  be  split  into  transparent  or 
semi-transparent  layers  or  scales.  It  is  flexible,  and  so  soft  that  it 
can  be  cut  with  a  knife.  Its  heaviness  is  from  2*8  to  3  times  that 
of  water.     The  composition  of  one  variety  is  nearly  as  follows : — 

10  equivalents  of  silica; 

4  equivalents  of  alumina; 
3  equivalents  of  potash ; 

5  equivalents  of  oxides  of  iron  and  of  manganese. 

In  other  varieties  part  of  the  potash  would  seem  to  be  replaced  by 
lithia,  and  by  an  additional  quantity  of  oxides  of  iron  and  of  man- 
ganese.    Some  kinds  contain  fluorine. 

VI.  Chlorite,  or  green  earth,  is  a  compound  of  the  silicates  of 
magnesia,  alumina,  potash,  and  oxide  of  iron,  with  some  water.  It 
resembles  mica  in  its  laminated  structure,  and  in  its  softness  and 
flexibility.  Its  heaviness  is  from  2*7  to  2*8  times  that  of  water.  It 
occurs  in  small  scales,  in  large  sheets,  and  in  slaty  masses. 

VII.  Carbonate  op  Lime  consists  of  one  equivalent  of  carbonic 
acid  and  one  of  lime.  It  forms  all  the  varieties  of  marble  and 
limestone.     These  stones  will  be  further  described  afterwards. 

VIII.  Dolomite  is  a  compound  of  carbonate  of  lime  and  car- 
bonate of  magnesia,  in  the  proportion  of  about  two  equivalents  of 
the  former  to  one  of  the  latter.  It  forms  various  magnesiau  lime- 
stones, to  be  described  further  on. 

211.  &to«e«  ciamd. — The  stones  used  in  building  are  divided 
into  three  classes,  each  distinguished  by  the  earth  which  forms  its 
chief  constituent     These  are — 

I.  Siliceous  Stones. 
II.  Argillaceous  Stones. 
III.  Calcareous  Stones. 

212.  Siliceous  stone*  are  those  in  which  silica  is  the  characteristic 
earthy  constituent.  With  a  few  exceptions  their  structure  is 
crysUdline-granular^  and  the  crystalline  grains  contained  in  them 
are  hard  and  durable ;  so  that  weakness  and  decay  in  them  gene- 
rally arise  from  the  decomposition  or  disintegration  of  some  softer 
and  more  perishable  material,  by  which  the  grains  are  cemented 
together,  or  by  the  freezing  of  water  in  their  pores,  when  they  are 
porous. 

The  following  are  the  principal  siliceous  stones  used  in  building : — 

I.  Granite  and  Syenite  are  unstratified  rocks,   consisting  of 

quartz,  felspar,  mica,  and  hornblende.    The  name  granite  is  specially 

applied  to  those  specimens  in  which  there  is  little  or  no  hornblende; 
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the  name  syenite  to  those  in  which  there  is  little  ov  no  mica;  but 
both  are  popularly  known  as  granite. 

The  quartz  is  in  the  form  of  clear,  colourless  or  gray  crystals ;  the 
hornblende  (when  present)  in  dark-green  or  black  crystals ;  the 
mica  in  glistening  scales,  or  grains  composed  of  such  scales;  the 
felspar  in  compact  opaque  crystals,  of  a  white,  yellowish,  or  flesh 
colour. 

Granite  is  found  underlying  the  lowest  or  "  primary  "  stratified 
rocks,  and  often  rising  through  and  over  them  in  dykes,  veins,  and 
mountain  masses,  which  naturally  break  up  into  large  rhomboidal 
blocks,  as  stated  in  Article  208,  p.  349. 

The  durability  and  hardness  of  granite  are  the  greater  the  more 
quartz  and  hornblende  predominate,  and  the  less  the  quantity  of 
felspar  and  mica,  which  are  the  more  weak  and  perishable  ingre- 
dients. Smallness  and  lustre  in  the  crystals  of  felspar  indicate 
durability;  largeness  and  dullness,  the  reverse. 

The  best  kinds  of  granite  are  the  strongest  and  most  lasting  of 
building  stones.  The  difficulty  of  working  them,  caused  by  their 
great  hardness,  is  only  overcome  by  long  practice  on  the  part  of  the 
stone-cutters.  Minute  ornaments  cannot  be  carved  in  granite,  and 
Sk  simple  and  massive  style  of  architecture  is  the  best  suited  for  it. 
It  is  used  chiefly  in  works  of  great  magnitude  and  importance,  such 
.as  lighthouses,  piers,  breakwaters,  and  bridges  over  large  rivers; 
And  for  such  purposes  it  is  brought  from  great  distances  at  consider- 
able cost,  the  stones  being  often  cut  to  the  required  forms  before 
leaving  the  quarry,  with  a  view  to  save  expense  in  carriage,  and 
to  obtain  the  benefit  of  the  skill  of  stone-cutters  accustomed  to  the 
material  It  is  only  in  districts  where  granite  abounds  that  it  is 
used  for  ordinary  building  purposes. 

II.  Gneiss  and  Mica  Slate  consist  of  the  same  materials  with 
granite,  in  a  stratified  form.  They  are  found  in  the  neighbourhood 
of  granite,  in  strata  much  inclined,  bent,  and  distorted,  and  often 
form  great  mountain  masses.  Gneiss  resembles  granite  in  its 
appearance  and  properties,  but  is  less  strong  and  durable.  Mica 
slate  is  distinguished  by  containing  little  or  no  felspar,  so  that  it 
consists  chiefly  of  quartz  aud  mica;  it  has  a  laminated  or  slaty 
structure,  and  the  silky  lustre  of  mica;  it  is  a  tough  material,  in 
directions  parallel  to  its  layers,  but  is  more  perishable  than  gneiss. 
Both  these  stones  are  used  for  ordinary  masonry  in  the  districts 
where  they  are  found.  Gneiss,  from  its  stratified  structure,  is  a 
good  material  for  flag-stones.  Mica  slate,  split  into  thin  layers, 
may  be  used  for  covering  roofs ;  but  it  is  inferior  for  that  purpose 
to  clay  slate. 

III.  Greenstone,  Whinstone,  or  Trap,  and  Basalt.  These 
rocks  are  unsti-atified,  and  consist  of  granular  crystals  of  hornblende 
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or  of  augite,  with  felspar.  In  greenstone  the  grains  are  consider- 
ably finer  than  in  granite ;  in  basalt  they  are  scarcely  distinguishable. 
Greenstone  breaks  up  into  small  blocks;  basalt  into  regular  pris- 
matic columns.  (Article  208,  p.  349.)  They  are  found  in  veins, 
dykes,  and  tabular  masses,  amongst  stratified  rocks  of  various  ages. 
Greenstone  is  usually  dark-green,  rarely  white  or  red;  basalt  nearly 
black.  These  varieties  of  colour  are  due  to  the  hornblende  or  the 
augite,  the  felspar  being  white.  Both  these  rocks  are  very  compact, 
durable,  hard,  and  tough.  The  smallness  of  the  blocks  in  which 
they  can  be  obtained,  and  the  difficulty  of  working  them,  prevent 
their  being  used  in  large  works  of  masonry;  but  they  are  well 
adapted  for  ordinary  building,  and  especially  well  suited  for  paving 
and  metalling  roads. 

IV.  Talc,  Chlorite  Slate,  Soapstone.  In  these  stones, 
silicate  of  magnesia  predominates.  Talc  is  in  transparent  or 
translucent  sheets  of  a  laminated  structure;  it  is  soft  and  easily 
cut  C/dorite  Slate  is  also  laminated,  soft,  and  easily  cut,  but  more 
opaque  than  talc ;  it  is  sometimes  used  for  roofing,  but  is  inferior 
to  clay  slate.  It  has  a  green  or  greenish-gray  colour,  and  silky 
lustre. 

Soapstone  is  translucent  and  soft,  and  greasy  to  the  touch.  It  is 
valued  for  its  power  of  resisting  the  action  of  fire. 

V.  Quartz  Rock,  Hornstone,  Flint.  These  stones  consist  of 
quartz,  pure,  or  nearly  pure.  Quartz  rock  and  Hornstone  are 
stmtitied,  and  appear  to  have  been  produced  by  the  action  of  in- 
tense heat  on  standstone ;  they  are  both  compact.  Quartz  rock  is 
crystalline:  hornstone  is  glassy.  They  are  the  strongest  and  most 
durable  of  all  stones;  but  their  hardness  is  so  great  as  to  make 
their  use  in  masonry  almost  impracticable. 

Flint  is  found  in  nodules  or  pebbles  scattered  through  the  chalk 
strata,  and  in  beds  of  gravel,  apparently  left  after  the  washing  away 
of  the  chalk.  It  is  hard  and  durable,  but  very  brittle.  Flints  are 
used  for  building  purposes  by  being  made  into  a  concrete  with  lime. 

VI.  Hornblende  Slate  is  hard,  tough,  durable,  and  impervious 
to  water,  and  is  used  for  flag-stones. 

VII.  Sandstone  is  a  stratified  rock,  consisting  of  grains  of  sand, 
that  is,  small  crystals  of  quartz,  cemented  together  by  a  material 
which  is  usually  a  compound  of  silica,  alumina,  and  lime.  In  the 
strongest  and  most  durable  sandstone  the  cementing  material  is 
nearly  pure  silica ;  the  weakest  and  least  durable  is  that  in  which 
the  cement  contains  much  alumina,  and  resembles  soft  felspar  or 
claystone.  "When  there  is  much  lime  in  the  cementing  matter  of 
sandstone  it  decays  rapidly  in  the  atmosphere  of  the  sea  coast,  and 
in  that  of  towns  where  much  coal  is  burned ;  in  the  former  case 
the  lime  is  dissolved  by  muriatic  acid,  in  the  latter  by  sulphuric 
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acid.  CcUciferoits  sandstones,  as  those  containing  much  lime  are 
called,  pass  by  insensible  degrees  into  sandy  limestones.  The 
appearance  of  strong  and  durable  sandstone  is  characterized  by 
sharpness  of  the  grains,  smallness  of  the  quantity  of  cementing 
material,  and  a  clear,  shining,  and  translucent  appearance  on  a 
newly  broken  surface.  Rounded  grains,  and  a  dull,  mealy  surface, 
characterize  soft  and  perishable  sandstone.  The  best  sandstone  lies 
in  thick  strata,  from  which  it  can  be  cut  in  blocks  that  show  very 
faint  traces  of  stratification;  that  which  is  easily  split  into  thin 
layers  is  weaker.  Sandstone  is  found  in  every  geological  formation 
above  the  primary  rocks,  amongst  which  its  place  is  supplied  by 
hornstone  and  quartz  rock.  The  best  kinds  on  the  whole  are  those 
which  belong  to  the  coal  formation ;  but  they  sometimes  have  their 
strength  impaired  by  being  divided  into  layers  by  extremely  thin 
laminae  of  coal 

The  colours  of  sandstone  are  white,  yellowish-red,  and  red,  the 
latter  colours  being  produced  by  the  presence  of  peroxide  of  iron 
in  the  cementing  material.  Crystals  of  sulphuret  of  iron  arc 
sometimes  imbedded  in  it;  when  exposed  to  air  and  moisture, 
they  decompose,  and  cause  disintegration  of  the  stone.  They  are 
easily  recognized  by  their  yellow  or  yellowish-gray  colour  and 
metallic  lustre.  Sandstone  is  in  general  porous,  and  capable  of 
absorbing  much  water;  but  it  is  comparatively  little  injured  by 
moisture,  unless  when  built  with  its  layers  set  on  edge,  in  which 
case  the  expansion  of  water  in  freezing  between  the  layers  makes 
them  split  or  "  scale  "  off  from  the  face  of  the  stone.  When  it  is 
built  "  on  its  natural  bed,"  any  water  which  may  penetrate  between 
the  edges  of  the  layers  has  room  readily  to  expand  or  escape. 

The  better  kinds  of  sandstone  are  the  most  generally  useful  of 
building  stones,  being  strong  and  lasting,  and  at  the  same  time 
easily  cut,  sawn,  and  dressed  in  every  way,  and  fit  alike  for  every 
purpose  of  masonry. 

213.  ArgUlace*a»  or  Clayey  Stones  are  those  in  which  alumina, 
although  it  may  not  always  be  the  most  abundant  constituent, 
exists  in  sufficient  quantity  to  give  the  stone  its  characteristic 
properties. 

I.  Porphyry  consists  of  a  mass  of  felspar,  with  crystals  of  felspar, 
and  sometimes  of  quartz,  hornblende,  and  other  minerals,  scattered 
through  it  It  occurs  of  all  degrees  of  hardness.  The  variety  in 
which  the  felspar  matrix  is  soft  and  earthy  is  called  daysUme 
porphyry;  it  is  of  little  or  no  value  for  building  purposes.  The 
hardest  kind,  in  which  the  matrix  is  compact  and  crystalline,  and 
the  whole  material  beautifully  coloured  and  capable  of  taking  a 
high  polish,  is  sometimes  stronger  than  granite.  It  is  rare,  and  is 
valued  in  building  for  ornamental  purposes, 
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1L  Clay  Slate  is  a  primary  stratified  rock  of  great  hardness  and 
density,  with  a  laminated  structure  making  in  general  a  great  angle 
with  its  planes  of  its  stratification.  (See  Article  208,  p.  350.)  Its 
colours  are  bluish-gray,  blue,  and  purple,  the  darkest  colours 
indicating  in  general  the  greatest  strength  and  durability.  It  can 
be  split  into  slabs  and  plates  of  small  thickness  and  great  area,  and 
is  nearly  impervious  to  water;  qualities  which  make  it  the  best 
stony  material  for  covering  roofs,  lining  water-tanks,  and  similar 
purposes.  The  stronger  kinds  of  clay  slate  have  more  tenacity 
along  their  laminae  than  any  other  stone  whose  tenacity  has  been 
ascertained.  The  signs  of  good  quality  in  slate  are,  compactness, 
smoothness,  and  uniformity  of  texture,  clear  dark  colour,  lustre, 
and  the  emission  of  a  ringing  sound  when  struck. 

III.  Grauwacke  Slate  is  a  laminated  claystone,  containing  sand, 
and  sometimes  fragments  of  mica  and  other  minerals.  It  is  used 
for  roofing  and  for  flag-stones,  but  is  inferior  to  clay  slate. 

214.  Calcareous  Scones  are  those  in  which  carbonate  of  limo 
predominates.  They  effervesce  with  the  dilute  mineral  acids, 
which  combine  with  the  lime,  and  set  free  carbonic  acid  gas. 
Sulphuric  acid  forms  an  insoluble  compound  with  the  lime.  Nitric 
and  muriatic  acid  form  compounds  with  it,  which  are  soluble  in 
water.  By  the  action  of  intense  heat  the  carbonic  acid  is  expelled 
in  the  gaseous  form,  and  the  lime  left  in  its  caustic  or  alkaline 
state,  when  it  is  called  quicklime.  Some  calcareous  stones  consist 
of  pure  carbonate  of  lime;  in  others  it  is  mixed  with  sand,  clay,  and 
oxide  of  iron,  or  combined  with  carbonate  of  magnesia.  The 
durability  of  calcareous  stones  depends  on  their  compactness :  those 
which  are  porous  being  disintegrated  by  the  freezing  of  water,  and 
by  the  chemical  action  of  an  acid  atmosphere.  They  are,  for  the 
most  part,  easily  wrought 

I.  Marble  is  compact  crystalline  carbonate  of  lime.  It  is  found 
chiefly  amongst  the  primary  strata,  and  generally  in  the  neighbour- 
hood of  igneous  rocks.  It  is  translucent,  capable  of  a  fine  polish, 
sometimes  white,  and  sometimes  variously  coloured.  It  is  one  of 
the  most  durable  of  all  stones.  Its  scarcity  and  value  prevent  its 
being  used  except  for  ornamental  buildings. 

II.  Compact  Limestone  consists  of  carbonate  of  lime,  either  pure, 
or  mixed  with  sand  and  clay.  It  varies  in  hardness  and  compact- 
ness, sometimes  approaching  to  the  condition  of  marble,  sometimes 
to  that  of  granular  limestone.  Its  most  frequent  colours  are 
white,  grayish-blue,  and  whitish-brown.  It  is  found  amongst 
primary  and  secondary  strata,  and  abounds  specially  in  the  coal 
formation,  and  in  the  lias  formation.  It  is  very  useful  as  a 
building  stone,  and  is  durable  in  proportion  to  its  compact- 
ness. 
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III.  Granular  Limestone  consists  of  carbonate  of  lime  in  grains, 
•which  are  in  general  shells  or  fragments  of  shells,  cemented 
together  by  some  compound  of  lime,  silica  and  alumina,  and  often 
mixed  with  a  greater  or  less  quantity  of  sand.  It  is  always  more 
or  less  porous,  and  the  less  porous  the  more  durable.  It  is  found 
of  various  colours,  especially  white,  and  light  yellowish-brown. 
In  many  cases  it  is  so  soft  when  first  quarried  that  it  can  be  cut 
with  a  knife,  and  hardens  by  exposure  to  the  air.  It  is  found  in 
various  strata,  especially  the  oolitic  formation.  It  there  appears 
in  the  form  of  Oolite,  or  Roestone,  so  called  because  its  grains  arc 
round,  and  resemble  the  roe  of  a  fish.  The  pleasing  colour  and 
texture  of  oolite,  and  the  ease  with  which  it  i§  wrought,  have 
caused  it  to  be  much  used  in  building,  especially  where  delicate 
carving  is  required.  The  durability  of  oolites  varies  extremely. 
The  Portland  stone,  the  Bath  stone,  and  the  Aubigny  stone  (from 
Normandy)  are  examples  of  durable  oolites.  The  perishable  kinds 
of  oolite  decay  more  rapidly  than  almost  any  other  stone,  especially 
in  an  acid  atmosphere. 

IV.  Magnesian  Limestone,  or  Dolomite,  is  found  in  various  con- 
ditions, from  the  compact  crystalline  to  the  porous  granular.  In 
Britain  it  is  found  in  the  new  red  sandstone  formation  im- 
mediately above  the  coal.  It  is  like  limestone  in  appearance. 
Its  durability  depends  mainly  on  its  texture ;  when  that  is  com- 
pact it  is  nearly  as  lasting  as  marble,  which  it  resembles  in 
appearance ;  when  porous  it  is  very  perishable. 

215.  strength  of  Stone*. —The  external  appearances  from  which 
the  probable  comparative  strength  or  weakness  of  stones  may 
be  inferred  have  been  stated  in  the  course  of  the  preceding 
articles. 

Amongst  stones  of  the  same  kind,  that  which  has  the  greatest 
heaviness  is  almost  invariably  the  strongest. 

The  results  of  past  experiments  on  the  strength  of  stones  of  tho 
same  kind  differ  very  much  from  each  other,  probably  owing  to 
variations  in  the  strength  of  the  specimens  of  stone  experimented 
on.  The  results  given  in  the  tables  of  the  strength  of  materials  at 
the  end  of  the  volume  are  averages  from  discordant  data. 

The  following  table  contains  some  additional  information  on  tho 
resistance  of  stones  to  crushing,  extracted  from  a  paper  which  was 
read  by  Mr.  Fairbairn  to  the  Manchester  Philosophical  Society, 
and  published  in  his  Useful  Information  for  Engineers,  second 
series: — 
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Crashing  Stress,  in  lbs. 
on  the  Square  Incli. 

Grauwacke  from  Penmaenmainy. 16,893 

Basalt,  Whinstone, ",97° 

Granite  (Mount  Sorrel), 12,861 

„       (Argyllshire), 10,917 

Syenite,  (Mount  Sorrel), 11,820 

Sandstone  (Strong  Yorkshire,  mean  of  9  experi- 
ments),    9*824 

„  (weak  specimens,  locality  not  stated),  3,000  to  3,500 

Limestone,  compact  (strong), 8,528 

magnesian  (strong), 7>°°8 

(weak), 3>°5° 

Mr.  Fairbairn\s  experiments  further  show,  that  the  resistance  of 
strong  sandstone  to  crushing  in  a  direction  parallel  to  the  layers,  is 
only  six-sevenths  of  the  resistance  to  crushing  in  a  direction  perpen- 
dicular to  the  layers. 

The  hardest  stones  alone  give  way  to  crushing  at  once,  without 
previous  warning.  All  others  begin  to  crack  or  split  under  a  load 
less  than  that  which  finally  crushes  them,  in  a  proportion  which 
ranges  from  a  fraction  little  less  than  unity  in  the  harder  stones, 
down  to  about  one-lmlf  in  the  softest. 

The  mode  in  which  stone  gives  way  to  a  crushing  load  is  in 
general  by  shearing.     (Article  157,  pp.  235,  236.) 

Experiments  on  the  strength  of  stones  have  hitherto  been  made 
almost  universally  on  cubical  specimens.  It  is  desirable  that  they 
should  be  made  on  prismatic  specimens,  whose  heights  are  at  least 
once  and  a-half  their  diameters;  for  an  experiment  made  by 
crushing  a  cube  indicates  somewhat  more  than  the  real  strength  of 
the  material. 

When  any  building  of  importance  is  projected,  the  best  course  is 
not  to  trust  to  books  for  information  as  to  the  strength  of  the 
stone  to  be  used,  but  to  test  it  by  special  experiments,  which 
can  easily  be  made  by  the  aid  of  a  hydraulic  press.  As  to  the 
method  to  be  followed  in  making  those  experiments,  and  calculating 
their  results,  in  order  to  insure  accuracy,  see  Article  144,  pp. 
223,  224. 

The  factor  of  safety  in  structures  of  stone  should  not  be  less  than 
eight,  in  order  to  provide  for  variations  in  the  strength  of  the 
material,  as  well  as  for  other  contingencies.  In  some  structures 
which  have  stood  it  is  less;  but  there  can  be  no  doubt  that  these 
err  on  the  side  of  boldness. 

216.  Testing  Durability  of  Stone*. — The  appearances  which  indi- 
cate probable  durability  have  already  been  mentioned  in  describ- 
ing particular  kinds  of  stone;  but  they  are  often  deceptive. 
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One  test  of  the  probable  comparative  durability  of  stones  oftlie 
same  kind  is  the  small  ness  of  the  weight  of  water  which  a  given 
weight  of  stone  is  capable  of  absorbing. 

The  following  are  examples : — 

Granite  absorbs  one  part  of  water  in  from  80  to  700  of  stone. 
Gneiss,         „  „  „  „         about  40       „ 

Clay  Slate,  „  „  „  „        80  to  700      „ 

Sandstone  (Strong,  Yorkshire),  „         30  to    60       „ 

Another  test  of  probable  comparative  durability  (invented  by 
M.  Brard)  is  to  imitate  the  disintegrating  action  of  frost  by  means 
of  the  crystallization  of  sulphate  of  soda,  and  weigh  the  fragments 
so  detached  from  a  block  of  a  given  size  and  surface  in  a  given 
time.     (Annates  de  Chimie  et  de  Physique,  vol.  38.) 

The  only  sure  test,  however,  of  the  durability  of  any  kind  of 
stone,  is  experience;  and  the  engineer  who  proposes  to  use  stone 
from  a  particular  stratum  in  a  particular  locality  in  any  important 
structure  should  carefully  examine  buildings  in  which  that  stone 
has  been  already  used,  especially  those  of  old  date. 

The  great  difference  which  may  exist  in  the  durability  of  stones 
of  the  same  kind,  and  presenting  little  difference  in  appearance,  is 
strikingly  exemplified  at  Oxford,  where  Christ  Church  Cathedral, 
built  in  the  twelfth  or  thirteenth  century,  of  oolite  from  a  quarry 
about  fifteen  miles  away,  is  in  good  preservation,  while  many 
colleges  only  two  or  three  centuries  old,  built  also  of  oolite,  from  a 
quarry  in  the  neighbourhood  of  Oxford,  are  rapidly  crumbling  to 
pieces. 

217.  PreaeiraaoM  «f  Stone,— The  various  processes  which  have 
been  tried  or  proposed  for  the  preservation  of  naturally  perishable 
stone  all  consist  in  filling  the  pores  of  the  stone  at  and  near  its 
exposed  surface  with  some  substance  which  shall  exclude  air  and 
moisture.  In  every  case  the  surface  of  the  stone  should  be  pre- 
pared to  receive  the  preserving  material  by  expelling  the  existing 
moisture  ae  completely  as  possible ;  and  this  is  easily  done  by  the 
aid  of  a  portable  furnace  containing  burning  coke  or  charcoal 

The  principal  preserving  materials  are  the  following : — 

Bituminous  matter,  such  as  coal  tar.  is  veiy  efficient;  but  un- 
sightly from  its  colour.  It  is  possible,  however,  that  a  colourless 
or  light-coloured  bituminous  substance,  suited  for  the  preservation 
of  stone,  might  be  prepared  by  dissolving  "  paraffine  "  (so-called)  in 
pitch-oil,  or  by  some  such  process. 

Drying  Oil,  such  as  linseed  oil,  either  unmixed,  or  as  an  ingredient 
of  paint,  protects  the  stone  for  a  time ;  but  it  is  gradually  destroyed 
by  the  oxygen  of  the  air,  so  that  it  requires  renewal  from  time  to 
time;  and  it  injures  the  appearance  of  the  stone. 


STONE — PRESERVATION — EXPANSION — BRICK.  CLAY.  363 

Silicate  of  Potash,  or  soluble  glass,  is  applied  in  a  state  of 
solution  in  water,  either  alone  or  mixed  with  silica  in  fine  powder. 
It  gradually  hardens,  partly  through  the  evaporation  of  its  water, 
and  partly  through  the  removal  of  the  potash  by  the  carbonic  acid 
of  the  air. 

Silicate  of  Lime  is  produced  by  filling  the  pores  of  the  stone  with 
a  solution  of  silicate  of  potash,  and  then  introducing  a  solution  of 
chloride  of  calcium,  or  of  nitrate  of  lime.  The  chemical  action  of 
the  two  solutions  produces  silicate  of  lime,  which  forms  an  arti6cial 
stone,  filling  the  pores  of  the  natural  stone,  together  with  chloride 
of  potassium  or  nitrate  of  potash,  as  the  case  may  be,  which  salts, 
being  soluble  in  water,  are  washed  out. 

The  efficiency  of  the  last  two  processes,  and  of  various  modifi- 
cations of  them,  has  of  late  been  much  contested.  Time  and 
experience  only  can  show  their  real  merits. 

21 S.  £xpau«i«u  of  stone  by  Hemt.— The  following  are  the  ex- 
pansions in  linear  dimensions,  according  to  the  experiments  of 
Mr.  Adie,  of  some  kinds  of  stone,  when  raised  from  the  tem- 
perature of  melting  ice  (32°  Fahr.)  to  that  of  water  boiling  under 
the  mean  atmospheric  pressure  (212°  Fahr.);  that  is,  through 
180°  Fahr  :— 

Granite, *ooo8  to  -0009 

Marble, '00065  to  *oon 

Sandstone, '0009  to  €ooi3 

Slate, '00104. 


Section  II. — OfJBricfo,  and  otlier  Artificial  Stones. 

219.  Clay  for  Bricks— The  various  sorts  of  clay,  which  are  very 
numerous,  are  chemical  compounds  consisting  of  silicates  of 
alumina,  either  alone,  or  combined  with  silicates  of  potash,  soda, 
lime,  magnesia,  iron,  and  manganese.  The  complex  clays  ap- 
proximate in  their  composition  to  felspar;  and  many  of  them 
may  in  fact  be  considered  as  soft  varieties  of  felspar.  (Article 
210,  p.  354.) 

Clay  and  sand  mechanically  mixed  constitute  ham;  clay  and 
carbonate  of  lime  mechanically  mixed,  marl.  Amongst  other 
substances  which  are  found  mixed  with  clay  are  peroxide  of  iron, 
sulphuret  of  iron,  bitumen,  <fec 

Every  kind  of  clay  has  the  property,  in  its  natural  condition,  of 
swelling  and  forming  a  paste  when  mixed  with  water.  The  ex- 
pulsion of  the  water  by  heat  is  a  slow  process,  and  requires  a  high 
temperature,  and  is  accompanied  by  shrinking  and  hardening  of 
the  mass  of  clay.     It  is  doubtful  at  what  temperature  the  ex- 
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pulsion  of  the  water  is  complete ;  for  so  far  as  experiment  has  yet 
been  carried,  it  appears  that  how  high  soever  the  temperature  at 
which  a  mass  of  clay  has.  been  "burnt,"  as  it  is  called,  it  will 
continue  to  shrink  and  to  lose  weight  if  raised  to  a  higher  temper- 
ature. A  mass  of  burnt  clay,  at  temperatures  lower  than  that  at 
which  it  has  been  burnt,  expands  with  heat  and  contracts  with 
cold  like  other  solid  substances. 

By  the  operation  of  "  burning,"  at  a  sufficiently  high  temperature, 
clay  becomes  hard  and  gritty,  and  loses  either  wholly  or  almost 
wholly  the  property  of  combining  with  water.  Whether  the  clay 
afterwards  slowly  softens,  and  recovers  that  property  or  not,  depends 
on  its  composition,  and  on  the  chemical  agents  to  which  it  is  ex- 
posed. The  presence  of  alkaline  constituents  in  the  clay,  and  the 
action  of  acids  upon  it,  tend  to  promote  softening;  and  this  goes  on 
the  more  rapidly  if  it  has  been  burned  at  too  low  a  temperature. 

Single  earthy  silicates,  or  compounds  of  silica  with  one  other 
earth,  are  difficult  of  fusion,  and  resist  the  most  intense  heat 
of  a  furnace.  Tbis  has  been  already  exemplified  in  silicate  of 
magnesia,  or  soapstone.  (Article  21 2,  p.  357.)  Double,  or  more 
complex  silicates,  are  more  easily  fusible,  especially  if  one  of  the 
two  or  more  silicates  that  are  combined  has  for  its  base  potash, 
soda,  or  lime.  In  conformity  with  this  general  law,  the  refractory 
clay 8 y  or  those  which  resist  fusion  by  the  greatest  heat  of  an 
ordinary  furnace,  are  those  which  consist  of  silicates  of  alumina 
alone ;  and  such  clays  only  are  fit  to  make  fire-bricks  and  crucible:;, 
and  to  cement  together  the  parts  of  furnaces. 

The  following  are  examples : — 

Porcelain  Clay,  or  Kaolin,  consists  of 

1  equivalent  of  alumina, 
1  equivalent   of  silica, 

which  compound,  in  the  natural  state,  is  combined  with  two 
equivalents  of  water,  nearly  all  of  which  can  be  expelled  by  a 
white  heat.  It  is  found  in  the  neighbourhood  of  granitic  rocks, 
having  been  formed  by  the  slow  decomposition  of  potash-felspar, 
under  the  action  of  the  carbonic  acid  and  moisture  of  the  atmo- 
sphere, which  have  abstracted  the  potash  and  nine  equivalents 
of  silica.  Its  colour  is  white  or  cream-colour. 
Stourbridge  Fire  Clay  consists  of 

1  equivalent  of  alumina, 

2  equivalents  of  silica, 

with  two  equivalents  of  water,  or  thereabouts,  which  can  be  nearly 
all  expelled  by  a  white  heat,  and  a  small  quantity  of  oxide  of  iron. 
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This  and  other  fire-clays  are  found  chiefly  in  the  coal  formation. 
Their  colours  are  white,  light-gray,  and  yellowish-gray,  the  colour- 
ing matter  being  in  general  a  small  quantity  of  oxide  of  iron. 

Common  Clays  are  rendered  less  difficult  to  fuse  than  porcelain 
clay  and  fire-clay,  by  the  presence  of  silicates  of  lime,  magnesia,  and 
protoxide  of  iron ;  and  the  bricks  made  of  them,  when  thoroughly 
burned,  arc  partially  vitrified.  Of  these  constituents,  protoxide  of 
iron  is  the  most  favourable  to  the  quality  of  the  clay  as  regards 
the  purpose  of  brickmaking,  as  it  promotes  the  strength  and  hard- 
ness of  the  bricks.  Its  presence  is  shown  by  a  dark  greyish-blue 
colour,  which  is  changed  to  red  at  and  near  the  surface  of  the 
bricks  by  burning. 

Silicate  of  lime  in  the  clay  in  any  considerable  quantity  makes  it 
too  fusible,  so  that  the  bricks  soften  in  the  kilns  and  become  dis- 
torted. 

Carbonate  of  lime,  mixed  with  the  clay  in  considerable  quantity 
(indicated  by  effervescence  with  acids),  loses  its  carbonic  acid  during 
the  burning;  and  the  quicklime  which  remains  tends  afterwards  to 
absorb  moisture,  and  cause  disintegration  of  the  brick.  Clay  con- 
taining this  impurity  should  be  avoided  in  making  bricks. 

Sand  mixed  with  the  clay  in  moderate  quantity  is  beneficial,  as 
tending  to  prevent  excessive  shrinking  in  the  fire.  Excess  of  sand 
makes  the  bricks  too  brittle.  One  part  by  volume  of  sand  to  four 
or  five  of  pure  clay  is  about  the  best  proportion. 

220.  JUaiiafacdire  and  Qualities  «r  Bricks. — In  making  brick S, 
the  clay  having  been  cleared  of  stones,  is  "tempered;"  that  is, 
mixed  with  about  half  its  volume  of  water,  and  worked  by  stirring 
and  kneading  until  it  forms  a  perfectly  uniform  and  homogeneous 
paste.  The  quality  of  the  bricks  depends  mainly  on  the  efficiency 
with  which  this  is  done.  It  may  be  performed  by  a  machine  called 
a  " pug-mill,"  in  which  the  clay,  contained  in  a  vertical  cylinder  or 
barrel,  is  stirred  and  mixed  by  flat  arms  projecting  from  a  rotating 
vertical  axis,  and  at  the  same  time  forced  downwards  by  the 
obliquity  of  the  surfaces  of  those  arms,  so  as  to  be  made  to  stream 
slowly  from  a  hole  near  the  lower  end  of  the  barrel. 

The  wet  clay,  having  been  properly  tempered  and  worked,  is 

formed  into  bricks  in  moulds,  which  arc  larger  than  the  bricks  are 

intended  to  be  when  burned,  by  about  l-10th  or  1-1 2th  of  each 

dimension,    that    being    the    ordinary  proportion   in   which   the 

dimensions  of  the  brick  shrink  in  burning. 

Ordinary  moulds  for  bricks  measure  about  10  inches  in  length,  5 
inches  in  breadth,  and  3  inches  or  thereabouts  in  depth;  but 
b licks  for  special  purposes  are  moulded  of  a  great  variety  of 
shapes.  Various  machines  have  been  invented  for  moulding 
them. 
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bricks,  having  been  dried  in  the  open  air,  or  in  a  drying 
house  with  a  temperature  of  from  50°  to  70°,  are  burned  in  kilns 
whose  temperature  is  gradually  raised  in  the  course  of  twenty-four 
hours  to  a  white  heat,  maintained  nearly  at  that  temperature  until 
the  bricks  are  sufficiently  burnt,  and  then  allowed  to  cool  by  slow 
degrees.  The  duration  of  the  process  of  burning  and  cooling 
varies ;  but  fifteen  days,  or  thereabouts,  is  not  unusual. 

From  data  contained  in  a  paper  by  Mr.  F.  W.  Simms,  it  appears 
that  the  labour  of  making  bricks  by  hand  is  88  follows : — 

(  one  temperer, 
Three  men,  viz......  -J  one  moulder, 

(  one  wheeler, 

,  .       ,  (  one  carrier  boy, 

and  two  boys,  viz.,  <  .  ,  y 

J  '       '  \  one  picker-up  boy, 

make  16,100  bricks  per  week.     This  is  at  the  rate  of 

1*12  days'  work  of  a  man,  and  )         ••  ***  ,   .  i 
0*75  days'  work  of  a  boy,  J  P       ' 

The  fuel  consumed  in  burning  bricks  ranges  from  5  to  10  cwt. 
per  1,000  bricks. 

The  following  are  characteristics  of  good  bricks. 

To  be  regular  in  shape,  with  plane  parallel  surfaces  and  sharp 
right-angled  edges. 

To  give  a  clear  ringing  sound  when  struck. 

When  broken,  to  show  a  compact  uniform  structure,  hard  and 
somewhat  glassy,  and  free  from  air-bubbles  and  cracks. 

Not  to  absorb  more  than  about  one-fifteenth  of  their  weight  of 
water. 

Bricks  which  answer  the  preceding  description,  when  set  an  end 
in  a  hydraulic  press,  should  require  at  least  1,100  lbs.  on  the  square 
inch  to  crush  them,  agreeably  to  the  strength  of  "strong  red 
bricks,"  as  stated  in  the  table  at  the  end  of  the  volume;  and  they 
will  sometimes  bear  considerably  more.  A  small  pillar  of  brick- 
work,  made  of  bricks  of  this  quality  laid  in  cement,  should  require 
from  800  to  1,000  lbs.  on  the  square  inch  to  crush  it. 

Bricks  in  general  begin  to  show  signs  of  giving  way,  by  splinter- 
ing and  cracking,  when  under  about  one-half  or  two-thirds  of  their 
crushing  load. 

The  weaker  qualities  of  bricks  may  be  estimated  as  having  from 
one-half  to  two-thirds  of  the  strength  stated  above. 

The  bricks  supplied  for  every  building  of  importance  should  be 
carefully  inspected,  and  the  defective  ones  thrown  away. 
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The  expansion  of  bricks  by  heat,  in  rising  from  32°  to  212° 
Fahr.  is  as  follows,  according  to  Mr.  Adie : — 

Common  brick, '°°355 

Fire  brick, '0005. 

221.  Compressed  Bricks  are  made  by  drying  the  clay,  grinding 
it  to  a  fine  powder,  putting  it  into  moulds  of  proper  shapes,  sub- 
jecting it  to  a  pressure  of  about  5  tons  on  the  square  inch,  and 
baking  the  bricks  in  a  pottery-oven.  The  bricks  so  made  have 
about  once  and  a-half  the  heaviness  of  ordinary  bricks,  and  con- 
siderably greater  strength.     They  shrink  very  little  in  baking. 

222.  other  Artificial  stone*. — Artificial  sandstones,  closely  re- 
sembling natural  sandstone  in  appearance,  strength,  and  durability, 
are  made  by  cementing  clean  sharp  sand  together  with  silicate  of 
potash  (Kuhlmann's  process),  or  silicate  of  lime  (Ransoine's  process). 

In  the  latter  case,  clean  sharp  sand  is  made  into  a  paste  with 
silicate  of  soda,  and  moulded  into  blocks,  which  are  immersed  in 
a  solution  of  chloride  of  calcium ;  the  latter  substance  penetrates  the 
whole  block,  producing  silicate  of  lime,  which  cements  the  sand 
together,  and  chloride  of  sodium,  which  gradually  escapes  in  solution. 

(As  to  Concrete,  see  p.  373.) 

Section  III. — Of  Cementing  Materials. 

223.  Analysis  of  limestones  and  Cement  Stones.— -Stones  con- 
taining carbonate  of  lime  in  combination  and  mixture  with  other 
minerals  are  the  most  abundant  and  useful  source  of  the  cementing 
materials  used  in  masonry.  The  following  are  their  principal 
constituents,  with  their  chemical  equivalents : — 

Carbonic  Acid  (see  p.  353), 44 

Lime  (see  p.  352), 57 

Carbonate  of  Lime,  44  +  57  == IDI 

Magnesia  (see  p.  353), 41*4 

Carbonate  of  Magnesia,  44  +  41*4  =  85*4 

Silica  (see  p.  352), 93 

Alumina  (see  p.  352), 102*8 

Protoxide  of  iron  (see  p.  353), 72 

Peroxide  of  iron  (iron  112  +  oxygen  48),  160 
Water                   (hydrogen  2  +  oxygen  16),    18 

It  would  be  out  of  place  in  this  work  to  enter  into  details  of 
chemical  processes;  nevertheless,  it  may  be  useful  to  give  the 
following  directions  for  determining  roughly  the  proportions 
of  those  constituents  of  limestone  which  are  of  the  greatest 
practical  importance. 
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I.  Weigh  a  specimen  carefully;  calcine  it  in  a  crucible,  and 
weigh  it  again ;  the  loss  of  weight  shows  the  quantity  of  carbonic 
acid  and  water  together  in  the  specimen ;  but  if  it  has  been  well 
dried  previously,  at  a  temperature  not  sufficient  to  expel  carbonic 
acid  (which  requires  a  bright  red  heat),  the  water  remaining  may  be 
neglected,  and  the  whole  loss  considered  as  carbonic  acid. 

II.  Weigh  another  specimen  of  from  30  to  80  grains ;  reduce  it 
to  impalpable  powder  in  a  mortar,  mix  it  with  three  times  its 
weight  of  caustic  potash  or  soda,  and  heat  it  to  redness  in  a  silver 
crucible;  dissolve  the  whole  in  slightly  diluted  muriatic  acid;  the 
rapidity  of  solution  may  be  increased  by  heating  the  diluted  acid  to 
near  the  boiling  point  of  water.  Evaporate  the  solution,  taking 
care  to  stir  it  continually  towards  the  end  of  the  process,  itntil  it 
becomes  thick  and  pasty :  this  shows  that  the  silica  has  coagulated ; 
mix  the  paste  with  eight  or  ten  times  its  volume  of  boiling  water : — 
this  will  dissolve  every  constituent  except  the  silica: — filter  the 
solution,  washing  the  precipitate  well  with  water,  taking  care  to 
preserve  all  the  water  so  used  along  with  the  original  liquor ;  drv 
and  calcine  the  precipitate  left  on  the  filter;  weigh  it: — this  will 
give  the  quantity  of  silica  in  the  specimen. 

III.  To  the  liquor  add  water  of  ammonia  in  excess;  to  pre- 
cipitate the  alumina,  the  oxide  of  iron,  and  part  oftlie  magnesia. 

Then  add  lime-water  by  degrees  as  long  as  a  precipitate  falls. 
That  precipitate  is  the  remainder  of  the  magnesia.  Wash  the 
whole  precipitate;  dry  it;  calciue  it;  weigh  it.  To  the  weight 
thus  found  add  the  weight  of  the  silica  found  by  operation  II,  and 
that  of  the  carbonic  acid  as  calculated  from  the  result  of  operation 
I ;  subtract  the  sum  from  the  whole  weight  of  the  specimen ;  the 
remainder  will  be  the  lime. 

IV.  From  the  total  carbonic  acid  found  by  process  I,  (and 
reduced  to  the  weight  of  the  second  specimen)  subtract  the  weight 
of  lime  found  by  process  III.  x  44  -^  57;  the  remainder  will  be 
the  quantity  of  carbonic  acid  in  combination  with  magnesia;  and 
that  remainder  x  41*4-4-44  will  give  the  quantity  of  magnesia  in 
combination  with  carbonic  acid. 

V.  Subtract  the  result  of  process  IV.  from  that  of  process  III. ; 
the  result  will  be  the  quantity  of  alumina  and  oxide  of  iron,  and  of 
magnesia  combined  with  silica,  if  any ;  but  in  fact,  so  far  as  lime- 
stones are  known,  the  whole  of  the  magnesia  is  in  the  state  of 
carbonate.  For  the  present  purpose  it  is  unnecessary  to  separate 
the  alumina  from  the  oxide  of  iron  (although  it  might  be  done  by 
means  of  caustic  potash,  which  dissolves  the  alumina  and  leaves 
the  iron). 

The  most  important  result  of  the  analysis  is  the  proportion  of 
carbonates  to  silicates  in  the  stone.     The  quantity  of  carbonates 
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may  be  approximated  to  in  a  rough  way  by  multiplying  the  total 
quantity  of  carbonic  acid,  as  found  by  the  first  process,  by  the 
following  multipliers : — 

If  the  limestone  is  not  magnesian, 2*3; 

if  there  is  one  equivalent  of  carbonate  of  mag- 
nesia for  each  equivalent  of  carbonate  of  lime,   2*12; 

and  the  truth  will  almost  always  l>e  between  those  limits.  The 
remainder  of  the  stone  may  be  held  to  consist  wholly  or  almost 
wholly  of  silicates. 

The  substances  obtained  by  calcining  different  limestones  and 
cement  stones  may  be  divided  into  the  following  four  classes: — 

I.  Pure,  Kick,  or  Fat  Lime,  produced  from  stones  containing 
little  or  no  silicate,  which  "slakes"  by  absorbing  moisture,  and 
having  been  made  into  a  paste  with  water,  hardens  slowly  in  air, 
and  not  at  all  under  water. 

II.  Hydraulic  Limes,  produced  from  stones  containing  moderate 
quantities  of  silicates  (from  10  to  30  per  cent.),  which  slake,  but 
less  rapidly  than  pure  lime,  and  harden  under  water  slowly.  These 
pass  by  insensible  gradations  into 

III.  Cetnents,  produced  from  stones  containing  from  40  to  GO  per 
cent  of  silicates,  which  do  not  slake,  and  which  harden  quickly 
under  water. 

IV.  Pozzolanas,  which  contain  silicates  in  excess,  and  are  used 
to  make  cement  by  mixing  them  with  pure  lime. 

224.  Pare*  Rich,  or  Fat  Lim«  is  made  by  calcining,  at  a  bright 
red  heat  or  somewhat  higher,  limestone  that  consists  wholly  or 
almost  wholly  of  carbonate  of  lime,  such  as  marble,  or  chalk. 
Such  limestone  loses  44  per  cent  of  its  weight  by  burning,  and 
leaves  56  [»er  cent  of  its  weight  of  lime.  01'  this,  about  one-eighth 
is  usually  wasted. 

The  ojKjration  of  lime-burning  is  performed  in  kilns  of  two  sorts. 
In  the  more  common  kind,  the  kiln  is  circular  in  plan,  and  oval  in 
vertical  section,  the  diameter  at  the  bottom  being  about  G-lOths 
of  the  greatest  diameter;  it  seldom  exceeds  10  or  12  feet  in  height, 
but  may  be  less;  it  is  filled  with  alternate  layers  of  limestone  and 
fuel,  and  when  the  burning  is  completed  the  whole  charge  is  removed. 
The  whole  operation  takes  from  30  to  50  hours.  Another  sort  of 
kiln  is  cylindrical,  or  nearly  so,  with  its  axis  vertical.  It  is  contin- 
uously fed  with  limestone  at  the  top,  which  descends,  and  is  calcined 
by  the  flame  coming  from  a  furnace  at  one  side  of  the  kiln,  and  reaches 
the  bottom  completely  burnt,  whence  it  is  gradually  removed. 

The  weight  of  the  coal  consumed  is  from  l-5th  to  1-Gth  of  that  of 
the  lime  burned. 

2d 
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One  cubic  foot  of  chalk  in  block,  weighs  90  lbs.  nearly; 

„  of  broken  chalk, 63  „ 

„  of  the  quicklime  from  the 

same  chalk,  in  pieces,  .35  „ 

When  rich  quicklime  is  moistened  with  water,  it  slakes;  that  is 
to  say,  it  combines  chemically  with  one  equivalent  of  water  (9  parts 
by  weight)  to  one  equivalent  of  lime  (28*5  parts  by  weight),  and 
forms  slaked  lime,  or  in  chemical  language,  hydrate  of  lime.  During 
this  process,  the  lime  swells  to  from  twice-and-a-half  to  thrice-and- 
a-half  its  original  bulk,  becomes  very  hot,  and  falls  to  powder. 
The  same  process  takes  -place  slowly  through  absorption  of  moisture 
from  the  atmosphere ;  but  lime  for  building  purposes  ought  never 
to  be  "  air-slaked,"  as  this  slow  operation  is  called ;  for  the  lirao 
thus  exposed  to  the  air  absorbs  not  only  water,  but  carbonic 
acid ;  and  part  of  it  returns  to  the  state  of  carbonate  of  lime.  To 
guard  against  this  sort  of  deterioration,  quicklime  should  be  kept  in 
barrels,  or  in  a  dry  store,  until  it  is  required  for  use,  and  then 
rapidly  slaked  with  water.  The  hardening  of  slaked  lime  is  pro- 
duced by  gradual  absorption  of  carbonic  acid  from  the  atmosphere, 
and  ciystallization  of  the  carbonate  of  lime  so  formed.  It  is  a  very 
slow  process,  but  produces,  after  the  lapse  of  years,  a  very  hard 
material. 

225.  Hfdrnnlic  Limci  are  obtained  by  burning  limestones,  which 
contain  silicates  of  alumina,  and  sometimes  carbonate  of  magnesia, 
and  which  in  general  are  compact,  and  of  a  gray,  blue,  or  brownish- 
yellow  colour.  Besides  the  test  of  chemical  analysis  already 
mentioned  in  Article  223,  the  following  direct  test  may  be  applied 
to  limestones  supposed  to  be  hydraulic. 

Calcine  two  or  three  cubic  inches  of  the  stone  in  a  crucible  : — 
pound  the  calcined  lime :  make  it  into  a  stiff  paste  with  water,  and 
form  it  into  a  ball,  which  immerse  in  a  glass  of  water.  If  it  is 
hydraulic  lime,  it  will  harden  under  water  so  as  to  resist  the 
pressure  of  the  finger  in  a  time  varying  from  24  hours  to  a 
fortnight,  according  to  its  composition ;  and  if  its  quality  is  good, 
in  a  month  it  will  be  about  as  hard  as  weak  limestone. 

If  it  is  cement,  it  will  harden  so  as  to  resist  the  pressure  of  the 
finger  in  a  few  minutes. 

The  best  kinds  of  hydraulic  lime  slake  so  imperfectly,  that  they 
must  be  pulverized  by  grinding  them  in  the  dry  state  in  a  mill 
consisting  of  a  circular  trough,  in  which  two  stone  rollers  shaped 
like  millstones,  at  opposite  ends  of  a  bar  rotating  with  a  vertical 
shaft,  roll  round,  and  so  crush  and  grind  the  lime  to  a  fine  powder. 
Hydraulic  lime  should  be  kept  in  sacks  or  barrels  in  a  dry  store, 
and  exposed  as  little  as  possible  to  air  and  moisture  until  it  is  about 
to  be  used. 
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It  is  a  mixture  of  quicklime  with  silicates  of  alumina  and  iron, 
and  sometimes  with  magnesia.  Its  hardening  under  water  arises 
from  the  formation  of  an  artificial  stone,  consisting  of  compound 
silicates  of  lime,  alumina,  and  the  other  bases.  In  hydraulic  lime, 
as  distinguished  from  cement,  there  would  seem  to  be  a  greater  or 
less  surplus  of  lime  beyond  that  which  is  capable  of  combining  with 
the  silica  and  alumina. 

226.  Natural  Cement  is  obtained  by  burning  stones  in  which 
carbonate  of  lime  and  silicates  exist  in  such  proportions  that,  when 
the  carbonic  acid  is  expelled,  the  lime  is  exactly  in  the  proportion 
required  to  make  a  hard  compound  with  the  silica  and  alumina. 
From  the  experiments  of  M.  Vicat  and  of  General  Sir  Charles 
Pasley,  on  making  artificial  cements,  it  would  appear  that  the  best 
mixture  for  making  cement  consists,  before  burning,  of 

two  equivalents  of  carbonate  of  lime,...ioi  X  2  =  202 
one  equivalent  of  clay,  of  which  the  probable 
composition  is 

one  equivalent  of  alumina, 102*8 

two  equivalents  of  silica, 186*0        288-8 

490*8 

so  that  the  composition  in  one  hundred  parts  is, 

carbonate  of  lime, 41 

clay, 59 

100 

and  the  rapidity  with  which  the  cement  hardens  under  water 
depends  on  the  nearness  with  which  the  composition  of  the  stone 
approximates  to  these  proportions. 

Cement  stones  are  usually  found  in  thin  strata  amongst  those  of 
hydraulic  limestone.  Their  most  frequent  colours  are  brown  and 
fawn-coloured,  their  texture  compact,  and  fracture  earthy.  After 
having  been  burned,  they  are  ground  to  powder,  which  is  packed 
in  barrels,  and  carefully  kept  dry  till  required  for  use.  In  this 
state,  it  consists  of  a  mixture  of  quicklime  with  silicate  of  alumina. 
-So  soon  as  it  is  made  into  a  paste  with  water,  chemical  action  takes 
place,  and  a  double  silicate  of  alumina  and  lime  is  formed,  whoso 
composition,  in  the  best  cement,  would  seem  to  be, 

two  equivalents  of  lime, 57  X  2  =  114*0 

one  equivalent  of  alumina, 102  *8 

two  equivalents  of  silica, 93  X  2  =  186*0 

402*8 
and  this  double  silicate  forms  a  compact  artificial  stone. 
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227.  Artificial  Cement  is  made  by  taking  either  ground  chalk  or 
slaked  pure  lime,  and  blue  clay,  in  the  proportions  that  will  give 
the  chemical  composition  stated  in  the  preceding  article,  thoroughly 
mixing  those  ingredients  into  a  paste,  with  water  in  a  pug-mill, 
making  the  paste  into  balls  of  2  or  3  inches  in  diameter,  drying 
those  balls,  calcining  them,  and  grinding  them  to  powder.  It  is 
equal,  if  not  superior,  to  any  natural  cement 

228.  Peszelana*  are  mixtures  analogous  to  cements,  but  con- 
taining an  excess  of  silicates  and  a  deficiency  of  lime,  so  that  they 
must  be  mixed  with  pure  lime  in  order  to  make  cement,  or 
hydraulic  lime,  according  to  the  proportions. 

One  of  the  best  pozzolanas  is  "Mine-dust,"  which  consists  of 
silicates  of  alumina  and  iron.  If  mixed  with  lime,  so  as  to  give 
the  mortar  a  gray  colour,  it  produces  a  cement  of  extraordinary 
hardness  and  tenacity,  which  is  probably  a  treble  silicate  of  lime, 
alumina,  and  iron. 

An  ordinary  proportion  of  mine-dust  is  about  one  part  (by 
volume)  to  two  parts  of  hydraulic  lime,  measured  in  the  dry  state ; 
but  the  best  way  to  fix  the  proportions  is  by  trial. 

Artificial  pozzolana  may  be  made  by  grinding  bricks,  or  by 
burning  good  brick-clay  and  grinding  it ;  in  short,  by  any  process 
which  yields  a  dry  powder  of  silicate  of  alumina,  or  compound 
silicate  of  alumina  and  iron. 

229.  Mortar,  Common  and  Hydraulic — Mortar  is  made  by  mix- 
ing lime  and  sand  with  enough  of  water  to  form  them  into  a  semi- 
fluid paste,  in  which  state  it  is  used  as  a  binding  material  in 
masonry  and  brickwork. 

Common  Mortar,  being  made  with  pure  lime,  hardens  in  the  air 
by  the  evaporation  of  the  water,  and  by  the  absorption  of  carbonate  of 
lime  from  the  atmosphere,  which  crystallizes  in  the  course  of  years. 
If  the  water  evaporates  too  fast,  the  mortar  falls  to  powder;  if  it 
does  not  evaporate,  the  mortar  remains  always  soft.  Very  slow 
evaporation  of  the  water  is  thereforo  favourable  to  the  ultimate 
hardness  of  the  mortar. 

Hydraulic  Mortar,  being  made  with  hydraulic  lime,  hardens 
partly  by  the  formation  and  crystallization  of  carbonate  of  lime,  as, 
above  stated,  but  principally  by  the  formation  and  crystallization 
of  a  complex  silicate  of  lime,  alumina,  and  other  bases.  (See 
Article  225,  p.  371.) 

Common  mortar  may  be  made  hydraulic  by  a  mixture  of 
pozzolana.     (Article  228,  above.) 

The  sand  employed  should  be  clean,  sharp,  and  rather  coarse 
than  fine.  In  order  to  render  sand  which  is  naturally  mixed  with 
clay  fit  for  use  in  making  mortar,  it  should  be  washed  by  stirring 
#it  amongst  water,  a  slight  current  of  which  will  cany  away  the 
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clay  in  suspension,  and  leave  the  sand  Good  sand  for  mortar  is 
obtained  by  crushing  soft  sandstone.  Sea-sand  should  be  washed 
with  fresh  water;  otherwise  the  salts  contained  in  it  will  keep  the 
mortar  always  moist. 

In  hydraulic  as  well  as  in  common  mortar  the  sand  remains  in  a 
state  merely  of  mechanical  mixture,  so  that  the  mortar,  when 
hardened,  becomes  a  sort  of  artificial  sandstone,  consisting  of 
grains  of  sand  imbedded  in  a  matrix  of  carbonate  of  lime,  or  of 
silicate  of  lime  and  other  bases,  as  the  case  may  be.  The  uses  of 
the  mixture  of  sand  with  the  lime  are  as  follows : — 

To  save  expense,  by  diminishing  the  bulk  of  the  lime,  which  is 
the  more  costly  material,  required  to  fill  a  given  joint  in  the 
masonry. 

To  increase  the  resistance  of  the  mortar  to  crushing. 

To  lessen  the  amount  of  shrinking,  and  the  consequent  tendency 
to  crack,  during  the  drying  of  the  mortar. 

But,  at  the  same  time,  the  mixture  of  sand  diminishes  the- 
tenacity  of  the  mortar ;  and  if  too  much  be  used,  the  mortar  will 
become  brittle,  and  fall  to  powder  as  it  dries. 

The  proportion  of  sand  which  lime  will  "  bear,"  as  it  is  called, 
without  making  the  mortar  brittle,  is  the  greater  the  purer  the 
lime,  and  the  less  the  more  strongly  hydraulic  the  lime  is.  The 
best  proportions,  according  to  Vicat,  are — 

2*4  measures  of  sand  to  1  of  pure  slaked  lime  in  paste; 
1  *8  measures  of  sand  to  1  of  good  hydraulic  lime  in  paste ; 

and  lime  of  intermediate  qualities  bears  intermediate  proportions  of 
sand. 

When  sand  and  pozzolana  are  mixed  with  pure  lime  to  make 
hydraulic  mortar,  the  sand  and  pozzolana  together  may  measure 
from  double  to  2£  times  the  volume  of  the  lime  before  slaking. 

In  mixing  mortar,  however,  the  best  method  is,  to  ascertain 
the  proper  proportions  in  each  case  by  trial 

The  labour  of  mixing  mortar  by  the  slwvtl  may  be  estimated  at 
about 

|  of  a  day's  work  of  a  man  per  cubic  yard. 

A  two  liorse  pug-mill  mixes  mortar  at  the  rate  of  from  20  to  25 
cubic  yards  per  day. 

As  hydraulic  mortar  tends  to  set,  or  harden,  even  in  the  wet  state, 
it  should  not  be  mixed  until  immediately  before  it  is  required  for  use. 

230.  Concrete  and  Bctoa. — Common  concrete  is  a  mixture  of 
mortar  with  gravel,  in  proportions  such  that  the  gravel  and  sand 
together  are  about  six  times  the  volume  of  the  lime.  It  may  be 
mixed  either  by  hand  or  by  the  pug-milL 
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Strong  Hydraulic  Concrete,  to  which  the  name  beton,  borrowed 
from  the  French,  has  been  applied,  is  made  by  mixing  angular 
fragments  of  stone  of  from  1£  to  2  inches  in  diameter,  with 
hydraulic  mortar  in  such  proportions,  that  the  moi-tar  is  a  little 
more  than  enough  to  fill  the  spaces  between  the  stones : — a  propor- 
tion which  is  easily  found  by  trial  in  each  case.  It  may,  however, 
be  estimated  as  varying  from 

1  volume  of  stones  and  1  volume  of  mortar,  to 

2  volumes  of  stones  and  1  volume  of  mortar. 

Concrete  and  beton,  when  mixed,  occupy  at  first  from  two-thirds 
to  three-fourths  of  the  total  volume  of  their  materials  before  mixing ; 
and  when  laid  and  rammed,  they  undergo  a  further  settlement  of 
about  one-sixth;  so  that  the  final  volume  of  concrete  and  beton 
varies  from 

g  to  $  of  the  volume  of  the  materials  when  unmixed. 

When  rounded  stones  only  can  be  obtained,  such  as  flints  from 
the  chalk  strata,  they  may  be  made  fit  for  the  composition  of  beton 
by  breaking  them  with  the  hammer  into  angular  pieces.  (See  p.  436.) 

231.  mixed  Cement. — Cement  which  is  to  dry  and  set  when  fully 
exposed  to  the  air,  as  at  the  outer  edges  of  joints,  or  on  the  face  of 
a  wall,  should  be  mixed  with  sand,  to  prevent  unequal  drying,  and 
consequent  shrinking  and  cracking.     The  proportions  vary  from 

1  measure  of  sand  and  2  of  cement,  to 
1  measure  of  sand  and  1  of  cement. 

Every  mixture  of  sand  diminishes  the  tenacity  of  cement;  so  much 
so  that  a  mixture  of  equal  parts  of  sand  and  cement  has  only  one- 
fourth  part  of  the  tenacity  of  pure  cement.  Where  the  surface  of 
the  cement,  therefore,  is  not  exposed  to  the  air,  the  only  advantage 
of  a  mixture  of  sand  is  the  saving  of  expense;  and  where  great 
tenacity  is  required,  pure  cement  should  be  used. 

232.  Strength  of  mortar.  Cement,  Concrete,  and  Beton. — To  the 

data  given  in  the  tables  in  the  appendix,  the  following  results  of 
experiment  may  be  added : — 

A  Year  and  a-halp  after  Mixture.      .  £RU8Hf  o  FoRCTK  .. 

«.  j.^*.  ^«*r  ^"^^   <•»**««»  .Lu.^».xv«a.       fa  lbe.  on  the  Square  Inch. 
Mortar  of  Lime  and  River-Sand, 440 

„  „  „  beaten, 600 

Mortar  of  Lime  and  Pit-Sand, 580 

„  „  „         beaten, 800 

Hydraulic  Mortar,  of  lime  and  pounded  tiles, 680 

„  „  „  beaten,  930 

Beton,  or  concrete,  of  mortar  and  broken  flints,  420 
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Sixteen  Years  after  Mixture,  the  increase  of  strength  is  in  the 
following  proportions : — 

For  common  mortar, i-8th 

For  hydraulic  mortar, 1-4U1. 

(The  above  results  are  given  on  the  authority  of  Rondelet.) 

One  Year  after  Mixture.  t*na* itt  faT1^; 

Good  hydraulic  lime, 170 

Ordinary  hydraulic  lime  <  .        * 

Rich  lime, 40 

Good  hydraulic  mortar, 140 

Ordinary  hydraulic  mortar, 85 

Good  common  mortar, 50 

Bad  common  mortar, 20 

(The  above  are  from  Vicat) 

Six  Months  after  Mixture. 

Adhesion  of  common  mortar  to  compact  lime- 
stone,      i.j 

Adhesion  of  common  mortar  to  brick,  33 

(The  above  are  from  Rondelet) 

Cement  from  Chalk  Lime  and  Blue  Clay,  a  few 

days  after  mixture  (Sir  C.  W.  Pasley), 125 

Portland  Cement  (from  compact  limestone  and 

clay)  30  to  50  days  after  mixture, 1200  to  1550 

233.   Gjp&mm — Plaster  •£  Paris.— Gypsum   is  a  compound    of 
ulphate  of  lime  with  water,  in  the  following  proportions : — 

One  equivalent  of  sulphuric  acid  (sulphur  32  + 

oxygen  48)= 80 

One  equivalent  of  lime, 57 

Two  equivalents  of  water, 36 

'73 

It  is  found  stratified,  and  in  various  conditions,  crystalline, 
laminated,  granular,  and  earthy.  It  is  translucent,  usually  white 
or  gray,  has  a  pearly  lustre,  and  can  be  easily  scratched  with  a 
knife,  being  intermediate  in  hardness  between  rock-salt  and  cal- 
careous spar. 

By  calcining  gypsum  the  water  is  expelled,  and  it  becomes  * 
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dry  white  powder  of  sulphate  of  lime,  known  as  "  Plaster  of  Paris." 
When  this  powder  is  rapidly  mixed  with  water,  so  as  to  form  a 
paste,  it  immediately  begins  to  combine  with  part  of  the  water,  so 
as  to  reproduce  gypsum  in  a  compact  granular  state ;  heat  is  at  the 
same  time  developed,  which  hastens  the  evaporation  of  the  super- 
fluous water.  The  mixture  should  be  made  by  putting  the  powder 
into  the  water,  not  the  water  amongst  the  powder.  The  proportion 
of  water  used  varies  according  to  the  purpose  to  which  the  plaster 
is  to  be  applied ;  on  an  average  it  is  about  equal  in  bulk  to  the 
powder. 

The  tenacity  of  plaster,  after  it  has  "  set,"  or  hardened,  according 
to  Rondelet,  is  about  70  lbs.  per  square  inch. 

234.   BllnnlnoBB  C«»ent  and  Concrete*— A  bituminous  cement  is 

a  mixture  of  a  pitchy  or  bituminous  substance  with  an  earthy 
substance. 

For  example,  AspJudtic  Mastic  is  made  by  mixing  Bitumen,  or 
mineral  tar,  obtained  from  bituminous  shale  or  sandstone,  with  the 
powder  of  bituminous  limestone  or  asplialt : — a  mineral  which  con- 
sists of  carbonate  of  lime,  containing  in  its  pores  from  3  to  15  per 
cent,  of  bitumen. 

The  asphalt  may  either  be  broken  into  small  fragments  or 
ground  to  powder.  It  is  then  combined  with  the  bitumen  by 
heating  the  latter  in  an  iron  boiler,  and  adding  the  asphalt  by 
degrees,  taking  care  to  mix  the  ingredients  well.  The  proportions 
vary  with  the  composition  of  the  asphalt,  less  bitumen  being 
required  for  that  asphalt  which  contains  much  bitumen.  The 
average  proportion  may  be  estimated  at  about  1  part  by  measure  of 
bitumen  to  7  or  8  of  asphalt. 

Artificial  asphaltic  mastic  may  be  made  by  substituting  coal-tar, 
or  a  solution  of  pitch  in  pitch-oil,  for  bitumen,  and  adding  to  it 
finely  ground  limestone  till  a  proper  consistency  is  attained. 

A  mastic  composed  of  coal-tar  and  finely  ground  fireclay,  in 
proportions  which  have  never  been  exactly  determined,  but  which 
arc  adjusted  by  trial  until  the  mixture  when  cool  is  just  soft 
enough  to  yield  visibly  to  the  pressure  of  the  nail,  and  no  more, 
has  been  found  exceedingly  useful  to  make  tight  joints  in  pipes, 
especially  those  traversed  by  strong  acids,  which  would  act  upon  a 
mastic  containing  limestone. 

A  bituminous  or  asp/taltic  mortar,  as  it  may  be  called,  is  made  by 
adding  to  the  before-mentioned  mixture  of  bitumen  and  powdered 
asphalt,  about  a  thirty-fifth  of  its  bulk  of  resin  oil,  and  three-fifths 
of  its  bulk  of  sand. 

1 1  Measures  of  this  mixture,  with  9  of  broken  stone,  make  a  sort 
of  bituminous  concrete,  suited  for  covering  the  surfaces  of  roads,  and 
for  building  under  water. 
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Section  IV. — Of  Ordinary  Foundations. 

235.  Ordinary  Fan  tidal  ion*  Defined  and  Clamtid.— The  foundation 

of  a  work  of  masonry  on  land  consists,  in  the  first  place,  of  an 
excavation  in  the  ground,  and  secondly,  if  required,  of  a  structure 
at  the  bottom  of  that  excavation,  suited  to  form  a  firm  base 
for  the  masonry.  The  foundations  to  which  this  section  relates 
are  those  in  which  either  an  excavation  alone  is  required,  or 
an  excavation  partially  filled  with  sand,  stones,  concrete,  or  beton. 
Foundations  of  a  more  difficult  character,  and  requiring  more  com- 
plex works  to  render  them  secure,  will  be  treated  of  in  a  later 
chapter. 

Ordinary  foundations  are  rauged  under  three  classes,  viz. : — 

I.  Foundations  in  Hock,  or  material  whose  stability  is  not 
impaired  by  saturation  with  water. 

II.  Foundations  infirm  earthy  such  as  sand,  gravel,  and  hard  clay. 

III.  Foundations  in  soft  earth. 

The  base  of  every  foundation  should  be  as  nearly  as  possible  per- 
pendicular to  the  direction  of  the  pressure  which  it  is  to  sustain , 
and  of  sufficient  area  to  bear  that  pressure  with  safety.  The  area 
is  increased  to  any  required  extent  by  making  the  lowest  courses  of 
masonry  or  brickwork  in  the  building  spread  out  by  a  series  of 
steps;  by  supporting  them  on  a  sufficiently  broad  layer  of  concrete 
or  beton ;  by  making  inverted  arches  under  openings ;  and  by  other 
contrivances.  The  centre  of  resistance  of  the  foundation  of  a  piece  of 
masonry  (or  point  traversed  by  the  resultant  of  the  pressure), 
should  not  deviate  from  the  centre  of  gravity  of  its  figure  beyond 
certain  limits,  which  will  be  afterwards  specified  in  particular 
cases. 

236.  Roek  Foundations.— To  prepare  a  rock  foundation  for  bein^ 
built  upon,  the  following  are  in  general  all  the  operations  that  are 
required : — 

I.  To  cut  away  all  loose  and  decayed  parts  of  the  rock. 

II.  To  cut  and  dress  the  rock  to  a  plane  surface,  or  to  a  set  of 
plane  surfaces  like  those  of  steps,  perpendicular,  or  nearly  perpen- 
dicular, to  the  pressure  to  be  sustained. 

III.  To  fill,  if  necessary,  hollows  in  rock  with  beton,  or  with 
rubble  masonry. 

IV.  In  some  cases  it  is  advisable,  in  order  to  distribute  the 
pressure,  that  the  rock  should  be  covered  with  a  layer  of  beton, 
whose  thickness,  in  different  examples,  ranges  from  a  few  inches  to 
six  feet  and  upwards. 

The  intensity  of  the  pressure  on  a  rock  foundation  should  at  no 
point  exceed  one-eighth  of  the  pressure  which  would  crush  the  rock. 
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(See  Article  215,  p.  36.)  The  following  are  examples  of  the 
actual  intensity  of  the  pressure  on  some  existing  rock  found- 
ations : — 

Pressure  in  lbs. 
on  the  on  the 

Square  Foot.    Square  Inch. 

Average  of  ordinary  cases,  the  rock 
being  at  least  as    strong  as  the 

strongest  red  bricks, 20,000     ...     140 

Pressures  at  the  base  of  St.  Rollox 
Chimney  (450  feet  below  the  sum- 
mit) : — 

On  a  layer  of  strong  concrete  or 

beton,  6  feet  deep, 6,670     ...       46 

On  sandstone  below  the  beton,  so 
soft  that  it  crumbles  in  the 
hand, 4,000     ...       28 

The  last  example  ahows  the  pressure  which  is  safely  borne  in 
practice  by  one  of  the  weakest  substances  to  which  the  name  of 
rock  can  be  applied. 

The  proper  rule  for  limiting  the  deviation  of  the  centre  of 
resistance  of  a  rock  foundation  from  the  centre  of  gravity  of  its 
figure  is,  that  there  should  be  no  tension  at  any  point  of  the  base. 
The  following  is  the  formula  for  calculating  the  greatest  value  of 
the  deviation  in  question  which  is  consistent  with  that  limi- 
tation : — * 

Let  A  denote  the  area  of  the  base; 

y  the  distance  from  the  centre  of  gravity  of  the  figure  of  the  base 
to  the  edge  furthest  from  the  centre  of  resistance ; 

h  the  total  breadth  of  the  base  in  the  same  direction ; 

I  the  moment  of  inertia  of  that  figure,  computed  as  for  the  cross- 
section  of  a  beam  relatively  to  a  neutral  axis  traversing  the  centre 
of  gravity  at  right  angles  to  the  direction  of  the  deviation  to  be 
found.  (See  Article  162,  pp.  252-254,  and  Article  179,  pp. 
294,  295.) 

I  the  deviation  to  be  found; 

then 

'=51,=**; o-> 

in  which  expression,  q  has  the  same  meaning  as  in  Article  179,  pp. 
294,  295,  where  a  table  of  its  values  for  various  figures  is  given* 

•  See  Applied  Mechanics,  Article  94,  pp.  76,  77 ;  Article  305,  pp.  228,  329. 
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The  only  assumption  involved  in  this  equation  is,  that  the  pressure 
on  the  foundation  is  an  uniformly  varying  stress. 

237.   Theory  of  Earth  Foundations.    (A.  M.,  199.) — In  earth  whoso 

friction  is  alone  to  be  relied  on  for  resistance  to  displacement  by  the 
pressure  of  a  building,  the  weight  of  earth  displaced  by  the 
foundation  should  not  bear  a  less  ratio  to  the  weight  of  the  build- 
ing than  that  given  by  the  following  equations,  in  each  of  which 

x  represents  the  depth  of  the  foundation  ; 
to  the  weight  of  a  cubic  foot  of  the  earth ; 
0  its  angle  of  repose. 

Case  I.  Let  the  weight  of  the  building  be  uniformly  distributed 
over  its  base,  and  let  p0  be  the  intensity  of  the  pressure  produced 
by  it     Then 

to  x         /l  —  sin  <p\2  ,.  . 

—  \l  +  sin  J  I1"' 


Po 


Case  IL  When  the  weight  of  the  building  is  so  distributed  that 
there  is  an  uniformly  varying  pressure  on  the  foundation,  as  as- 
sumed in  Article  236,  let  pY  be  the  greatest,  p2  the  least,  and  p0  the 
mean  intensity  of  that  pressure ;  then  the  two  following  conditions 
must  be  fulfilled : — 


to  x 
"ft" 


/l^s^y  ( 

—  \1  +  sin  <p/  '  v    ' 


to  x 
ft" 


i; 


(3.) 


Whence  are  deduced  the  following  restrictions  as  to  the  extent 
of  variation  of  the  intensity  of  the  pressure  on  the  base,  and  the 
deviation  of  its  centre  of  resistance  from  the  centre  of  gravity  of 
its  figure. 


B^n-±™L?Y; (4.) 

is=qh. !*=£*, 


(5.) 

-TO 

When  the  figure  of  the  foundation,  as  is  usually  the  case,  is 
symmetrical  about  its  neutral  axis,  we  have 

ft  +  ft 

and  consequently, 

to  a;         (1  —  sin  ft)2  _,           2  sin  0  f 

7~  —   l  +  sin*<P  ""     —  1+ain**' ™> 
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*  i    Pi  — P"       '  i       2  sin  0  /t7  x 

Pi  +  7*2  *  +  sm    * 

The  following  table  gives  some  examples  of  the  values  of  the 
functions  of  the  angle  of  repose  which  occur  in  the  preceding 
formulae : — 

*  i5°        2o°       25°      3o°  35°  40°       45° 


1  -f-  sin  0 
1  — sin  V 

1  —  sin  O 
1  +  sin  0 

/l  +  sin  0\* 
V 1  —  sin  0/ 

\1  +  sin  q>J 

1  +  Rin*  d> 
(1  —  sin  vf- 


1700   2145    2-464   3000       3690       4*599     5826 


o'5S3   0*466   0-406   0-333       0-271       0-217     0172 
2-890   4*472    6070   9-000     13*619     21-152     33*94 


0-346   0-224  °'l6&  o-iii       0*073       0-047  0*0295 


1*945   2736   3'535   5*000       V3™     11*076     17-47 


(1 — sin  0)2  0 

^ — , — .  0  7       0-514   0*421    0-283   0-200       0*137       0*000     0-057 
1  4-  sm20  "' 

o     * 

rrssr*    OVr86  °579  °717  o3o°    °863    °'910  °'943 

238.   Foundations  In  Firm    Earth. — When  a  foundation   is  to  bo 

made  in  such  earth  as  hard  clay,  clean  dry  gravel,  or  clean  sharp  sand, 
— that  is  to  say,  in  earth  which  has  considerable  frictional  stability, 
and  is  not  liable  to  have  that  stability  diminished  by  becoming 
saturated  with  water, — it  is  rarely  necessary  to  apply  the  principles 
of  the  preceding  article ;  because  the  depth  to  which  the  foundation 
must  be  sunk,  in  order  that  the . building  may  rest  on  earth  below 
the  reach  of  the  disintegrating  effects  of  frost  and  drought,  is  almost 
always  greater  than  those  principles  require.  In  Britain  that 
depth  should  be  at  least  3  feet  for  sand  and  4  feet  for  clay.  In 
continental  regions,  where  the  climate  has  greater  extremes  of  heat 
and  cold,  a  greater  depth  is  necessary.  For  example,  in  Germany,  it 
appcara  that  the  depths  of  ordinary  foundations  are  from  4  to  5 
feet,  and  in  North  America  from  4  to  6  feet. 

Care  should  be  taken  to  divert  surface-water,  which  may  tend  to 
run  into  the  foundation,  by  means  of  catch  water  drains,  just  as  in 
other  cuttings  (Article  189,  p.  334);  and,  if  necessary,  drains  ought 
also  to  be  made  at  the  bottom  of  the  foundation. 

The  greatest  intensity  of  pressure  on  foundations  in  firm  earth  is 


FOUNDATIONS  IN   EARTH.  381 

usually  from  2,500  to  3,500  lbs.  per  square  foot,  or  from  17  to 
23  lbs.  per  square  inch. 

In  fixing  the  " spread"  or  additional  breadth  given  to  the  "  foot- 
ings" or  foundation  courses  of  the  masonry  or  brickwork  of  ordinary 
walls,  #the  usual  rule  is  to  make  the  breadth  of  the  base  once-and- 
a-half  the  thickness  of  the  body  of  the  wall  in  compact  gravel,  and 
twice  that  thickness  in  sand  and  stiff  clay. 

239.  In  Fonndatiou*  «n  Soil  Earth  care  must  be  taken  that  the 
depth  of  the  foundation  is  not  less,  as  compared  with  the  pressure  of 
the  buildings,  and  the  deviation  of  the  centre  of  resistance  not 
greater,  as  compared  with  the  breadth  of  base,  than  the  limits  given 
by  the  formulae  of  Article  237.  Those  objects  are  promoted  by 
making  the  breadth  of  the  base  of  the  masonry  as  great  as  is 
practicable,  so  as  at  once  to  distribute  its  weight  over  a  large 
surface,  and  to  increase  the  breadth  as  compared  with  the  deviation 
of  the  centre  of  resistance  from  the  centre  of  gravity*  of  the  base. 

If  practicable,  the  ground  should  be  well  drained  before  the 
digging  of  the  foundation  is  commenced,  in  order  to  increase  its 
firmness  as  far  as  possible. 

Precisely  as  in  the  case  of  an  embankment  on  soft  ground 
(Article  204,  p.  343),  a  trench  may  be  dug  and  tilled  with  a  stable 
material,  such  as  saud  or  concrete,  iu  order  to  distribute  the  pres- 
sure, and  convey  it  to  a  sufficiently  low  stratum  of  the  softer 
material.     To  find  the  proper  depth  for  the  trench — 

Let  pl  be  the  greatest  intensity  of  pressure  of  the  intended 
building  on  its  base,  in  lbs.  per  square  foot  In  calculating  this 
quantity,  if  the  trench  is  to  be  filled  with  sand,  the  area  over  which 
the  weight  of  the  building  is  distributed  should  be  taken  as  simply 
equal  to  the  area  of  the  lowest  course  of  foundation  stones.  But  if 
the  trench  is  to  be  filled  with  beton,  the  weight  may  be  considered 
(as  in  an  example  given  in  p.  378)  to  be  distributed  over  the  whole 
area  of  the  layer  of  beton,  provided  the  edges  of  that  layer  do  not 
project  beyond  the  edges  of  the  foundation  stones  to  a  distance 
greater  than  the  depth  of  the  layer  of  beton. 

Let  10  be  the  weight  in  lbs.  of  a  cubic  foot  of  the  material  with 
which  the  trench  is  to  be  filled ;  being  about  90  lbs.  for  sand  and 
130  for  strong  concrete  or  beton — 

w\  the  weight  of  a  cubic  foot  of  the  soft  earth ; 

$',  its  angle  of  repose ; 

also   let  -z — j — : — -.  =  k'l  (for  values  of  It  and  of  k\  sec  p.  380) : 
1  +  sin  ^  '  x  '        l  n 

and  the  required  depth  of  the  trench  =  of ;  then 

*'  =  ri^ivk* m 
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The  material  for  filling  the  trench  should  be  laid  and  rammed  in 
layers  of  about  a  foot  deep.  If  concrete  is  used,  the  effect  of 
ramming  may  be  produced  by  throwing  it  down  from  a  scaffolding 
at  least  ten  feet  high. 

If  the  trench  is  filled  with  sand,  the  building  may  be  founded  on 
the  layer  of  sand  as  on  a  natural  sand  foundation. 

If  the  trench  is  filled  with  concrete,  the  building  is  to  be  built 
on  the  upper  surface  of  that  layer  as  soon  as  it  is  set,  care  being 
taken  that  the  intensity  of  the  pressure  on  the  concrete  does  not 
anywhere  exceed  one-eighth  part  of  its  resistance  to  crushing;  that 
is  to  say,  about 

— -Q —  =  6,660  lbs.  on  the  square  foot,  or 
o 

555 

-v—  =  46  lbs.  on  the  square  inch, 
o 

In  buildings  which  contain  a  number  of  openings,  such  as  arches, 
windows,  doorways,  <fcc.,  the  distribution  of  the  load  on  the 
foundation  over  an  increased  area  may  be  effected  by  means  of 
inverted  arches  under  the  openings,  provided  those  arches  are  very 
accurately  built. 

The  more  difficult  class  of  foundations  in  soft  ground,  which 
require  the  use  of  timber  or  iron  to  make  them  safe,  will  be  treated 
of  in  a  later  chapter. 

When,  by  trial-pits  and  borings,  it  ia  shown  that  a  soft  stratum 
underlies  a  firm  one,  equation  1  should  be  applied  in  order  to 
determine  whether  the  depth  {x)  of  the  firm  stratum  is  sufficient 
to  make  the  foundation  safe.  When  the  firm  stratum  consists  of 
sound  rock,  the  intensity  px  of  the  pressure  on  the  soft  stratum  due 
to  the  weight  of  the  building  may  be  computed  according  to  the 
same  rule  as  for  a  layer  of  concrete.  The  results  of  this  method 
will  err  on  the  safe  side. 

Section  Y. — Construction  of  Stone-Masonry. 

240.  General  Principles. — The  following  principles  are  to  be 
observed  in  the  building  of  all  classes  of  stone-masonry. 

I.  To  build  the  masonry,  as  far  as  possible,  in  a  series  of  courses, 
perpendicular,  or  as  nearly  perpendicular  as  possible,  to  the  direction 
of  the  pressure  which  they  have  to  bear;  and  to  avoid  all  long 
continuous  joints  parallel  to  that  pressure  by  "  breaking  joint." 

II.  To  use  the  largest  stones  for  the  foundation  course. 

III.  To  lay  all  stones  which  consist  of  layers  or  "  beds  "  in  such 
a  manner  that  the   principal  pressure  which  they  have  to   bear 
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shall  act  in  a  direction  perpendicular,  or  as  nearly  perpendicular  as 
possible,  to  the  direction  of  the  layers.  This  is  called  "  laying  the 
stone  on  its  natural  bed,"  and  is  of  primary  importance  to  strength 
and  durability,  as  has  been  already  explained  in  various  Articles. 

IV.  To  moisten  the  surface  of  dry  and  porous  stones  before 
bedding  them,  in  order  that  the  mortar  may  not  be  dried  too  fast, 
and  reduced  to  powder  by  the  stone  absorbing  its  moisture. 
(Article  229,  p.  372.) 

V.  To  fill  every  part  of  every  joint,  and  all  spaces  between  the 
stones,  with  mortar;  taking  care  at  the  same  time  that  such  spaces 
shall  be  as  small  as  possible. 

241.  niaMniy  Clowe*.— The  face  of  a  stone  is  its  outer  surface 
which  is  exposed  to  view.  Its  beds  are  the  surfaces  parallel  to  the 
layers.  Its  sides  are  the  surfaces  which  bound  it  in  a  direction 
transverse  both  to  the  face  and  to  the  beds.  The  term  bed  is  also 
applied  to  the  joints  between  or  parallel  to  the  courses,  through 
which  the  principal  pressures  act ;  these  joints  are  also  called  bed- 
joints;  the  side-joints,  or  joints  transverse  both  to  the  beds  and  tho 
face,  are  often  called  simply  joints. 

The  classitication  of  masonry  for  engineering  purposes  is  based 
almost  entirely  on  the  size  and  figure  of  the  stones,  and  on  the 
manner  in  which  the  joints,  whether  bed-joints  or  side-joints,  are 
formed  and  executed,  the  appearance  of  the  face  being  a  matter  of 
secondary  importance. 

The  principal  tools  employed  in  the  dressing  of  stone  are,  the 
scabbling  hammer,  whose  head  is  pointed  at  one  end  like  a  pick, 
and  axe-formed  at  the  other,  and  various  chisels,  of  which  one  is 
pointed  at  the  end,  and  the  others  fiat,  and  of  breadths  ranging 
from  one  to  three  inches,  or  thereabouts. 

The  scabbling  hammer  produces  a  rough  approximation  to  a 
plane  surface ;  the  point  gives  a  closer  approximation,  producing  a 
surface  covered  with  a  number  of  small  parallel  ridges  and  furrows; 
the  "  inch-tool "  aud  other  flat-ended  chisels  cut  away  the  ridges 
left  by  the  point,  producing  still  greater  smoothness.  Stone  thus 
dressed  is  said  to  be  "  droved." 

There  are  an  indefinite  number  of  different  qualities  of  masonry, 
from  "  perpend  ashlar,"  in  which  every  stone  is  hewn  to  a  regular 
figure  and  exactly  fitted  to  the  adjoining  stones,  to  common 
rubble,  in  which  the  stones  are  built  nearly  as  they  come  from  the 
quarry,  great  irregularities  of  figure  alone  being  reduced  by  means 
of  the  hammer. 

For  engineering  purposes,  masonry  may  be  classed  generally 
under  four  principal  kinds,  viz.: — Ashlar  —  Block-in-course — 
Coursed  Rubble — and  Common  Rubble — and  the  combinations 
of  those  four  kinds. 
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242.  Ashlar  niaMmy,  or  hewn  stone,  consists  of  blocks  cut  to 
regular  figures,  generally  rectangular,  and  built  in  courses  of  an 
uniform  depth,  which  is  seldom  less  than  a  foot. 

In  order  that  the  stones  may  not  be  liable  to  be  broken  across, 
no  stone  of  a  soft  material,  such  as  the  weaker  kinds  of  sandstone 
and  granular  limestone,  should  have  a  length  greater  than  3  times 
its  depth ;  in  harder  materials,  the  length  may  be  4  or  5  times  the 
depth.  The  breadth,  in  soft  materials,  may  range  from  1£  times  to 
double  the  depth ;  in  hard  materials,  it  may  be  3  times  the  depth. 

The  bed-joints  and  side-joints  are  dressed  to  plane  surfaces 
(and  in  some  exceptional  cases  to  be  afterwards  specilied,  to  curved 
surfaces).  In  the  case  of  plane  joints  this  is  done  by  making  an 
accurately  plane  chisel-draught  all  round' the  edges  of  the  surface 
to  be  shaped,  and  if  the  stone  is  large,  some  additional  transverse 
chisel-draughts  in  the  same  plane,  and  dressing  the  remainder  of 
the  surface  by  the  point  down  to  the  plane  of  the  chisel-draught, 
which  serves  as  a  guide.  The  accuracy  with  which  this  is  done  is 
of  special  importance  in  the  case  of  bed-joints ;  for  if  any  part  of  the 
surface  projects  beyond  the  plane  of  the  chisel-draught,  that  pro- 
jecting part  will  have  to  bear  an  undue  share  of  the  pressure, 
which  will  be  concentrated  upon  it;  and  the  joint,  which  will  gape 
at  the  edges,  constituting  what  is  called  an  open  joint,  will  be 
wanting  in  stability.  On  the  other  hand,  if  the  surface  of  the  bed 
is  concave,  having  been  dressed  down  below  the  plane  of  the  chisel- 
draughts,  the  pressure  is  concentrated  on  the  edges  of  the  stone,  to 
the  risk  of  splintering  them  off.  Such  joints  are  said  to  be  fiuslitdL 
They  are  more  difficult  of  detection  after  the  mason ly  has  been 
built  than  open  joints,  and  are  often  executed  by  design,  in  order  to 
give  a  neat  appearance  to  the  face  of  the  building ;  and  therefore 
their  occurrence  must  be  guarded  against  by  careful  inspection  of 
the  progress  of  the  stone-cutting. 

When  the  stone  has  been  dressed  so  that  all  the  small  ridges  on 
its  surface  are  in  one  plane  with  the  chisel-draughts,  the  pressure 
is  distributed  with  a  near  approach  to  uniformity ;  for  the  mortar 
serves  to  transmit  it  to  the  furrows  between  the  ridges. 

Great  smoothness  is  not  desirable  in  the  joints  of  ashlar  masonry 
intended  for  strength  and  stability;  for  a  moderate  degree  of 
roughness  adds  at  once  to  the  resistance  to  displacement  by  sliding, 
and  to  the  adhesion  of  the  mortar. 

Each  stone  should  first  be  fitted  into  its  place  dry,  in  order  that 
any  inaccuracy  of  figure  may  be  discovered  and  corrected  by  the 
stone-cutter,  before  it  is  finally  laid  in  mortar,  and  settled  in  its 
bed.  No  'side-joint  in  any  course  should  be  directly  above  a  side- 
joint  in  the  course  below;  but  the  stones  shoidd  overlap  or  break 
joint  to  an  extent  of  from  once  to  once-and-a-half  the  depth  of  a 
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course.  This  is  called  the  bond  of  the  masonry :  its  effect  is  to  make 
each  stone  be  supported  by  at  least  two  stones  of  the  course 
below,  and  assist  in  supporting  at  least  two  stones  of  the  course 
above;  and  its  objects  are  twofold:  first,  to  distribute  the  pressure; 
so  that  inequalities  of  load  on  the  upper  part  of  the  structure,  or  of 
resistance  at  the  foundation,  may  be  transmitted  to  and  spread 
over  an  increasing  area  of  bed  in  proceeding  downwards  or  upwards, 
as  the  case  may  be;  and  secondly,  to  tic  the  building  together,  or 
give  it  a  sort  of  tenacity,  both  lengthwise  and  from  face  to  back, 
by  means  of  the  friction  of  the  stones  where  they  overlap. 

A  stone  which  lies  with  its  greatest  length  parallel  to  the  face  of 
the  building  is  called  a  stretcher.  A  stone  which  lies  with  its 
greatest  length  perpendicular  to  the  face  of  the  building  is  called  a 
header.  Stretchers  tie  the  building  together  lengthwise,  headers 
crosswise.  The  strongest  bond  in  ashlar  masonry  is  that  in  which 
each  course  at  the  face  of  the  building  contains  a  header  and  a 
stretcher  alternately,  the  outer  end  of  each  header  resting  on  the 
middle  of  a  stretcher  of  the  course  below ;  so  that  rather  more  than 
one-Uiird  of  the  area  of  the  face  consists  of  ends  of  headers.  This 
proportion  may  be  deviated  from  when  circumstances  require  it ; 
but  in  every  case  it  is  advisable  that  the  ends  of  headers  should 
not  form  less  than  otic- fourth  of  the  whole  area  of  the  face  of  the 
building. 

Quoins,  or  corner- stones,  which  should  be  of  large  size  and 
chosen  with  special  care,  are  at  once  headers  and  stretchers;  each 
quoin  being  a  header  relatively  to  one  of  the  two  faces  of  the 
building  which  it  connects,  and  a  stretcher  relatively  to  the  other. 

The  thickness  of  mortar  in  the  joints  of  well-executed  ashlar 
masonry  should  be  about  an  eighth  of  an  inch.  The  volume  of  mortar 
required  in  all  is  about  one-eighth  part  of  the  volume  of  the  stone. 

Ashlar  masonry  is  used  in  engineering  chiefly  for  the  piers, 
abutments,  arches,  and  parapets  of  bridges,  for  hydraulic  works  to 
be  afterwards  specified,  for  facing,  quoins,  string  courses,  and 
coping  to  inferior  kinds  of  masonry,  and  to  brickwork,  and  in 
general,  for  works  in  which  great  strength  and  stability  are 
required. 

A  rougher  kind  of  ashlar  masonry  is  built  with  stones  of  the 
sizes  and  figures  already  mentioned,  but  scabbled  or  dressed  with 
the  hammer.  It  may  be  considered  as  intermediate  between  ashlar 
and  block- in- course. 

It  what  manner  soever  the  faces  of  ashlar  stones  are  dressed,  or 
even  should  they  be  "  quarry-faced,"  there  ought  to  be  a  chisel- 
draught  round  the  edges  of  the  face,  forming  sharp  and  straight 
edges  with  the  chisel-draught  of  the  beds  and  joints,  in  order  thai 
the  stone  may  be  accurately  set 

2o 
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243.  Bi«ck-ln-c«nr»e  Masonry  differs  from  hammer- dressed  ashlar* 
chiefly  in  being  built  of  smaller  stoues.  The  usual  depth  of  the 
courses  is  from  7  to  9  inches.  The  same  rules  apply  to  breaking 
joint,  and  to  the  proportions  which  the  lengths  and  breadths 
of  the  stones  should  bear  to  their  depths,  as  in  ashlar;  and  as  in 
ashlar  also,  at  least  one-fourth  of  the  face  of  the  building  should 
consist  of  headers,  whose  length  should  be  from  3  to  5  times  the 
depth  of  a  course. 

Block-in-course  masonry  is  used  for  spandrils  and  wing-walls  of 
bridges,  the  facing  of  retaining  walls,  and  similar  purposes. 

244.  In  Craned  Rabble  Masonry  the  building  consists  of  a  series 
of  horizontal  courses,  seldom  exceeding  one  foot  in  depth,  each  of 
which  is  correctly  levelled  before  another  is  built  upon  it;  but  the 
side-joints  are  not  necessarily  vertical.  One-fourth  part  at  least  of 
the  face  in  each  course  should  consist  of  bond-stones  or  headers ; 
each  header  to  be  of  the  entire  depth  of  the  course,  of  a  breadth 
ranging  from  1^  times  to  double  that  depth,  and  of  a  length 
extending  into  the  building  to  from  3  to  5  times  that  depth, 
as  in  ashlar.  Those  headers  should  be  roughly  squared  with 
the  hammer,  and  their  beds  hammer-dressed  to  approximate 
planes;  and  care  should  be  taken  not  to  place  the  headers  of 
successive  courses  above  each  other;  for  that  arrangement  would 
cause  a  deficiency  of  bond  in  the  intermediate  parts  of  the  course. 
Between  the  headers,  each  course  is  to  be  built  of  smaller  stones,  of 
which  there  may  be  one,  two,  or  more,  in  the  depth  of  the  course. 
These  are  sometimes  roughly  squared,  so  as  to  have  vertical  side- 
joints;  sometimes  the  stones  are  taken  as  they  come,  so  that  the 
side-joints  are  irregular;  but  no  side-joint  should  form  an  angle 
with  a  bed-joint  sharper  than  60°.  Care  should  be  taken,  not  only 
that  each  stone  shall  rest  on  its  natural  bed,  but  that  the  sides 
parallel  to  that  natural  bed  shall  be  the  largest,  so  that  the  stone 
may  lie  flat,  and  not  be  set  on  edge  or  on  end.  Howsoever  small 
and  irregular  the  stones  may  be,  care  should  be  taken  to  make  the 
courses  break  joint.  Hollows  between  the  larger  stones  should 
be  carefully  filled  with  smaller  stones,  completely  imbedded  in 
mortar. 

Coursed  rubble  masonry  requires  great  care  in  the  inspection  of 
its  progress,  to  see  that  the  preceding  rules  are  observed;  and 
especially,  that  the  interior  of  the  wall  contains  neither  empty 
hollows,  nor  spaces  filled  wholly  with  mortar  or  with  rubbish 
where  pieces  of  stone  ought  to  be  inserted,  and  that  each  stone  is 
laid  flat,  and  on  its  natural  bed.  Care  must  be  taken  that  the 
headers  or  bond-stones  are  really  what  they  profess  to  be,  and  not 
thin  stones  set  on  edge  at  the  face  of  the  wall. 

A  cubic  yard  of  rubble  masonry  requires,  in  order  to  allow 
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for  waste,  about  1^  cubic  yard  of  stones,  and  J-  cubic  yard  of 
mortar. 

The  resistance  of  good  coursed  rubble  masonry  to  crushing  is 
about  four-teutbs  of  that  of  single  blocks  of  the  stone  that  it  is 
built  with. 

Coursed  rubble  is  used  for  retaining  walls  and  wing-walls  that 
require  less  strength  than  those  built  of  block -in-courso  or  ashlar, 
for  the  backing  of  pieces  of  masonry  that  are  faced  with  ashlar  or 
block-in-course,  for  fence-walls,  and  for  various  other  purposes. 

Bubble  is  often  built  in  "  random  courses ;"  that  is  to  say,  each 
course  rests  on  a  plane  bed,  but  is  not  necessarily  of  the  same 
depth  or  at  the  same  level  throughout,  so  that  the  beds  occasionally 
rise  or  tall  by  steps. 

245.  Canaan  Bubble  iHunrr  differs  from  coursed  nibble  in  not 
being  built  in  courses;  but  in  other  respects  the  same  rules  are  to 
be  observed.  The  resistance  of  common  rubble  to  crushing  is  not 
much  greater  than  that  of  the  mortar  which  it  contains;  it  is 
therefore  not  to  be  used  where  strength  is  required,  unless  built 
with  strong  hydraulic  mortar.  Its  chief  use  in  engineering  is  for 
fence  wails. 

246.  Aahl*r    nmd  B!Mk-tn-C*arM  backed  will.    Hubble. — In   this 

sort  of  masonry  the  stones  of  the  ashlar  or  block-in-course  face 
should  have  their  beds  and  joints  accurately  squared  and  dressed 
with  the  hammer,  or  the  point,  as  the  case  may  bo  (see  Articles 
242,  243,  pp.  384  to  38G),  for  a  breadth  of  from  once  to  twice  (or 
on  an  average,  once  and  a- half)  the  depth  of  the  course,  inwards 
from  the  face ;  but  the  backs  of  these  stones  may  be  rough.  The 
proportion  and  length  of  the  headers  should  be  the  same  as  in 
ashlar,  and  the  "tails"  of  those  headers,  or  parts  which  extend 
into  the  rubble  backing,  may  be  left  rough  at  the  back  and  sides; 
but  their  upper  and  lower  beds  should  bo  hammer-dressed  to  the 
general  planes  of  the  beds  of  the  course.  These  tails  may  taper 
slightly  in  breadth,  but  should  not  taper  in  depth. 

The  rubble  backing,  built  as  described  in  Article  244,  p.  386, 
should  be  carried  up  at  the  same  time  with  the  face-work,  and  in 
courses  of :  the  same  depth,  the  bed  of  each  course  being  carefully 
formed  to  the  same  plane  with  that  of  the  ashlar  or  block-in-course 
facing. 

In  estimating  the  labour  or  cost  of  building  such  masonry  as  is 
here  described,  the  area  of  the  face,  multiplied  by  the  distance 
inwards  to  which  the  dressing  of  the  joints  is  carried,  may  be  taken 
as  ashlar  or  block-in-course,  as  the  case  may  be,  and  the  remainder 
as  rubble. 

These'  combinations  of  masonry  are  the  most  generally  useful  in 
engineering  works;  and  they  are  especially  suitable  in  a  mechanical 
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point  of  view  where  the  pressure  is  concentrated  towards  the  face 
of  the  building,  as  in  retaining  walls. 

For  the  abutments  of  bridges  they  are  not  mechanically  suitable, 
because  the  pressure  is  concentrated  towards  the  back ;  but  if  in 
any  bridge  coursed  rubble  is  strong  enough  to  resist  the  pressure 
at  the  back  of  the  abutments,  it  may  be  used  for  that  purpose, 
and  faced  with  block-in-course,  or  ashlar,  for  the  sake  of  appearance, 
and  of  protection  from  the  weather. 

Coursed  rubble  masonry  is  often  used  in  combination  with  ashlar 
quoins,  to  which  the  remarks  in  Article  242,  p.  385,  are  applicable. 

247.  String  cwnm  and  Copes. — A  string  course  is  a  course  of 
large  stones  slightly  projecting  beyond  the  face  of  a  building,  and 
dressed  and  built  like  ashlar  or  block-in-course,  as  the  case  may  be. 
Setting  aside  its  architectural  appearance,  its  mechanical  use  is  to 
support  some  load  and  distribute  it  upon  the  masonry  below  it  For 
example,  when  a  coursed  rubble  or  block-in-course  wing-wall  or 
spandril  of  a  bridge  has  to  support  an  ashlar  parapet,  a  string 
course  must  first  be  placed  on  the  wall,  to  give  a  steady  base 
for  the  parapet,  and  to  distribute  its  weight  over  the  smaller  stones 
below. 

The  Cape  of  a  wall  consists  of  large  and  heavy  stones,  slightly 
projecting  over  it  at  both  sides,  accurately  bedded  on  the  wall,  and 
jointed  to  each  other  with  hydraulic  mortar,  or  with  cement  Its 
use  is  to  shelter  the  mortar  in  the  interior  of  the  wall  from  the 
weather,  and  to  protect,  by  its  weight,  the  smaller  stones  below  it 
from  being  knocked  off  or  picked  out  Cope-stoues  should  be  so 
shaped  that  water  may  rapidly  run  off  from  them. 

Rough  rubble  coping  forms  an  exception  to  the  general  rule  that 
laminated  stones  should  be  laid  with  their  layers  parallel  to  the 
beds  of  the  courses.  In  this  case  the  stones  are  very  often  set  on 
edge,  with  their  layers  vertical,  and  perpendicular  to  the  length  of 
the  wall,  so  that  the  edges  of  the  layers  alone  are  exposed  to  the 
air,  at  the  top,  as  well  as  at  the  sides  of  the  cope. 

Additional  stability  is  given  to  a  cope  by  so  connecting  the  cope- 
stones  together  that  it  is  impossible  to  lift  one  of  them,  without,  at 
the  same  time,  lifting  the  ends  of  the  two  next  it  This  is  done 
either  by  means  of  iron  cramps  inserted  into  holes  in  the  stones, 
and  fixed  there  with  lead,  or  better  still,  by  means  of  dowels  of  some 
very  hard  and  strong  stone,  such  as  greenstone  or  granite.  These 
are  small  prismatic  or  cylindrical  blocks,  each  of  which  fits  into  a 
pair  of  opposite  holes  in  the  contiguous  ends  of  a  pair  of  cope- 
stones,  where  it  is  fixed  with  cement  or  hydraulic  mortar. 

Cast  iron  and  wrought  iron  dowels  are  also  used,  but  they 
are  inferior  in  durability  to  those  of  hard  stone,  though  superior 
in  strength.     Copper  dowels  are  strong  and  durable,  but  expensive. 
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Cramps  or  dowels  may  be  used  in  string  courses,  or  in  any  part 
of  a  piece  of  masonry. 

Fence- walls  are  sometimes  coped  with  sods,  or  with  clay-puddle, 
(Article  206,  p.  344.) 

248.  Pointing  a  piece  of  masonry  consists  in  scraping  the  mortar 
from  the  outer  edges  of  the  joints,  at  the  face  of  the  building,  as 
far  as  the  point  of  the  trowel  will  reach,  and  filling  the  groove  so 
made  with  mixed  cement,  or  with  hydraulic  mortar,  to  keep  out 
moisture.     As  to  mixed  cement,  see  Article  231,  p.  374. 

In  sea-walls  exposed  to  hard  blows  from  the  waves,  cement  put 
into  the  joints  by  ordinary  pointing  is  apt  to  jump  out  in  pieces; 
and  it  is  best  to  lay  the  stones  in  cement  for  two  or  three  inches 
inwards  from  the  face  of  the  wall. 

249.  Diy  Stone  Waiu  should  be  built  according  to  the  principles 
already  laid  down  for  rubble  masonry  in  Articles  244,  245,  pp. 
386,  387,  with  the  single  exception  that  the  mortar  is  to  be 
omitted.  It  is  often  advisable  to  make  the  cope  of  a  dry  stone 
wall  waterproof,  in  order  that  water  may  not  lodge  in  the  joints  of 
the  wall  and  force  the  stones  from  their  places  by  its  expansion  in 
freezing.  In  such  cases  the  cope  may  be  made  of  stones  set  on 
edge,  and  jointed  with  mortar;  or  of  bituminous  concrete  (Article 
234,  p.  376);  or  if  great  cheapness  be  desired,  of  clay  puddle. 
(Article  206,  p.  344.) 

If  a  dry  stone  wall  is  intended  to  be  permanent,  rounded 
boulders  should  not  be  used  in  their  natural  condition  to  build  it, 
but  should  first  be  broken  into  flat  and  angular  pieces. 

Dry  stone  building  is  employed  for  fence- walls,  and  sometimes 
for  a  backiug  to  retaining  walls,  in  order  at  once  to  diminish  the 
pressure  of  earth  against  them,  and  to  drain  away  water  by  letting 
it  escape  between  the  crevices  of  the  stones. 

It  is  also  used  in  retaining  walls  of  small  height,  and  in  facing 
earthen  slopes  exposed  to  the  action  of  water  (Article  196,  p. 
339 ;  and  Article  205,  p.  344) ;  and  in  the  latter  case  the  beds  of 
the  courses  are  laid  perpendicular  to  the  direction  of  the  steepest 
slope. 

250.  I*ab«nr  of  Sione-tfasonrr. — The  following  information  as  to 
the  labour  required  to  execute  different  kinds  of  work  connected 
with  stone-masonry  is  given  chiefly  on  the  authority  of  Gauthey : — 

Rubble  Stone,  one  cubic  yard.  Day's  Work  of  a  Mao. 

Loading  barrows  with  stone, o*o6 

Wheeling  one  relay  =  about  100  feet  on  a  level,     0*045 
(As  in  earthwork,  each  foot  of  ascent  is  equi- 
.    valent  to  six  feet  of  additional  distance.) 
Unloading  barrows, 0*03 
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As  to  mixing  mortar,  see  Article  229,  p.-  373;  and  as  to  the  pro- 
portions of  mortar  and  stone,  see  Articles  242  to  245,  pp.  385  to 
387. 

Day's  Work  of  a  Man  per  Conic  Yard. 

Kinds  op  Building.  Breaking    Stone-     t^adinc  k|,bou^e^8, 

Stone.      Cutting.  s'      Work* 

Dry  stone, 0*64          —  i*oo  0*50 

Coursed  rubble, 064          —  0*90  0*90 

Block-in-course, 0*90  1-5  0*90  0*90 

Block-in-course  arching, 0*90  2*25  0*90  0*90 

Ashlar  (soft  sandstone),  {  from  I<8°         2*°        I-0°         ,0° 

v  n  |t0...    2*50  O'OO  2'00  2*00 

Facing  ashlar,  per  square  foot  (soft  sandstone) — 

Stroked  with  the  point,  0-05;  Droved,  0*07;  Polished,  0-10. 

Labour  of  breaking  and  stone-cutting  for  harder  stones — 

Hard  sandstone  =  soft  sandstone  X  2; 

Hard  limestone,  marble,  granite  =  soft  sandstone  X  from  3  to  4. 

Curved  facing  =  flat  X  (l  +  __*i-_  Y 

\        radius  in  feet/ 

Taking  down  old  masonry,  0*5  day's  work  of  a  man  per  cubic 
yard. 

251.    nrcbanlmn    for   norlng   large    Stones. — There    are  various 

ways  of  laying  hold  of  stones  that  are  too  heavy  to  be  moved  by 
hand,  the  most  usual  being  the  following : — 

I.  By  nippers  or  tongs,  the  claws  of  which  enter  a  pair  of  holes 
in  the  sides  of  the  stone.  Those  holes  should  be  situated  in  a 
horizontal  line  passing  through  or  a  little  above  the  centre  of 
gravity  of  the  stone. 

II.  By  a  single  iron  plug,  very  slightly  tapered,  and  driven 
tightly  with  the  hammer  into  a  vertical  cylindrical  hole  in  the  top 
of  the  stone,  directly  above  its  centre  of  gravity.  At  the  upper 
end  of  the  plug  is  an  eye,  to  which  the  chaiu  for  lifting  the  stone 
is  hooked.  After  the  stone  has  been  laid  in  its  place,  a  few  sharp 
taps  given  sideways  with  the  hammer  loosen  the  plug.  This 
method  answers  best  with  the  hardest  stones,  such  as  granite. 

III.  By  a  pair  of  iron  plugs,  inserted  into  two  holes  in  the  top 
of  the  stone,  which  converge  towards  each  other  at  a  right  angle, 
being  inclined  in  opposite  directions  at  angles  of  45°.  The  eyes  at 
the  upper  ends  of  the  plugs  are  attached  to  a  pair  of  chains,  which, 
when  the  stone  hangs  by  them,  are  at  right  angles  to  their 
respective  plugs,  and  meet  each  other  at  a  right  angle,  where  they 
are  attached  to  the  lower  end  of  one  main  chain.     The  two  plug- 
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holes  should  be  in  a  vertical  plane  traversing  the  centre  of  gravity 
of  the  stone,  and  equally  distant  from  it  The  tension  on  each  of 
the  branch  chains  is 

=  weight  of  the  stone  X  •  707. 

IV.  By  the  Lewis,  a  truncated  iron  wedge  or  dovetail  with  the 
larger  end  downwards,  made  of  three  pieces,  which  can  be  put  into 
or  taken  out  of  a  similarly  shaped  hole  in  the  top  of  the  stone  one 
by  one,  but  not  together.  The  lewis-hole  is  made  from  2  inches  to 
10  inches  deep,  according  to  the  weight  of  the  stone. 

The  most  generally  useful  machine  for  lifting  and  shifting  large 
stones  in  ordinary  buildings  is  the  moveable  jib-crane.  In  large 
buildings  a  travelling  crab  or  winch  is  used,  running  on  a  travelling 
platform ;  that  is  to  say,  a  framework  of  timber  and  iron  is  erected, 
consisting  of  two  parallel  lines  of  posts  with  sufficient  diagonal 
bracing,  supporting  a  pair  of  parallel  beams,  which  extend  along 
the  whole  length  of  the  intended  building,  and  include  its  greatest 
breadth  between  them ;  each  of  those  longitudinal  beams  carries  an 
iron  rail ;  upon  the  pair  of  longitudinal  rails  so  carried  run  the 
wheels  supporting  the  travelling  platform,  which  spans  over  the 
whole  breadth  of  the  building,  and  is  made  sufficiently  strong  and 
stiff  by  tubular  iron  beams  or  otherwise;  it  carries  a  pair  of 
transverse  rails,  upon  which  runs  a  four-wheeled  truck,  carrying 
the  crab  or  winding  machine,  which  can  thus  be  moved  to  any 
part  of  the  building.  The  whole  apparatus  may  be  worked  by  a 
steam-engine. 

252.    1  Bairn  menu  nae*  In  Building. — In  Article   65,  p.   Ill,  and 

Article  68,  p.  113,  it  has  been  already  explained  how  the  situations 
and  levels  of  those  leading  points  upon  which  the  situations  and 
levels  of  all  other  points  in  a  piece  of  masonry  depend,  are  to  be 
set  out  by  the  engineer. 

The  principal  instruments  used  during  the  progress  of  the  build- 
ing are  the  cord,  for  setting  out  long  straight  lines,  such  as  the  edges 
of  the  bed-joints ;  the  straight-edge,  for  shorter  straight  lines  and 
for  plane  surfaces ;  the  square  and  the  bevel,  for  right  and  oblique 
angles;  the  plumb-rule,  for  vertical  or  nearly  vertical  lines;  the 
level,  for  horizontal  lines  and  planes,  which  may  be  like  an 
inverted  £,  with  a  plummet  to  set  the  stem  vertical,  or  what  is 
better,  a  spirit-level. 

Wljen  the  face  of  a  wall  is  to  be  vertical,  it  can  be  set  out,  and 
its  accuracy  tested,  by  a  plumb-rule,  being  a  flat,  straight-edged 
piece  of  board,  with  a  line  marked  on  it  parallel  to  one  of  its 
edges,  which  line  is  set  truly  vertical  by  a  plummet. 

When  the  face  of  the  wall  is  to  have  "  a  straight  batter,11 — that 
is,  to  be  inclined  at  an  uniform  angle  to  the  vertical,  the  rule  to  be 
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used  is  still  straight-edged,  but  the  edge  is  inclined  to  the  plumb- 
line  at  the  proper  angle  of  batter.  The  batter  of  a  wall  is  usually 
described  by  stating  the  extent  of  deviation  from  the  vertical  in  a 
given  height;  for  example,  "  one  in  twelve,"  or  "  one  inch  in  a  foot." 

When  the  vertical  section  of  the  face  of  a  wall  is  to  be  curved, 
it  is  said  to  have  a  "  curved  batter,"  and  it  must  be  set  out  by 
means  of  a  "  face-mould," — that  is  to  say,  a  narrow,  flat  board, 
having  one  of  its  edges  of  the  intended  figure  of  the  face  of  the 
wall,  and  having  a  straight  line  marked  upon  it,  which  is  set  truly 
vertical  by  means  of  a  plummet  Great  care  should  be  bestowed  on 
preparing  the  face-moulds  of  important  pieces  of  masonry ;  in  some 
cases,  which  will  be  exemplified  farther  on,  every  course  of  stones 
ought  to  be  marked  on  the  edge  of  the  mould. 

Large  face-moulds  are  sometimes  made  of  several  pieces  of  tim- 
ber framed  together. 

When  the  beds  of  the  courses  are  to  be  plane  and  level,  they  can 
be  set  correctly  by  the  level  and  common  straight-edge.  When 
they  are  to  be  planes  having  a  given  slope,  a  rule  must  be  em- 
ployed having  two  straight  edges  inclined  to  each  other  at  such  an 
angle  that,  when  one  edge  is  set  horizontal  by  the  spirit-level,  the 
other  has  the  proper  inclination.  If  the  beds  of  the  courses  are  to 
be  perpendicular  to  a  straight  or  curved  battering  face,  their  posi- 
tion can  be  set  out  and  tested  by  the  square. 

Curved  beds,  such  as  are  employed  for  some  special  purposes, 
require  the  use  of  suitably  curved  "  bed-moulds.1* 

In  all  cases  in  which  economy  of  time  and  money  has  to  bo 
studied,  the  engineer  should,  as  far  as  practicable,  avoid  curved 
figures  in  masonry ;  for  not  only  are  they  more  tedious  and  expen- 
sive to  set  out  and  to  build  than  straight  and  plane  figures,  but  it 
is  more  difficult  to  test  the  accuracy  with  which  they  have  been 
executed.  A  single  glance  will  detect  the  smallest  appreciable 
inaccuracy  in  a  wall  with  a  straight  batter,  while  the  same  process 
in  the  case  of  a  wall  with  a  curved  batter  would  require  either  a 
long  series  of  measurements,  or  the  application  of  a  cumbrous  face- 
mould  to  various  parts  of  the  wall ;  and  this  becomes  a  matter  of 
serious  importance  in  large  structures,  where  errors  in  form  may 
affect  the  strength  and  stability. 

253.  Ifienauration  of  Masonry.— For  engineering  purposes,  quan- 
tities of  the  rougher  kinds  of  masonry  are  stated  in  cubic  yards, 
and  of  the  finer,  in  cubic  feet. 

But  there  are  also  special  units  of  measure  for  masonry,  such  as 
the  following : — 

A  rood  of  masonry  means,  when  applied  to  surface,  36  square 
yards,  and  when  applied  to  volume,  36  square  yards  of  a  wall  of  a 
specified   thickness,   such   as   2   feet.     In   estimating  a  building 
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according  to  this  system,  the  superficial  measure  of  the  face  is 
taken  in  roods  of  36  square  yards,  in  order  to  estimate  the  cost  of 
the  face-work;  and  then  the  area  in  superficial  roods  of  the  face  of 
each  portion  of  the  building  is  multiplied  by  the  ratio  which  its 
thickness  bears  to  2  feet,  so  as  to  compute  the  cubic  contents  in 
solid  roods  of  36  square  yards  in  area  and  2  yards  thick  in  order 
to  estimate  the  cost  of  the  masonry  exclusive  of  the  face.  This 
method  is  better  suited  to  architectural  than  to  engineering  purposes. 

Section  VI. — Construction  of  Brickwork* 

254.  General  Principle*. — The  following  principles  are  to  be  ob- 
served in  building  with  bricks : — 

I.  To  reject  all  misshapen  and  unsound  bricks.  (See  Article 
220,  p.  366.) 

II.  To  place  the  beds  of  the  courses  perpendicular,  or  as  nearly 
perpendicular  as  possible,  to  the  direction  of  the  pressure  which 
they  have  to  bear ;  and  to  make  the  bricks  in  each  course  break 
joint  with  those  of  the  courses  above  and  below  by  over-lapping  to 
the  extent  of  from  one  quarter  to  one  half  of  the  length  of  a  brick. 

III.  To  cleause  the  surface  of  each  brick,  and  to  wet  it  thoroughly 
before  laying  it,  in  order  that  it  may  not  absorb  the  moisture  of 
the  mortar  too  rapidly. 

IV.  To  fill  every  joint  thoroughly  with  mortar,  taking  care  at 
the  same  time  that  the  thickness  of  mortar  shall  not  exceed  about 
a  quarter  of  an  inch. 

In  order  to  prevent  the  use  of  too  great  a  thickness  of  mortar, 
it  is  usual  in  specifications  to  prescribe  a  certain  depth  which  a 
certain  number  of  courses  of  brickwork  shall  not  exceed.  For 
example,  if  the  bricks  are  2  J  inches  deep,  it  may  be  specified  that 
four  courses  of  bricks,  when  built,  shall  not  measure  more  than  one 
foot  in  depth ;  a  condition  which  implies  that  the  average  thickness 
of  mortar  in  the  joints  shall  be  \  inch. 

V.  To  use  no  "  bats,"  or  pieces  of  bricks,  except  when  absolutely 
necessary,  in  order  to  make  a  "closure," — that  is,  to  finish  the  end 
or  corner  of  a  wall,  or  the  side  of  an  opening;  and  even  then,  to  use 
no  piece  less  than  half  a  brick. 

In  stating  the  length  and  breadth  of  masses  of  brickwork,  it  is 
usual  to  employ  the  length  of  a  brick  as  an  unit  of  measure.  For 
example,  if  bricks  are  used  which  build  to  9  inches  in  length, 

4  brick  means  4£  inches. 

1  „  „       9  inches. 

1£     „  „       1  foot  1£  inch. 

2  „  M       1  foot  6  inches. 
And  so  on. 


394  MATERIALS  AND  STRUCTURES. 

The  volume  of  mortar  required  for  good  brickwork  is  about  one- 
fifth  of  the  volume  of  the  bricks. 

255.  Bond  in  Brickwork*— The  bricks  used  in  a  given  building 
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Fig.  166.  Fig.  167. 

being  of  uniform  or  nearly  uniform  size  and  figure,  are  to  be  built 
according  to  an  uniform  system,  which  is  called  the  bond  of  the 
brickwork. 

As  in  ashlar  masonry,  so  in  brickwork,  a  header  is  a  brick  whose 
length  lies  perpendicular  to  the  face  of  the  wall;  a  stretcher,  one 
whose  length  lies  parallel  to  the  face  of  the  wall.  As  the  length 
of  a  brick  is  almost  exactly  double  of  its  breadth,  one  stretcher 
occupies  the  same  area  on  the  face  of  the  wall  with  two  headers. 

I.  English  Bond,  which  is  considered  the  strongest  and  most 
stable  arrangement,  consists  in  laying  entire  courses  of  headers  and 
of  stretchers  periodically,  as  in  fig.  166.  Sometimes  the  courses  of 
headers  and  stretchers  occur  alternately ;  sometimes  there  is  only  one 
course  of  headers  for  every  two,  three,  or  four  courses  of  stretchers. 
The  stretchers  tie  the  wall  together  lengthwise,  the  headers  cross- 
wise. The  proportionate  numbers  of  the  courses  of  headers  and 
stretchers  should  depend  on  the  relative  importance  of  transverse 
and  longitudinal  tenacity.  (A.  M.,  202.)  The  proportion  shown 
iu  fig.  166,  of  one  course  of  headers  to  two  of  stretchers,  is  that 
which  gives  equal  tenacity  to  the  wall  lengthwise  and  crosswise, 
and  which  therefore  may  be  considered  the  best  in  ordinary  cases. 

In  a  factory  chimney,  the  lougitudinal  tenacity,  which  resists 
any  force  tending  to  split  the  chimney,  is  of  more  importance  than 
the  transverse  tenacity ;  therefore,  in  these  buildings,  it  is  advisable 
to  have  a  greater  proportion  of  stretchers,  such  as  three  or  four 
courses  of  stretchers  to  one  course  of  headers. 

In  building  brickwork  in  English  Bond,  it  is  to  be  borne  in 
mind  that  there  are  twice  as  many  vertical  or  side-joints  in  a 
course  of  headers  as  there  are  in  a  course  of  stretchers ;  and,  there- 
fore, that  unless  great  care  is  taken  in  laying  the  headers  to  make 
these  joints  very  thin,  two  headers  will  occupy  a  little  more  length 
than  one  stretcher,  and  the  correct  breaking  of  the  joiuts,  to  the 
extent  of  exactly  a  quarter  of  a  brick,  will  be  lost.  This  is  often 
the  case  in  carelessly  built  brickwork,  in  which  at  intervals  vertical 
joints  are  seen  nearly  or  exactly  above  each  other  in  successive 
courses. 
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II.  In  Flemish  Bond  (fig.  1 67)  a  header  and  a  stretcher  are  laid 
alternately  in  each  course,  and  so  placed  that  the  outer  end  of 
each  header  lies  on  the  middle  of  a  stretcher  in  the  course  below. 
The  number  of  vertical  joints  in  each  course  is  the  same,  so  that 
there  is  no  risk  of  the  correct  breaking  of  the  joints  by  a  quarter  of 
a  brick  being  lost ;  and  the  wall  presents  a  neater  appearance  than 
one  built  in  English  Bond.  English  Bond,  however,  when  cor- 
rectly built,  is  considered  to  be  stronger  and  more  stable  than 
Flemish  Bond.  " 

256.  Hoop  iron  Bond.— Pieces  of  hoop  iron  are  sometimes  laid 
flat  in  the  bed-joints  of  brickwork,  to  increase  its  longitudinal 
tenacity.  They  should  break  joint  with  each  other;  and  the  ends 
of  each  piece  of  hoop  iron  should  be  bent  down  at  right  angles  for 
the  length  of  two  inches  or  thereabouts,  and  inserted  into  vertical 
joints  of  the  course  of  bricks  on  which  the  hoop  iron  lies. 

The  total  sectional  area  of  the  hoop  iron  needs  not  exceed  about 
l-300th  of  that  of  the  brickwork. 

257.  Pointing  Joinu.— (See  Article  248,  p.  388.) 

258.  The  Foundation  Coarse*  of  a  piece  of  brickwork  usually 
spread  downwards  by  steps  of  a  quarter  of  a  brick  at  the  face  and 
back,  until  a  sufficient  breadth  is  gained  to  support  the  weight 
of  the  building,  according  to  the  principles  already  explained  in 
Section  IV.  of  this  Chapter,  pp.  377  to  381. 

259.  siring  Courses  and  Copes.  Brick  string  courses  ought  to 
consist  entirely  of  headers,  and  so  also  ought  copes  built  with 
ordinary  bricks.  Coping  for  brick  walls  is  sometimes  made  with 
large  bricks  moulded  expressly  for  that  purpose.  Stone  string 
courses  and  coping  are  frequently  used  along  with  brick  building, 
especially  where  strength  and  stability  are  required. 

260.  In  Brickwork  with  Stone  Quoins  s|>ecial  care  must  be 
taken  that  the  layer  of  mortar  in  each  bed-joint  of  the  brickwork 
is  as  thin  as  possible;  for  as  the  bed-joints  of  the  brickwork  are 
three  or  four  times  as  numerous  as  those  of  the  stone  quoins,  any 
superfluous  thickness  of  the  former  will  cause  the  brickwork  to 
settle  more  than  the  stone  quoins,  the  effect  of  which  will  be  to  dis- 
figure, crack,  and  perhaps  destroy  the  building. 

261.  Labour  of  Brickwork. — The  following  data  are  given  on  the 
authority  of  Gauthey : — 

Day's  Work  op  a  Mah  per  Cubic  Yard. 

Bricklayer.  Labourer.  g£3dlr* 

Ordinary  Bricklaying, o'6  o*6  o*2 

Brick  Arching, 0*9  o *9  various. 

In  the  case  of  arching,  the  labour  of  erecting  scaffolding  includes 
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that  of  putting  up  "  centres/'  or  timber  frames  for  the  arches  to 
rest  on  while  in  progress.  These  structures  will  be  considered 
further  on. 

262.  Mensuration  of  Brickwork. — For  engineering  purposes  in 
Britain,  quantities  of  brickwork  are  usually  computed  and  stated 
in  cubic  yards;  but  there  are  also  special  modes  of  stating  them, 
such  as  the  following : — 

Each  piece  of  brickwork  has  its  thickness  stated  in  bricks  and 
half-bricks;  the  area  of  its  face  is  calculated:  from  that  area  is 
computed  the  area  of  a  wall  of  the  standard  thickness  of  one  brick 
and  a-half  and  of  the  same  cubic  contents,  and  the  reduced  area  so 
obtained  is  stated  in  rods  of  30£  square  yards,  and  in  square  yards. 

A  rod  of  brickwork,  of  a  brick  and  a-half  thick,  if  each  brick  bo 
9  inches  long,  is  equal  to  11 J  cubic  yards  very  nearly. 

Section  VII. — Of  Buttresses  and  Retaining  Walls. 

263.  The  Stability  of  Blocks  of  Masonry  and  Brickwork  In  General 

(A.M.j  211)  depends  on  the  conditions  already  stated  in  Article 
139,  p.  220 — viz,,  that  of  stability  of  position,  which  requires  that 
the  structure  shall  not  give  way  by  overturning;  and  that  of  sta- 
bility of  friction,  which  requires  that  it  shall  not  give  way  by  the 
sliding  of  one  course  upon  another;  and  those  two  conditions  ought 
to  be  fulfilled  at  the  bed-joint  ofeacli  course. 

The  following  are  the  most  convenient  ways  of  expressing  these 
conditions  by  means  of  formulae  suitable  for  calculation : — 

I.  Stability  of  Position  is  insured  when  the  moment  of  the  force 
tending  to  overturn  the  mass  above  a  given  bed-joint  does  not  ex- 
ceed the  moment  of  stability  of  the  mass  of  masonry  above  that 
bed-joint. 

To  express  the  moment  of  stability  at  a  given  bed-joint  symboli- 
cally, it  is  necessary,  in  the  first  place,  to  determine  the  greatest 
distance  to  which  the  "  centre  of  pressure "  or  "  of  resistance  "  at 
that  bod-joint  may  deviate  from  the  middle  of  the  bed,  without 
endangering  the  stability  of  the  structure. 

Let  q  denote  the  greatest  safe  ratio  of  the  deviation  to  the  thick- 
ness of  the  masonry  at  the  given  bed-joint. 

In  flying  buttresses,  and  piers  and  abutments  of  arches  and  of 

frames,  it  is  in  general  advisable  to  limit  q  according  to  the  rule 

already  given  for  rook  foundations,  Article  236,  p.  378— viz.,  tfuti 

tJiere  shall  be  no  tension  at  any  point  oftlie  bed,  the  pressure  being 

supposed  to  be  an  uniformly  varying  stress.     For  various  values  of 

q,  see  Article  179,  pp.  294,  295.     The  value  of  most  common  occur- 

1 
rence  is  that  for  solid  rectangular  structures — viz.,  q  =  -• 
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In  retaining  walls  for  sustaining  the  pressure  of  earth  or  of 
water,  the  following  are  average  values  of  q  deduced  from  the 
dimensions  of  actual  retaining  walls : — 

According  to  the  practice  of  British  engineers,  q  =  '375  nearly. 

According  to  the  practice  of  French  engineers,  q  =  from  *3  to  -25. 

The  following  is  a  method  of  determining  the  greatest  value  of  q 
for  a  rectangular  structure,  consistent  with  safety  from  crushing  of 
the  material,  based  on  the  supposition  that  the  intensity  of  the 
pressure  diminishes  at  an  uniform  rate  from  the  compressed  edge 
of  the  bed-joint  inwards,  that  the  mortar  exerts  no  appreciable 
tension,  and  that  consequently  the  distance  of  the  centre  of 
resistance  from  the  compressed  edge  is  one-third  of  the  thickness 
throughout  which  the  pressure  is  distributed : — 

Let  R  be  the  total  pressure  at  the  given  bed-joint; 

,,  ef, .  ,        '  \  of  the  mass  of  masonry  at  that  joint,  in  feet; 

f  the  greatest  safe  pressure  in  lbs.  on  the  square  foot  (being 
about  one-eighth  of  the  crushing  pressure) ;  then 

/=  2  R  -*  (s - 3 9)  h  i%>  and  therefore, 

_1 2R_ 

q~2     ZfbU  {i) 

The  value  of  q  having  been  fixed,  let 

r  t  denote  the  distance  from  the  middle  point  of  the  bed  to  the 
point  where  the  bed  is  cut  by  a  vertical  line  let  fall  from  the  centre 
of  gravity  of  the  mass  of  masonry  above  it; 

W,  the  weight  of  that  mass;  and 

j,  the  inclination  to  the  horizon  of  a  line  in  the  plane  of  the  bed, 
connecting  the  limiting  position  of  the  centre  of  resistance  with  the 
point  directly  below  the  centre  of  gravity  before  mentioned. 

Then  the  moment  of  stability  is, 

M  =  W  (q  =tz  r)  t  cosj; (2.) 

the  sign  <  _  >  being  used  according  as  the  centre  of  resistance, 
and  the  vertical  line  through  the  centre  of  gravity,  lie  towards 

{*£;;  -j    r  of  the  middle  of  the  diameter. „ 

the  same  side  J 

The  following  modification  of  this  expression  is  convenient  in 

comparing  structures  of  similar  figures  and  different  dimensions :— 
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Let  h  denote  the  height  of  the  structure  above  the  middle  of  the 
given  bed-joint,  b  the  breadth  of  that  bed  i  n  a  direction  perpendi- 
cular or  conjugate  to  the  thickness  t,  and  w  the  weight  of  an  unit 
of  volume  of  the  material.     Then 

W  =  n-whbt, (3.) 

where  n  is  a  numerical  /actor  depending  on  the  figure  of  the 
structure,  and  on  the  angles  which  the  dimensions,  h,  b9 1.  make 
with  each  other;  that  is,  the  angles  of  obliquity  of  the  co-ordinates 
to  which  the  figure  of  the  structure  is  referred.  Introducing  this 
value  of  the  weight  of  the  structure  into  the  formula  2,  we  find  the 
following  value  for  the  moment  of  stability : — 

M.  =  n(qz±z  r)  coaj  'whbfi (4.) 

This  quantity  is  divided  by  points  into  three  factors,  viz. : — 

(1.)  n  (q  =±=  r)  cos  j,  a  numerical  factor,  depending  on  the  figure 
of  the  structure,  the  obliquities  of  its  co-ordinates,  and  the  direction 
in  which  the  applied  force  tends  to  overturn  it. 

(2.)  w,  the  heaviness  of  the  material. 

(3.)  hb  ft,  a  geometrical  factor,  depending  on  the  dimensions  of 
the  structure. 

Now  the  first  factor  is  the  same  in  all  structures  having  figures 
of  the  same  class,  with  co-ordinates  of  equal  obliquity,  and  exposed 
to  similarly  applied  external  forces;  that  is  to  say,  to  all  structures 
whose  figures,  together  with  the  lines  of  action  of  the  applied 
forces,  are  parallel  projections  of  each  other,  with  co-ordinates  oj  equal 
obliquity.  (See  Articles  101,  140,  pp.  150,  220.)  Hence  for  any 
set  of  structures  which  fulfil  that  condition,  the  moments  of 
stability  are  proportional  to 

The  heaviness  of  the  material ; 

The  height; 

The  breadth ; 

The  square  of  the  thickness ;  that  is,  of  the  dimension  of  the 
base  which  is  parallel  to  the  vertical  plane  of  the  applied  force. 

The  following  is  the  general  expression  for  the  moment, 
relatively  to  the  limiting  position  of  the  centre  of  resistance,  of  an 
externally  applied  force,  tending  to  overturn  the  mass  of  masonry 
above  the  given  bed-joint. 

Let  P  denote  the  magnitude  of  that  force ; 

$  the  angle  which  its  direction  makes  with  the  horizon  in  a 

direction  contrary  to  that  of  the  slope  j  of  the  bed ; 

j  xi.        _L-    i  i-  •  i-j.       j  (  of  its  point  of  application  from 
ti  the  vertical  height,  and  I      ^   *         rf  1£rtanoe  of  tlie 

y  ,  the  horizontal  distance    J      ,, . 
then  the  perpendicular  distance  of  P  from  the  centre  of  resistance  is 
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a/ cos  $ —  y'sin  0\  and  the  required  moment  is  given  by  the  follow- 
ing formula,  which  also  expresses  the  condition,  that  that  moment 
shall  not  exceed  the  moment  of  stability  of  the  masonry  :— 


P  (a/  cos  6  —  y'  sin  6) 


M. 


(5.) 


JL  Stability  of  Friction  is  insured  when  the  resultant  pressure 
makes  with  a  normal  or  line  perpendicular  to  the  bed,  an  angle  not 
exceeding  the  angle  of  repose  of  the  materials. 

Let  <p  denote  that  angle.     (See  Article  110,  p.  172.) 

The  angle  made  by  the  resultant  pressure  with  the  vertical  is 


arc  *  tan  • 


P  cos  0 


W  +  Psin*' 
and  the  condition  of  stability  of  friction  is  given  by  the  equation, 


P  cos  6 
arc  •  tan  •  „   .   p   . — -  — j  ^  0. 
W  +  P  sin  0      J  — 


.(&) 


This  condition  can  always  be  fulfilled  by  properly  adjusting  the 
declivity  of  the  bed-joint,  j. 

264.   Stability  of  a  Vertical- faced  BnttrcM  with  Horizontal  Beds. 

(A.  M.t  213.) — Let  fig.  168  represent  a  vertical  section  of  a  buttress, 
with  a  vertical  face  C  D,  against  which  a  strut,  rib,  or  piece  of 
framework  abuts  at  C,  exerting  a  given  force  P  in  a  given  direction 
C  A.  In  order  that  the  buttress  may  be  stable,  it  must  fulfil  the 
conditions  of  stability  at  each  of  its  horizontal  bed-joints.  Let 
D  E  be  one  of  those  joints. 

Should  several  pressures  abut  against  the  buttress, 
the  force  P  acting  in  the  line  C  A  may  be  held  to 
represent  the  resultant  of  all  the  forces  which  are 
applied  above  the  particular  joint  D  E  under  con- 
sideration. 

Let  G  be  the  centre  of  gravity  of  that  part  of  the 
buttress  which  is  above  the  joint  D  E,  and  let  W 
denote  the  weight  of  the  same  part.  Through  G 
draw  the  vertical  line  A  G  B,  cutting  the  direction 
of  the  lateral  thrust  in  A,  and  the  joint  D  E  in  B; 
make  A  W  =  W,  A  P  =  P;  complete  the  parallelo-  p^  1C8. 
gram  APRW;  then  A  R  will  represent  the  result- 
ant of  all  the  forces  which  act  on  the  part  of  the  buttress  above 
the  joint  D  E,  to  which  the  resultant  of  the  resistance  at  that 
joint  must  be  equal  and  directly  opposed.  A  R  being  produced, 
cuts  D  E  in  F,  the  centre  of  resistance  of  that  joint,  which  must 
not  fall  beyond  a  certain  prescribed  limit,  that  the  condition  of 
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stability  of  position  may  l>e  fulfilled.  In  order  that  the  condition 
of  stability  of  friction  may  be  fulfilled,  the  angle  A  F  B  must  not 
be  less  than  the  complement  of  the  angle  of  repose. 

In  expressing  this  algebraically,  it  is  to  be  observed  that 

CD  =  ^;  DF  =  y';i=0) 

and  consequently  that  equation  5  of  the  preceding  Article,  p.  399, 
becomes, 

P  (a/ cos  6-y'  sin  *)  <^n  (q  z±zr)w hb  fi; (1.) 

and  equation  6, 

P  cos  $  ^ .       _  /0  x 

TTir* — v>  •     j  «*£  tan  fl.  (2.) 

nu)  hb  t  +  r&m  4 —  x    ' 

By  means  of  these  fundamental  equations  the  following  problems 
are  solved : — 

L  The  relation  between  the  weight  and  the  dimensions  of  the 
part  of  the  buttress  under  consideration  being  given  (in  other 
words,  the  factor  ?i  being  given),  it  is  required  to  find  the  least 
thickness  t  at  the  joint  D  £  consistent  with  stability  of  position. 

In  equation  1,  make  t/  =  ( q  +  «>)  t>  and  put  =  instead  ol  ^i; 

then 

n  (q  +  r)wh  b  fl=  P  (otf  cos  *-  (q  +  1)  tmn#.) 

To  simplify  the  form  of  this  quadratic  equation,  make, 

P,        A  I  q  +  „ )  P  sin  6 

a;  cos*      _A    V     2/  __^. 


n(q  +  r)whb        '  k2n(q+r)whb 

then  it  becomes 

**  =  A-2B«, 
the  solution  of  which  is 

1=  </(A  +  »)-B (3.) 

II.  To  find  the  least  weight  of  material  above  the  point  C,  con- 
sistent with  stability  of  friction. 

The  greatest  obliquity  of  pressure  occurs  at  that  joint  which  is 
immediately  below  the  point  of  abutment  C.  Let  h0  denote  the 
height  of  material  above  that  joint,  b0  the  breadth,  and  t0  the 
required  thickness;  then, 


n  w  h0  b0  *0  =  P  [°~  -  sin  t) (4.) 
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III.  Particular  Case — Rectangular  Buttress.  (A.  M.,  214.) — 
In  a  rectangular  buttress,  the  breadth  b  and  thickness  t  are  con- 
stant ;  and  if  h^  be  taken  to  denote  the  height  of  the  top  of  the 
buttress  above  the  point  C, 

h  =  h0  +  x 

will  be  its  height  above  a  given  joint.  Also,  because  the  centre  of 
gravity  of  the  portion  above  any  bed-joint  is  vertically  above  the 
centre  of  the  joint,  q[  =  0 ;  and  because 

W  =  w  h  b  t, 

n=l. 

These  values  being  substituted  in  equation  3,  give  the  follow- 
ing results,  in  which  x  denotes  the  depth  of  the  base  of  the  wall 
below  C. 

Vxcosi  (?+o)Psm' 

rxa*§      B=\ 2/ ,y(A  +  B*)-B...(5.) 

qw(h0  +  x)b'  2qw(h0  +  x)b  vv  '  v    ' 

As  the  depth  x  increases  without  limit,  the  thickness  required 
for  the  wall  approaches  the  following  limit : — 


V(^V) <*> 


which  depends  on  the  horizontal  component  of  the  applied  force 
alone. 

Supposing  this  value  to  be  adopted  for  the  tliickness  of  the  but- 
tress, in  order  that  it  may  be  stable,  how  deep  soever  the  base  may 
be  below  the  point  C,  then  to  insure  stability  of  friction,  the 
height  of  the  top  above  C  must  have  the  following  value : — 

*,.,,. !££^.«£±4  A/(-f^ (7.) 

w      *       sin  0  cos  i  sin  <p         y    \wo  cos  $J  x    ' 

Instead  of  the  rectangular  mass  k^bt,  there  may  be  substituted 
a  pinnacle  of  the  same  weight,  and  of  any  figure. 

265.   Stability  of  Retaining  or  Reretement  Walls  in  General.  (A.M., 

217.) — Figs.  169  and  170  represent  vertical  sections  of  retaining 
walls  against  which  banks  of  earth  abut.  In  each  figure  a  vertical 
layer  of  the  masonry  and  of  the  earth  is  supposed  to  be  considered, 
whose  length  is  unity.  D  E  is  the  base  of  the  layer  of  masonry,  F 
the  centre  of  resistance  of  that  base,  B  a  point  vertically  below  G,  the 

centre  of  gravity  of  the  weight  which  rests  on  that  base,  AW  a 

line  representing  that  weight,  A  P  a  line  representing  the  thrust 

of  the  earth ;  A  R,  the  diagonal  of  the  parallelogram  APR  W,  is  a 

2d 
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line  representing  the  resultant  pressure  at  the  base  DE,  and  cutting 
that  base  in  the  centre  of  resistance  F. 


Fig.  1C9. 


Fig.  170. 


In  each  figure,  D  O  is  a  vertical  plane  traversing  the  inner  edge 
D  of  the  base  of  the  wall,  and  cutting  the  plane  of  the  surface  of 
the  bank  in  O.     In  fig.  169,  the  whole  of  the  wall  lies  in  front  of 

that  vertical  plane;  so  that  the  weight,  represented  by  AW"  (or  by 
W  simply),  which  rests  on  the  base  D  E,  consists  of  the  weight  of 
the  masonry  together  with  the  weight  of  tfte  metes  of  earthy  if  any 
(represented  by  0  L  M),  which  is  vertically  above  that  base;  and  G  is 
the  common  centre  of  gravity  of  the  compound  mass  of  masonry 
and  earth,  which  is  situated  in  front  of  the  plane  0  D. 

In  fig.  170,  on  the  other  hand,  a  part  of  the  masonry,  represented 
by  D  L  O,  lies  behind  the  plane  O  D.  If  the  prism  DLO  consisted 
of  earth,  its  weight  would  be  supported  by  the  earth  beneath  it ; 
therefore  the  earth  beneath  that  prism  exerts  a  pressure  vertically 
upwards  sufficient  to  sustain  the  weight  of  a  prism  of  earth  of  a 
volume  equal  to  that  of  the  prism  of  masonry;  therefore  the  weight 
represented  by  A  W  (or  by  W  simply),  which  rests  on  the  base  D  E, 
consists  of  the  weight  of  the  masonry  in  the  vertical  layer  of  the 
wall,  less  the  weight  of  earth  which  would  fillDLOjandGis  the 
common  centre  of  gravity  of  the  masonry  EDO  which  lies  before 
the  plane  O D,  and  of  the  prism  DLO,  considered  as  having  a 
heaviness  equal  to  the  excess  of  the  heaviness  of  masonry  above  that 
of  earth 

It  has  already  been  shown  in  Article  183,  Division  IV.,  p.  323, 
that  the  pressure  of  the  earth  against  the  vertical  plane  O  D  (which 
pressure  is  parallel  to  the  surface  of  the  bank,  and  represented  by 
A  P  or  by  P  simply),  is  equal  to  the  weight  of  the  prism  of  earth 
O  DEL,  in  which  D  K,  parallel  to  the  surface  of  the  bank,  is  equal 
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to  the  vertical  depth  0  D  multiplied  by  the  ratio  of  the  conjugate 
pressures  at  a  point, 

p     coa  *  +  J  (cos*  *  -  cos*  c)' 

which  ratio  depends  on  the  slope  I  of  the  back,  and  angle  of 
repose  9 ;  and  that  the  resultant  of  that  pressure  traverses  C,  at  the 

height 

above  D.     For  the  sake  of  brevity  (v/  being  the  weight  of  unity  of 
volume  of  the  earth),  let 


then  equation  IS  of  Article  183,  p.  324,  becomes 

*-¥ <>•> 

This  force  has  to  be  multiplied,  as  in  Article  2C3,  by  the  perpen- 
dicular distance  of  F  from  C  F,  to  give  the  moment  of  the  couple 
which  tends  to  overturn  the  wait  Let  (  be  the  thickness  D  E, 
and;  the  angle  of  inclination  of  1)  E  to  the  horizon;  then  the  arm 
of  the  couple  in  question  ia 
a;  cos* 


--(?*  j)'-™  V+Jt) 


which  being  multiplied  by  the  force  P,  and  equated  to  the  moment 
of  stability  of  the  weight  which  rests  on  the  base  D  £,  gives  the 
following  condition  of  stability  of  position : — 

W(?=t=Ot'««j  =  -1-^-'-^-((?4^sLnC*+J-)..(2.) 

Now  suppose  (as  in  Article  2G3,  p.  398)  that  W  bears  a  definite 
ratio  n  to  the  weight  w  x  t  ■  cos  j  of  a  rectangle  of  masonry  whose 
height  is  O  D  =  x,  and  its  breadth  the  horizontal  distance  of  E 
from  O  D,  I  CMjj  then  the  first  side  of  equation  2,  being  the 
moment  of  stability,  becomes  as  follows: — 

Divide  both  sides  of  the  equation  by 

n  (q  d=  q")  w  a3  cob*  j, 
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and  for  brevity's  sake,  let 

w1  ■  cos  i 

then 

5— a»j W 

and  consequently 

i-jTW-i (4.) 

The  inclination  of  the  resultant  A  R  to  the  vertical  is  given  by  the 
equation 

ta"=fiE4ra <5-> 

When  the  base  D  £  is  horizontal,  this  should  not  exceed  the  tangent 
of  the  angle  of  repose.  When  that  base  is  inclined  at  the  angle  j, 
the  condition  of  fiictional  stability  is  thus  expressed : — 

^WAE-j^Cj (6.) 

if  being  the  angle  of  repose  of  the  foundation  of  the  wall. 

The  object  of  giving  the  base  of  the  wall  an  inclined  position  is 
to  diminish  the  obliquity  of  the  pressure  on  it,  and  so  to  enable  the 
condition  of  fiictional  stability  to  be  fulfilled. 

As  to  the  values  of  q  in  practice,  see  Article  263,  pp.  396,  307. 

266.    SMabllllr  »f  Upright  Hociangalu  Retaining    Walla.      (A.    M., 

218.) — In  a  vertical  rectangular  wall,  »»=  1,  ^  =  0,  j  =  0;  so  that,  in    , 
equations  3  and  4  of  Article  265, 

to,  cos  t    ,           /       1\   .     .     ,  ... 

—    l]  •,h  =  V>l  [q  +  ^jmii-riqto (1.) 

Case  L  When  the  surface  of  the  bank  is  horizontal,  so  that  *  —  0, 
and  the  proportion  of  the  thickness  of  the  wall  to  its  height  is 
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■  J- 


-VI 


uf(\- 


°f) 


Equation  5  of  Article  217  becomes 


..(2.) 


t«n^WAE  =  ffi=^l- 


vr 


If  the  material  on  which  the  wall  rests  is  the  game  with  that 
of  the  bank,  we  may  assume  ¥  =  P;  i"  which  case,  by  squaring 
equation  3,  and  attending  to  the  fact  that 

l-suisf      Vl-sinf/     1  +  sinf* 
we  obtain  the  equation 

W^GSfc)' w 

Assuming  that  the  specific  gravity  of  the  earth  is  four-fifths  of 
that  of  the  masonry,  or  to  -=-  w  =  5  ~  4,  we  find  that  this  equation  is 
fulfilled  for  the  ordinary  value  of  q,  3  ■>-  8,  so  long  as  *  exceeds  27  °. 
Should  equation  4  not  be  fulfilled  for  q  =  3  ■*■  H,  a  smaller  value  of 
9  must  be  determined  by  the  following  equation : — 


2  to    /  sin  f  y 
?=3^   ll^sW'" 


...(5.) 


and  introduced  into  equation  2  to  find  the  ratio  ( + te. 

Case  II.  When  the  surface  of  the  bank  slopes  at  the  angle  of 
repose  f,  then  w1  =  vf  cos  f ,  and 


6qw   ' 


(■♦3- 


4j« 


..(B). 


which  values,  being  introduced  into  equation  4  of  Article  265, 
p.  404,  give  the  ratio  t  —  x. 

267.    atablllir      t     Hiit.-Hnp.-fucrd     Hcml-l-g     Wall*,      (i.    if., 

219.)— In  fig.  171,  let  E  Q  represent  the  vertical  face  of  a  rect- 
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Q  K  =  3  E  F  = 


»G-0" 


then  the  centre  of 


gravity  g  of  the  triangular  prism  of  masonry 
E  Q  N  will  be  vertically  above  the  centra  of 
resistance  F  j  therefore  if  that  prism  be  removed, 
so  as  to  reduce  the  cross-section  of  the  vail  to  a 
trapezoid  with  a  battering  face  E  N,  the  position  of 
the  centre  of  resistance  F  will  not  be  altered,  and 
the  wall  will  still  fulfil  the  condition  of  stability  of 
position,  the  thickness  (  being  determined  as  for 
a  rectangular  wall.  The  thickness  of  the  wall  at 
nS,  m.        the  summit  is 

The  tangent  ofzWAE  (the  inclination  of  the   resultant 
pressure  to  the  vertical)  is  increased  in  the  ratio"-  +  -„    :  1;  so  that 
t  be  necessary  to  make  the  base  slope  back- 

,    Sisblliir  *f  Baucriag  Walla  *f  Uniform  Thick.*—.      (J.  M., 

220.)— When  a  wall  for  sup- 
porting a  horizontal-lopped  bank 
is  of  uniform  thickness,  and  has 
a  sloping  or  curved  face,  as  in 
figs.  172  and  173,  its  moment 
of  stability  may  be  determined 
with  a  degree  of  accuracy  suffi- 
cient, for  practical  purposes,  in 
the  following  manner : — 

Let  E  Q  in  each  figure  repre- 
sent the  vertical  face  of  a  rect- 
angular wall  of  the  same  height 
x  and  thickness  t  with  the  pro- 
posed wall,  and  let  g  be  the  centre  of  gravity  of  that  rectangular 
walL     Then 

will  be  its  moment  of  stability  per  unit  of  length. 

Divide  the  area  EQN  included  between  the  vertical  face  E  Q 
and  the  fact)  of  the  proposed  wall,  E  N,  by  the  height  x.     Then 

(1.) 


Fig.  178. 
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will  be  the  distance  of  the  centre  of  gravity  G  of  the  sloping  or 
curved  wall  from  that  of  the  rectangular  widl ;  and  the  change  of 
figure  will  increase  the  stability  in  the  ratio  q  +  q  :q;  that  is  to 

say,  the  moment  of  stability  will  new  be 

WGr  +  ri'-fe +  *')*«  <»• (2.) 

If  E  N  U  a  straight  line  (fig.  103), 

*'-?. (3.) 

If  E  N  is  a  parabolic  arc, 

i--W; w 

a  formula  which  is  also  sensibly  correct  when  E  N  is  an  arc  of  a 
circle. 

Walls  with  a  "  curved  batter"  are  usually  built  as  shown  in  fig. 
174,  with  the  bed-joints  perpendicular  to  the  face  of  the  wall. 
This  diminishes  the  obliquity  of  the  pressure  on  the  base. 

269.  co-icw-n.  {A.  M.,  222)  are  projections  from  the  inner 
face  of  a  retaining  wall.  A  wall  and  its  counterforts,  if  the  bond 
of  the  masonry  ia  well  preserved  by  means  of  loug  bond-stones 
connecting  the  counterforts  with  the  wall,  are  equivalent  to  a  wall 
having  successive  divisions  of  its  length  alternately  of  greater  and 
of  less  thickness.     The  moment  of  stability  of  such  a  wall,  per 


Fig.  174.  Fig  176. 

unit  of  length,  when  the  wall  is  well  bonded,  may  be  found, 
with  sufficient  accuracy  for  practical  purposes,  by  adding  together 
the  moments  of  stability  of  one  of  the  parts  between  two  coun- 
terforts, and  of  one  of  the  parts  whose  thickness  is  augmented 
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by  the  addition  of  a  counterfort,  and  dividing  the  sum  by  the  joint 
length  of  those  two  parts. 

For  example,  let  fig.  175  represent  a  portion  of  the  plan,  or  hori- 
zontal section,  of  a  vertical  rectangular  retaining  wall  whose 
height  is  h,  with  a  row  of  rectangular  counterforts  of  the  same 

height  with  the  walL     Let  <  =  FE  be  the  thickness  of  a  part 

of  the  wall   between  two  counterforts,  and  b  =  E  D  its  length ; 

let  T  =  A  B  be  the  thickness  of  a  counterforted  part  of  the  wall, 

including  the  counterfort,  and  c  =  B  C  its  length. 
The  moment  of  stability  of  the  first  part  is 

q  to  h  b  t2 ; 

and  that  of  the  second  part, 

q  w  h  c  T2. 

Adding  together  those  moments,  and  dividing  their  sum  by  the 
total  length  b  +  c  =  A  F,  the  mean  moment  of  stability  per  unit  of 
length  is  found  to  be 

60  +  cT2  nx 

**>*> — b  +  c~ ^   ' 

This  is  the  same  with  the  moment  of  stability  per  unit  oi  length 
of  a  wall  of  the  uniform  thickness, 


V  {'-£?} ••« 


which  may  be  called  the  equivalent  uniform  wall. 

The  quantity  of  masonry  in  the  counterforted  wall  is  to  the 
quantity  in  the  equivalent  uniform  wall  in  the  ratio 

bt  +  cT:(b  +  c)tv 

which  is  always  less  than  unity;  so  that  there  is  a  saving  of 
masonry  (though  in  general  but  a  small  one)  by  the  use  of  counter- 
forts. 

270.  Surcharged  Retaining  Wall. — This  term  is  applied  to  a  wall 
for  supporting  a  bank  of  earth  which  rises  from  the  top  of  the  wall 
at  the  natural  slope  for  a  certain  height,  called  the  heigld  qftJ*e 
miv/iarge,  beyond  which  it  is  horizontal.  The  thrust  of  such  a 
bank  is  intermediate  in  amount  and  in  direction  between  that  of 
a  horizontal-topped  bank  and  that  of  a  bank  with  an  indefinitely 
long  natural  slope. 

The  following  formula  serves  to  compute  approximately  the 
thickness  of  an  upright  rectangular  retaining  wall  for  supporting 
such  a  bank : — 
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Let  x,  as  before,  denote  the  height  of  the  wall, 

c  the  height  of  the  surcharge, 

t  the  thickness  required  to  sustain  a  horizontal  bank,  as 
computed  by  equation  2  of  Article  266,  p.  405, 

V  the  thickness  required  to  sustain  a  bank  with  an  inde- 
finitely long  natural  slope,  as  computed  by  equations  6  of 
Article  266,  p.  405,  and  4  of  Article  265,  p.  404, 

€  the  thickness  required  for  the  surcharged  wall;  then 

When  the  foot  of  the  slope  of  the  bank  rests  on  the  top  of  the 
wall,'  nearly  above  the  centre  of  resistance  of  the  base,  the  follow- 
ing formula  may  be  used : — 

-  =cos^.a  /(-^—  \\\ — ^— ^  +  2  c)-i-(a;  +  2c)....(2.) 

271.  Contraction  of  Retaining  Wall*. — The  foundation  courses  of 
retaining  walls  have  their  width  increased  beyond  the  thickness  of 
the  wall  by  a  series  of  steps  in  front,  as  shown  in  figs.  171  and  174. 
•  The  objects  of  this  are,  at  once  to  distribute  the  pressure  over  a 
greater  area  than  that  of  any  bed-joint  in  the  body  of  the  wall,  and 
to  diffuse  that  pressure  more  equally,  by  bringing  the  centre  of 
resistance  nearer  to  the  middle  of  the  base  than  it  is  in  the  body  of 
the  wall,  according  to  the  principles  already  explained  in  Section 
IV.  of  this  Chapter,  pages  377  to  382. 

•  The  body  of  the  wall  may  be  either  entirely  of  brick,  or  of  ashlar 
backed  with  brick  or  with  rubble,  or  of  block-in-course  backed  with 
rubble,  or  of  coursed  rubble,  built  with  mortar  or  built  dry.  As 
the  pressure  at  each  bed-joint  is  concentrated  towards  the  face  of 
the  wall,  those  combinations  of  masonry  in  which  the  larger  and 
more  regular  stones  form  the  face,  and  sustain  the  greater  part  of 
the  pressure,  and  are  backed  with  an  inferior  kind  of  masonry, 
whose  use  is  chiefly  to  give  stability  by  its  weight,  are  well  suited 
for  retaining  walls  (see  Article  246,  p.  387),  special  care  being  taken 
that  the  back  and  face  are  well  tied  together  by  long  headers,  and 
that  the  beds  of  the  facing  stones  extend  into  the  wall  to  a  distance 
of  about  as  far  inwards  from  the  centre  of  pressure  at  the  base  of 
the  wall  as  that  centre  of  pressure  lies  inwards  from  the  face. 

Along  the  base  and  in  front  of  a  retaining  wall  there  should  run  a 
drain,  like  that  at  the  foot  of  the  slope  of  a  cutting.  (See  Article  1 93, 
p.  335.)  In  order  to  let  water  escape  from  behind  the  wall,  it  has 
small  upright  oblong  openings  through  it,  called  "  weeping-holes," 
which  are  usually  two  or  three  inches  broad,  and  of  the  depth  of  a 
course  of  masonry,  and  are  distributed  at  regular  distances,  an 
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ordinary  proportion  being  one  weeping-hole  to  every  4   square 
yards  of  face  of  wall. 

The  back  of  a  retaining  wall  should  be  rough,  in  order  to  resist 
any  tendency  of  the  earth  to  slide  upon  it.  This  object  is  promoted 
by  building  the  back  in  steps,  as  exemplified  in  fig.  169. 

In  retaining  walls  of  great  size,  both  back  and  face  may  be  built 
of  block-in-course,  or  the  face  of  ashlar  and  the  back  of  block-in- 
course,  the  "  heart"  of  the  wall  being  of  coursed  rubble,  or  of  beton 
or  strong  concrete  laid  in  regular  courses  of  the  same  depth  with 
those  of  the  face  and  back. 

When  the  material  at  the  back  of  the  wall  is  clean  sand  or 
gravel,  so  that  water  can  pass  through  it  readily,  and  escape  by  the 
weeping-holes,  it  is  only  necessary  to  ram  it  in  layers,  as  already 
described  in  Articles  198  and  200,  pp.  341,  342.  But  if  the  material 
is  retentive  of  water,  like  clay,  a  vertical  layer  of  stones  or  coarse 
gravel,  at  least  a  foot  thick,  or  a  dry  stone  rubble  wall,  must  be 
placed  at  the  back  of  the  retaining  wall,  between  the  earth  and  the 
masonrv,  to  act  as  a  drain. 

A  catch  water  drain  behind  a  retaining  wall  is  often  useful.  It 
may  either  have  an  independent  outfall,  or  may  discharge  its  water 
through  pipes  into  the  drain  in  front  of  the  base  of  the  walL 

When  the  material  at  the  back  of  the  wall  is  of  a  loamy  descrip- 
tion, and  liable  to  be  reduced  to  quicksand  or  mud  by  saturation 
with  water,  and  there  are  no  means  of  preventing  such  saturation 
by  efficient  drainage,  one  way  of  making  provision  to  resist  the 
additional  pressure  which  may  arise  from  such  saturation  is  to  cal- 
culate the  requisite  thickness  of  wall,  as  if  the  earth  were  a  fluid, 
making  p  =  0  in  the  formulas. 

Another  way  of  providing  against  such  a  contingency  is  to  con- 
struct, sloping  against  the  back  of  the  wall,  a  bank  of  shivers  of 
stone  or  of  coarse  gravel,  whose  angle  of  repose  is  not  affected  by 
the  presence  of  water,  and  then  to  fill  in  the  softer  material.  The 
pressure  against  the  wall  in  this  case  will  not  at  any  time  greatly 
exceed  that  of  a  bank  of  the  firm  material  employed,  sloping  at  its 
own  angle  of  repose. 

The  subject  of  relieving  retaining  walls  from  pressure  by  the  aid 
of  arches,  and  that  of  securing  their  foundations  by  special  con- 
trivances in  swampy  ground,  will  be  considered  further  on. 

The  cope  of  a  retaining  wall  should  consist  of  large  flat  stones 
laid  as  headers. 

272.  Land  Tie*  far  Retaining  Walls. — Retaining  walls  having 
to  bear  a  great  pressure,  while  they  rest  on  a  yielding  foundation, 
may  have  their  stability  increased  by  being  tied  or  anchored  by 
iron  rods  to  vertical  or  nearly  vertical  plates  of  iron  imbedded  in 
a  firm  stratum  of  earth  at  a  distance   behind  the  wall  sufficient 
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to  prevent  its  being  disturbed  by  the  operations  of  excavation, 
building,  and  embanking,  connected  with  the  erection  of  the 
walL 

The  holding  power,  per  foot  of  breadth,  of  a  rectangular  vertical 
anchoring  plate,  the  depths  of  whose  upper  and  lower  edges  below 
the  surface  are  respectively  xl  and  x#  may  be  approximately 
calculated  from  the  following  formula : — 

Let  xd  be  the  weight  of  a  cubic  foot  of  the  earth; 
df  its  angle  of  repose ; 
H,  the  holding  power  per  foot  of  breadth;  then 

H  =  ^-aS.iiinj* ( 

2         cos2  <P  v    } 

The  depth  of  the  centre  of  pressure  of  the  plate  below  the  sur- 
face of  the  ground  is  given  by  the  following  expression : — 

2  o£-of#  .n\ 

3  sJ-sT W 

and  to  that  centre  the  tie-rod  should  be  attached. 

If  the  retaining  wall  depends  on  the  tie-rods  alone  for  its 
security  against  sliding  forward,  they  should  be  fastened  to  plates 
on  the  face  of  the  wall  in  the  line  of  the  resultant  pressure  of  the 
earth  behind  the  wall ;  that  is,  at  one-third  of  the  height  of  the 
wall  above  its  base.  But  if  the  resistance  to  sliding  forward  is  to 
be  distributed  between  the  foundation  and  the  tie-rods,  they  are  to 
be  placed  at  a  higher  level;  for  example,  if  half  the  horizontal 
thrust  is  to  be  borne  by  the  foundation,  and  half  by  the  tie-rods, 
the  latter  should  be  fixed  to  the  wall  at  two-thirds  of  its  height 
above  the  base. 

273.  8trat»  r«r  Retaining  Walls. — The  base  of  a  retaining  wall 
may  be  prevented  from  sliding  forward  by  a  series  of  horizontal 
struts  of  masonry  or  brickwork,  abutting  against  rectangular 
masses  whose  resistance  to  displacement  depends  on  the  same 
principles  with  the  holding  power  of  anchoring  plates,  stated  in 
the  last  article. 

When  a  cutting  in  soft  ground  has  a  retaining  wall  at  each  side 
of  it,  the  foundations  of  the  walls  may  be  kept  asunder,  and  thus 
prevented  from  sliding  forward,  by  mean*  of  a  series  of  inverted 
arches  extending  between  them,  across  and  below  the  base  of  the 
cutting,  so  as  to  act  as  transverse  struts. 

The  upper  parts  of  such  walls  may  also  be  held  asunder  by 
slightly  arched  *  ribs  of  cast  iron  or  of  brick.  These  ribs  abut 
against  the  walls  at  about  two-thirds  of  their  height  above  their 
base. 
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274.  Kriierin«  Arrhix. — A  row  of  arches  having  their  axes  and 
the  faces  of  their  piers  at  right  angles  to  the  face  of  a  bank  of 
earth  are  called  "relieving arches."  There 
may  be  either  one  or  several  tiers  of  them, 
and  their  front  ends  may  be  closed  by- a 
vertical  wall,  which  thus  presents  the  ap- 
pearance of  a  retaining  wall,  although  the 
length  of  the  archways  is  such  as  to  pre- 
vent the  earth  from  abutting  against  it. 
Fig.  175  represents  a  vertical  transverse 
section  of  such  a  wall,  with  two  tiers  of 
relieving  arches  behind  it  To  compute 
the  length  of  a  relieving  arch  from  its 
Fig.  176.  clear  height,  or  its  clear  height  from  its 

length,  the  following  approximate  formulae  may  be  used,  in  which 

x  denotes  the  depth  of  the  crown  of  an  arch  below  the  surface, 
A,  its  clear  height, 
I,  its  length,  and 

f,  the  angle  of  repose  of  the  earth. 


'Krany.)- <>•> 


h = I  ■  tan  $  — 


..(2.) 


(TJ3!*F 

To  determine  the  conditions  of  stability  of  such  a  structure  as  a 
whole,  the  horizontal  pressure  against  the  vertical  plane  O  D  may 
be  determined,  and  compounded  with  the  weight  of  the  combined 
mass  of  masonry  and  earth  OAEDin  front  of  that  plane,  to 
find  the  resultant  pressure  on  the  base. 

In  soft  ground  the  bases  of  £he  piers  of  the  lowest  tier  of 

relieving  arches  should  be  connected  by  means  of  inverted  arches, 

A  _  so  as  to  distribute  the  prea- 

U    U    u    U  jEjrsrws 

jig.  i7s.  presentsaphin,orhorizontal 

section,  of  part  of  a  row  of 
buttresses,  connected  by  horizontally  arched  walls. 

To  find  the  thickness,  T  =  D  E,  required  for  such  buttresses, 


B  denote  A  B,  the  breadth  of  the  i 

buttress  lias  to  sustain ; 
6,  the  breadth  of  the  buttress  : 


f  earth  which  one 
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tf  the  thickness  which  would  be  required  for  an  uniform  wall, 
to  sustain  the  same  bank  of  earth,  computed  as  in  Article  266, 
equation  2,  p.  405;  then 


=«A/f;  J=b> (i.) 


In  soft  ground  the  bases  of  the  buttresses  may  be  connected  by 
means  of  inverted  arches,  to  distribute  the  pressure;  and  their 
tops  may,  if  necessary,  be  connected  by  means  of  arches,  in  order 
to  support  a  platform,  or  a  surcharged  bank  of  earth.  In  the  last- 
mentioned  case,  t  is  to  be  computed  as  in  Article  270,  p.  401). 

Section  VIIL — 0/ Stone  and  Brick  Arclies. 

276.   General  Structure  •€  Arche»  •€  fttone*      (A.   M.,   223.) — An 

arch  of  masonry  consists  of  a  sector  of  a  ring,  composed  of  courses  of 
wedge-formed  stones,  called  arcJirstbnes  or  voussoirs,  pressing  against 
each  other  at  surfaces  called  bed-joints,  which  are,  or  ought  to  be,  per- 
pendicular, or  nearly  perpendicular,  to  the  soffit,  or  internal  concave 
surface  of  the  arch.  The  soffit  is  also  called,  in  mathematical  lan- 
guage, the  intrados.  The  word  extrados  is  applied  sometimes  to  the 
upper  surface  of  the  ring  of  arcb-stones;  sometimes  to  that  of  the 
solid  masonry  or  backing  above  them;  sometimes  to  that  of  the  entire 
mass  of  permanent  loading  material.  (See  also  p.  203.)  The  outer 
or  convex  surface  of  the  ring  of  arch-stones,  which  may  be  either  a 
curved  surface  or  a  series  of  steps,  sustains  the  vertical  pressure  of 
that  part  of  the  load  which  arises  froni  the  weight  of  materials 
other  than  the  arch-stones  themselves ;  and  that  outer  surface  also 
exerts  in  many  cases  a  horizontal  or  inclined  thrust  against  the 
spandrils  and  abutments.  The  abutments  sustain  also  the  thrust 
of  the  lowest  voussoirs,  vertical  or  inclined,  as  the  case  may  be. 
The  course  of  stones  from  which  an  arch  springs  is  called  the 
springing-course  or  skew-back,  the  latter  term  being  used  when  its 
upper  and  lower  beds  are  oblique  to  each  other.  Sometimes  an 
arch  springs  at  once  from  the  ground,  so  that  its  abutments  are  its 
foundations. 

A  wall  standing  on  an  arch,  in  the  plane  of  the  arch-ring,  is 
called  a  spandril  wall.  The  arch  of  a  bridge  requires  a  pair  of 
external  spandril  walls,  one  over  each  face  of  the  arch ;  the  space 
between  them  is  filled  up  to  a  certain  level  with  solid  masonry,  and 
above  that  level  it  is  sometimes  filled  with  earth  or  rubbish,  and 
'sometimes  occupied  by  a  series  of  internal  spandril  walls  parallel  to 
the  external  spandril  walls,  and  having  vacant  spaces  between 
them — a  mode  of  construction  favourable  both  to  stability  and  to 
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lightness.  In  order  to  form  a  continuous  platform  for  the  road- 
way, the  spaces  between  the  internal  spandril  walls  are  sometimes 
covered  with  flags  of  some  strong  stone  (such  as  slate),  and  some- 
times arched  over  with  small  transverse  arches.  The  external 
spandril  walls  are  the  abutments  of  those  arches,  and  must  have 
stability  sufficient  to  sustain  their  thrust :  when  the  spandrils  are 
filled  with  earth  or  rubbish,  the  external  spandril  walls  must  have 
stability  sufficient  to  withstand  the  pressure  of  the  filling  material. 

277.  9iaM>rr  *f  Arches — Backing. — The  description  of  masonry 
used  for  arches  is  either  ashlar  or  block-in-course ;  the  beds  being 
perpendicular  or  nearly  perpendicular  to  the  direction  of  the  thrust 
through  the  arch-ring,  and  the  side-joints  perpendicular  to  the  beds 
and  to  the  soffit.  In  common,  or  square  arches,  in  which  the  axis 
of  the  archway  is  perpendicular  to  each  face  of  the  arch,  the  bed- 
joints  are  plane;  in  oblique,  or  skew  arches,  they  are  curved 
surfaces,  shaped  according  to  principles  which  will  be  explained  in 
a  later  article. 

The  principles  according  to  which  the  masonry  of  arches  is  to  be 
built  are  in  other  resects  the  same  with  those  already  explained  in 
Articles  242  and  243,  pp.  384  to  38G.  Special  care  is  to  be  taken 
to  cut  and  lay  the  beds  of  the  stones  accurately,  and  to  make  the 
bed-joints  thin  and  close,  in  order  that  the  arch  may  be  strained 
as  little  as  possible  by  settling.  To  insure  this,  some  engineers  have 
caused  arches  to  be  built  "dry,  grout  or  liquid  mortar  being  after- 
wards run  into  the  joints;  but  the  advantage  of  this  method  is 
doubtful.  Others  have  placed  sheets  of  lead  in  the  bed-joints,  to 
distribute  the  pressure  between  the  stones. 

The  bucking  of  an  arch  consists  of  block-in-course,  coursed 
rubble,  or  random  rubble,  and  sometimes  of  concrete.  When  the 
backs  of  the  arch-stones  are  cut  into  steps,  the  backing  is  built  in 
courses  of  the  same  depth  with  those  steps,  and  thus  bonded  with 
them.  Sometimes  the  backing  is  built  in  radiating  courses,  whose 
beds  are  prolongations  of  the  bed-joints  of  the  arch-stones.  Both 
these  methods  are  favourable  to  strength  and  stability. 

The  height  to  which  the  solid  backing  should  be  built  is 
regulated  by  principles  which  will  be  explained  in  subsequent 
articles. 

The  upper  surface  of  the  backing,  and  of  that  part  of  the  arch,  if 
any,  near  the  crown,  which  is  without  backing,  is  coated  with  a  layer 
of  wateqjroof  material,  such  as  clay  puddle  (Article  20G,  p.  344), 
mixed  cement  (Article  231,  p.  374),  or  bituminous  concrete 
(Article  234,  p.  376);  the  last  being  the  best.  Any  rain-water 
which  penetrates  the  structure  above  the  arch  flows  to  the  valleys 
or  lowest  parts  of  this  coating,  whence  it  is  carried  away  by  tubes 
or  other  convenient  outlets. 
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278.  Brick  Arches  may  be  built  either  of  gauged  or  wedge- 
formed  bricks,  moulded  or  rubbed  so  as  to  suit  to  the  radius  of  the 
soffit,  or  of  bricks  of  the  common  shape.  In  the  former  case,  the 
methods  of  bonding  the  bricks  are  the  same  with  those  employed 
in  walls  (Article  255,  p.  394);  in  the  latter,  the  bricks  are  accom- 
modated to  the  curved  figure  of  the  arch  by  making  the  bed-joints 
thinner  towards  the  intrados  than  towards  the  extrados,  or,  if  the 
curvature  is  sharp,  by  driving  thin  pieces  of  slate  into  the  outer 
edges  of  those  joints  ;  and  different  methods  are  followed  for  bond- 
ing tliem.  The  most  common  way  is  to  build  the  arch  in  con- 
centric rings,  each  half-a-brick  thick :  this  is,  in  fact,  to  lay  the 
bricks  all  stretchers,  and  to  depend  upon  the  tenacity  of  the 
mortar  or  cement  for  the  connection  of  the  several  rings.  It  is 
deficient  in  strength,  unless  the  bricks  are  laid  in  cement  at  least 
as  tenacious  as  themselves.  Another  way  is  to  introduce  courses 
of  headers  at  intervals,  so  as  to  connect  pairs  of  half-brick  rings 
together.  This  may  be  done  either  by  thickening  the  joints  of  the 
outer  of  a  pair  of  half-brick  rings  with  pieces  of  slate,  so  that  there 
shall  be  the  same  number  of  courses  of  stretchers  in  each  ring 
between  two  courses  of  headers;  or  by  placing  the  courses  of 
headers  at  such  distances  apart  that  between  each  pair  of  them 
there  shall  be  one  course  of  stretchers  more  in  the  outer  than  in  the 
inner  ring.  The  former  method  is  the  best  suited  to  arches  of  long 
radius,  the  latter  to  those  of  short  radius. 

Hoop-iron  bond  (Article  256,  p.  395),  laid  round  the  arch, 
between  half-brick  rings,  as  well  as  longitudinally  and  radially,  is 
very  useful  for  strengthening  brick  arches.  The  bands  of  hoop- 
iron  which  traverse  the  arch  radially  may  be  bent,  and  prolonged 
in  the  bed-joints  of  the  backing  and  spandrils.  By  the  aid  of 
hoop-iron  bond  Sir  Marc-Isambard  Brunei  built  a  half-arch  of 
bricks  laid  in  strong  cement,  which  stood  projecting  from  its 
abutment  like  a  bracket,  to  the  distance  of  60  feet,  until  it  was 
destroyed  by  its  foundation  being  undermined. 

279.  Use  •€  Centre*. — A  centre  is  a  temporary  structure  of  timber 
or  iron  (but  most  commonly  of  timber),  by  which  the  voussoirs  of 
an  arch  are  supported  until  the  arch  is  completed,  and  capable  of 
supporting  itself.  The  principles  of  the  strength,  stability,  and 
construction  of  centres  will  be  explained  under  the  head  of 
Carpentry. 

A  centre  consists  of  parallel  frames  or  ribs  about  5  or  6  feet  apart, 
curved  on  the  outside  to  a  figure  parallel  to  that  of  the  soffit  of  the 
arch,  and  supporting  a  series  of  transverse  planks  called  laggings, 
upon  which  the  archstones  directly  rest. 

The  oldest  and  most  common  kind  of  centre  is  one  which  can  be 
lowered  or  "  struck  "  all  in  one  piece,  by  driving  out  wedges  from, 
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below  it,  so  as  to  remove  the  support  from  below  every  part  of  the 
arch  at  once.  An  improved  kind  was  first  introduced  by  Hartley, 
in  which  each  lagging  is  supported  upon  the  ribs  by  wedges  or 
screws  of  its  own,  so  that  the  support  can  be  removed  from  the 
arch-stones  course  by  course,  and  replaced  in  the  event  of  the 
settlement  proving  too  rapid. 

The  centre  of  an  arch  should  not  be  struck  until  the  solid  part 
of  the  backing  has  been  built,  and  the  mortar  has  had  time  to  set; 
and  when  an  arch  forma  one  of  a  series  of  arches,  with  piers 
between  them,  no  centre  should  be  struck  so  as  to  leave  a  pier 
with  an  arch  abutting  against  one  side  of  it  only,  unless  the  pier  is 
what  is  termed  an  "abutment-pier;"  that  is,  a  pier  which  has 
sufficient  stability  to  act  as  an  abutment. 

2S0.    Hue  .fPwnrw  )■  an  Arch— C».d  til—  T  EmMIUy.     {A.M., 

224.) — If  a  straight  line  be  drawn  through  each  bed-joint  of  the 
arch-ring,  representing  the  position  and  direction  of  the  resultant  of 
the  pressure  at  that  joint,  the  straight  lines  so  drawn  form  a  poly- 
gon, and  each  of  the  angles  of  that  polygon  is  situated  in  the  line  of 
action  of  the  resultant  external  force  acting  on  the  arch-stone  which 
lies  between  the  pair  of  joints  to  which  the  contiguous  sides  of  the 
polygon  correspond;  so  that  the  polygon  is  similar  to  a  polygonal 
frame,  loaded  at  its  angles  with  the  forces  which  act  on  the  arch- 
stones  (their  own  weight  included).  A  curve  inscribed  in  that 
polygon,  so  as  to  touch  all  its  sides,  is  the  line  of  pressures  of  the 
arch.  The  smaller  and  the  more  numerous  the  arch-stones  into 
which  the  arch-ring  is  subdivided,  the  more  nearly  does  the  poly- 
gon coincide  with  the  curve;  and  the  curve  or  line  of  pressures 
represents  an  ideal  linear  arch,  which  would  be  balanced  under 
the  continuously-distributed  forces~which  act  on  the  real  arch  under 
consideration.  From  the  near  approach  of  this  linear  arch  to  the 
polygon  whose  sides  traverse  the  centres  of  resistance  of  the  bed- 
joints,  the  points  where  the  linear  arch  cuts  those  joints  may  be 
taken  without  sensible  error  for  the  centres  of  resistance. 

Now  in  order  that  the  stability  of  the  arch  may  be  secure,  it  is 
necessary  that  no  joint  should  tend  to  open  either  at  its  outer  or  at 
its  inner  edge;  and  in  order  that  this  may  be  the  case,  the  centre 
of  resistance  of  each  joint  should  not  deviate  from  the  centre  of  the 
joint  by  more  than  one-sixth  of  the  depth  of  the  joint;  that  is  to 
say,  the  centre  of  resistance  should  lie  within  the  middle  Mrd  of 
the  depth  of  the  joint;  whence  follows  this 

Theorem.  The  liability  of  an  arch  is  eecure,  if  a  linear  arch, 
balanced  under  the  forces  wttich  act  on  the  real  arcA,  can  be  drawn 
witldn  the  middle  third  of  the  depth  of  the  artJi-ring.  It  is  through 
this  theorem  that  the  principles  of  the  stability  of  ideal  linear 
arches  or  ribs,  already  explained  in  Article  132,  n.  202,  and  the 
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previous  articles  referred  to  in  that  article,  and  also  in  Articles  133 
to  139,  pp.  203  to  218,  become  applicable  to  real  arches  of  masonry 
and  brickwork.    (See  Addenda,  p.  xv.) 

It  may  be  held  that  in  most  practical  examples  the  tenacity 
of  fresh  mortar  is  not  sufficiently  great  to  be  taken  into  account  in 
determining  the  stability  of  masonry;  and  hence,  where  cement  is 
not  used,  all  horizontal  or  oblique  conjugate  forces  which  maintain 
the  equilibrium  of  the  arch-ring  must  be  pressures,  acting  on  the 
arch  from  without  inwards.  The  linear  arch,  therefore,  is  limited 
in  such  cases  to  those  forms  which  are  balanced  under  pressures 
from  vritJiout  alone;  that  is  to  say,  that  the  intensity  of  the 
horizontal  or  conjugate  pressure,  denoted  by  pr  in  Article  138, 
equation  4,  p.  214,  must  not  at  any  point  be  negative. 

It  is  true  that  arches  have  stood,  and  still  stand,  in  which  the 
centres  of  resistance  of  joints  fall  beyond  the  middle  third  of  the 
depth  of  the  arch-ring;  but  the  stability  of  such  arches  is  either  now 
precarious,  or  must  have  been  precarious  while  the  mortar  was  fresh. 

When  tenacity  to  resist  horizontal  or  oblique  tension  is  given  to 
the  spandrils  of  an  arch,  and  to  the  joints  between  them  and  the 
arch-stones,  by  means  of  cement,  hoop-iron  bond,  iron  cramps,  or 
otherwise,  the  conjugate  tension  denoted  by  -  pf  must  not  at  any 
point  exceed  a  safe  proportion  of  that  tenacity;  that  is  to  say, 
about  one-eighth.  By  this  means  stability  may  he  given  to  arches 
of  seemingly  anomalous  figures;  but  such  structures  are  safe  on  a 
■mall  scale  only. 

281.    HalaUan  between  WAmcoi  Rib  and  IilnlM  »f  Rrnl  Arch. — 

There  are  numerous  cases  in  which  the  form  of  a  linear  rib,  suited 
to  sustain  a  given  load,  may  at  once  be  adopted  for  the  intrados  of 
a  real  arch  for  sustaining  the  same  load,  with  sufficient  exactness 
for  practical  purposes.  The  following  is 
the  test  whether  this  method  is  appli- 
cable in  any  given  case.  Let  A  C  B  in  fig. 
177  be  one  half  of  the  ideal  rib  which  it 
is  proposed  to  adopt  as  the  intrados  of 
A  real  arch.  Draw  A  a  normal  to  the  rib 
at  the  crown,  so  as  to  represent  a  length 
not  exceeding  two-thirds  of  the  intended 
depth  of  the  keystone,  and  conceive  a  s' 

couple  applied  to  the  keystone,  consisting  of  tension  at  A  equal 
and  opposite  to  the  thrust  along  the  rib  there,  and  of  on  equal 
thrust  at  a.     Draw  a  normal  B  6  at  the  springing,  and  make 

B  6  _  thrust  along  rib  at  A 

A  a  ~  thrust  along  rib  at  B' 
and  conceive  a  couple  of  equal  moment  to  the  first,  consisting  of 
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tension  at  B  and  thrust  at  b,  to  be  applied  at  the  springing.  The 
pair  of  couples  thus  introduced,  being  equal  and  opposite,  do  not 
alter  the  equilibrium,  their  only  effect  being  to  transfer  the  line  of 
pressures  from  the  intrados  or  ideal  rib  A  C  B  to  a  line  aeb,  whose 
perpendicular  distance  C  c  from  the  intrados  at  any  point  is 
inversely  as  the  thrust  along  the  rib  at  that  point.  Then  if  a  e  b 
lies  within  the  middle  third  of  the  arch-ring,  the  ideal  rib  A  C  B 
is  of  a  suitable  form  for  the  intrados. 

The  process  may,  if  required,  be  commenced  by  making  B  b  not 
less  than  one-third  of  the  depth  of  the  arch  at  the  springing,  that 
depth  having  first  been  fixed  with  due  regard  to  the  conditions  of 
resistance  to  crushing,  which  will  be  considered  further  on. 

282.    Dm  of  Bqn  lllkratcd  «  Transformed   CaleHrr  A  re  ho.     The 

transformed  catenary  has  already  been  fully  described  in  Article 
131,  pp.  200  to  202.  When  used  for  the  intrados  of  an  arch,  it  is 
commonly  called  the  "curve  of  equilibrium."  It  is  suited  for  the 
support  of  any  load  whose  pressure  is  wholly  vertical,  and  whose 
extrados  is  either  a  horizontal  plane  coinciding  with  the  directrix 
0  X  of  the  transformed  catenary  (fig.  114),  or  another  transformed 
catenary  having  the  same  directrix. 

When  the  method  of  Article  281  is  applied  to  an  intrados  of 
this  figure,  the  resulting  curve,  act  of  fig.  177,  is  simply  the  same 
curve  shifted  vertically  upwards  through  the  height  A  a. 

In  making  nse  of  the  transformed  catenary  in  practice,  there  are 
usually  given,  the  directrix,  the  crown  of  the  arch,  and  the  points 
from  which  it  is  to  spring.  From  these  data  the  modulus  m  is  to 
be  computed  by  means  of  equation  4  of  Article  131,  p.  202;  and 
then  the  vertical  ordinate  y  from  the  directrix  at  any  given  hori- 
zontal distance  x  from  the  crown  of  the  arch  is  given  by  the 
formula, — 


-*M> 


a) 

in  which  ya  is  the  depth  of  the  curve  of  the  arch  below  the 
directrix.     (See  table,  Article  298,  p.  436.) 

In  applying  the  formulae  (3)  of  Article  131,  p.  202,  to  this  arch, 
thrust  is  to  be  read  instead  of  tention;  and  the  symbol  w  is  to  be 
understood  to  stand  for  the  load  per  square  foot  of  the  vertical  ana 
between  the  intrados  and  the  directrix. 

For  example,  let  B  denote  the  breadth  of  tho  arch,  or  length  of 
the  archway,  in  feet;  let  «jj  be  the  weight  of  a  cubic  foot  of  the 
masonry ;  let  the  extrados  be  a  transformed  catenary,  each  of  whose 
ordinates,  measured  from  the  directrix,  is  equal  to  the  correspond- 
ing ordinate  of  the  intrados  multiplied  by  a  fraction  n;  and  let 
*  fraction  k  be  the  ratio  of  the  volume  of  solid  building  to  tho 
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whole  volume,  the  remainder  1  —  k  consisting  of  spandvil-voids. 
Then, 

»=»*»! (2.) 

In  order  that  the  arch  maybe  equilibrated  under  its  own  weight 
and  that  of  the  solid  backing  alone,  as  well  as  when  the  whole 
structure  is  finished,  the  figure  of  the  upper  surface  of  the  solid 
backing  should  itself  either  be  a  transformed  catenary,  or  ap- 
proximate to  that  curve. 

283.  Vh  *r  the  iiyriroiraiu  Arch. — The  mathematical  and 
mechanical  properties  of  this  arch,  considered  as  a  linear  rib,  have 
been  explained  in  Article  136,  pp.  208  to  212. 

Inasmuch  as  the  thrust  through  this  arch  is  uniform,  the  ap- 
plication of  the  method  of  Article  28 1  to  it  produces  simply  a  curve 
parallel  to  it ;  so  that  if  it  be  used  for  the  intrados  of  an  arch-ring  of 
uniform  thickness,  and  the  centre  of  resistance  at  the  keystone  be  at 
the  middle  of  the  thickness,  the  line  of  pressures  will  be  at  the  middle 
of  the  thickness  of  the  arch-ring  throughout,  or  approximately  so. 
The  word  "approximately"  is  used,  because  the  thrust  along  the  real 
arch  is  not  exactly  uniform,  like  that  in  the  ideal  rib;  for  at  the 
springing  it  is  greater  than  at  the  crown,  by  an  amount  equal  to  the 
weight  of  the  prism  of  masonry  which  stands  vertically  above  the 
springing-course;  but  that  difference  is  practically  unimportant 

The  application  of  the  hydrostatic  arch  to  practice  is  founded  on 
the  fact,  that  every  arch,  after  having  been  built,  subsides  at  the 
crown,  and  spreads,  or  tends  to  spread,  at  the  haunches,  which 
therefore  press  horizontally  against  the  filling  of  the  spandrils; 
from  which  it  is  inferred  as  probable,  that  if  an  arch  be  built  of  a 
figure  suited  to  equilibrium  under  fluid  pressure — that  is,  pressure 
of  equal  intensity  in  all  directions — it  will  spread  horizontally,  and 
compress  the  masonry  of  the  spandrils,  until  the  horizontal  pressure 
at  each  point  becomes  of  equal  intensity  to  the  vertical  pressure,  and 
therefore  sufficient  to  keep  the  arch  in  equilibrio. 

In  addition  to  the  methods  already  explained  in  Article  136  for 
drawing  the  figure  of  the  arch,  the  following  method  may  be  given 
for  describing  an  approximation  to  it  about  five  centres.  It  is  very 
simple,  and  has  been  found  by  trial  to  answer  well. 

In  fig.  178,  let  F  B  be  the  half-span  and  F  A  the  rise  of  the 
proposed  arch.  Make  AC  =  {)?  and  BD  =  [.,  the  radii  of  curvature 
at  the  crown  and  springing,  as  calculated  by  the  forrauhe  (11 
and   12)  of  Article  136,  p.  211.*      Then  C  will  be  one  of  the 

•  The  formalin  for  computing  thorn  radii  rosy  be  pat  In  the  following  fonn:  let 
a  l»  tin  rise ;  j!  the  half->p»n— 
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centres,  and  T>  another.  About  D,  with  the  radius  DE-PA 
—  BD,  describe  a  circular  arc,  and  about  G 
with  the  radius  G  £  =  G  F,  describe  another 
circular  arc ;  let  E  be  the  point  of  intersection 
of  those  arcs;  this  will  be  a  third  centre;  and 
two  more  centres  will  be  similarly  situated  to  D 
and  E  with  respect  to  the  other  half-arch. 

Then  about  C  with  the  radius  C  A,  draw  the 
circular  arc  A  G  till  it  cuts  C  E  produced  in  G; 
about  E,  with  the  radius  E  G  =  F  A,  draw  the 
circular  arc  G  H  till  it  cuts  E  D  produced  in  H; 
about  D,  with  the  radius  D  B,  draw  the  circular 
arc  H  E.  This  completes  one  half-arch,  and  the 
other  is  drawn  in  the  same  manner. 

The  curve  thus  described  falls  a  little  beyond 
the  true  hydrostatic  arch  at  G,  and  a  little 
within  it  at  11. 

To  give  the  greatest  possible  security  to  a  hydrostatic  arch, 
especially  if  the  span  is  great  compared  with  the  rise,  the  backing 
ought  to  be  built  of  solid  rubble  masonry  up  to  the  level  of  the 
crown  of  the  extrados,  before  the  centre  is  struck. 

Many  semi-elliptic  arches  may  be  treated  as  approximate  hydro- 
static arches.  In  fact,  many  of  the  arches  called  semi-elliptic  ap- 
proximate more  nearly  to  the  figure  of  the  hydrostatic  arch  than  to 
that  of  the  true  semi-ellipse.  The  true  semi -ellipse  of  a  given  span 
and  rise  differs  from  the  hydrostatic  arch  by  being  of  somewhat 
sharper  curvature  at  the  crown  and  springing,  and  somewhat  flatter 
curvature  at  the  haunches,  and  by  enclosing  a  somewhat  less  area. 

284.  cm  »r  the  GcmuUc  Arch. — The  derivation  of  the  figure  of 
this  arch,  by  transformation  from  that  of  the  hydrostatic  arch,  and 
most  of  its  properties,  have  been  explained  in  Article  137,  pp.  212, 
213.  The  following  problem  only  remains  to  be  solved.  Given  in 
a  geostatic  arch,  the  rise  a,  the  half-span  *,  and  the  depth  of  load  at 
the  crown  x„;  it  is  required  to  find  the  proportion  c,  which  the 
half-span  and  other  horizontal  dimensions  bear  to  the  correspond- 
ing dimensions  of  a  hydrostatic  arch  whose  vertical  dimensions  aro 
the  same : — 


■£&>• 


..(i.) 


This  method  may  be  applied  to  those  $emi*Uiptie  arthtt  which 
are  not  approximate  hydrostatic  arches. 
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285.  BtabiniT  »r  »r  p»paa«4  Arch.  (A.  M.,  225.) — The  first 
step  towards  determining  whether  a  proposed  arch  will  be  stable,  id 
to  assume  a  linear  ai-ch  parallel  to  the  intrados  or  soffit  of  the  pro- 
posed arch,  and  loaded  vertically  with  the  same  weight,  distributed 
in  the  same  manner.  The  size  of  this  assumed  linear  arch  is  a 
matter  of  indifference,  provided  each  point  in  it  is  considered  as 
subjected  to  the  same  forces  which  act  at  the  corresponding  joint  in 
the  real  arch;  that  is,  Oit  joint  at  which  the  inclination  of  the  real 
arch  to  the  horizon  is  the  same  with  that  of  the  assumed  arcJi  at  the 
given  point. 

The  assumed  linear  arch  is  nest  to  bo  treated  according  to  the 
method  of  Article  138,  pp.  213  to  216;  and  by  equation  4  of  that 
Article,  p.  214,  is  to  be  determined,  either  a  general  expression,  or 
a  series  of  values,  of  the  intensity  p.  of  the  conjugate  pressure, 
horizontal  or  oblique,  as  tlie  case  may  be,  required  to  keep  the  arch 
in  eqnilibrio  under  the  given  vertical  load.  If  that  pressure  is 
nowhere  negative,  a  curve  similar  to  the  assumed  arch,  drawn 
through  the  middle  of  the  avch-ring,  will  be  either  exactly  or  very 
nearly  the  line  of  pressures  of  the  proposed  arch ;  p,  will  represent, 
either  exactly  or  very  nearly,  the  intensity  of  the  lateral  pressure 
which  the  real  arch,  tending  to  spread  outwards  under  its  load, 
will  exert  at  each  point  against  its  spandril  aud  abutments;  and 
the  thrust  along  the  linear  arch  at  each  point  will  be  the  thrust  of 
the  real  arch  at  the  corresponding  joint 

On  the  other  hand,  if  p.  ho?  some  negative  values  for  the  assumed 
linear  arch,  there  must  be  a  pair  of  points  in  that  arch  where  that 
quantity  changes  from  positive  to  negative,  and  is  equal  to  nothing. 
The  angle  of  inclination  ig  at  that  point,  called  the  angle  of  rupture, 
is  to  be  determined  by  solving  Problem  IV.  of  Article  138,  pp. 
215,  216.  The  corresponding  joints  in  the  real  arch  are  called  the 
joints  of  rupture;  and  it  is  below  those  joints  that  conjugate  pres- 
sure from  without  is  required  to  sustain  the  arch,  and  that  con- 
sequently the  backing  must  be  built  with  squared  side  joints. 

In  fig.  170,  let  B  C  A  represent 
one-half  of  a  symmetrical  arch, 
KLDEau  abutment,  and  C the 
joint  of  rupture,  found  by  the 
method  already  described.  The 
point  of  rupture,  which  is  the 
centre  of  resistance  of  the  joint  of 
rupture,  is  somewhere  within  the 
middle  third  of  the  depth  of  that 
joint;  and  front  that  point  down 
to  the  springing  joint  B,  the  line 


HfT~ 


Kg.  179. 
of  pressures  is  a  curve  similar  to  the  assumed  linear  arch,  and 
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parallel  to  the  in  trades,  being  kept  in  equilibrio  by  the  lateral  pres- 
sure between  the  arch  and  its  spandril  and  abutment. 

From  the  joint  of  rupture  C  to  the  crown  A,  the  figure  of  the 
true  line  of  pressures  is  determined  by  the  condition,  that  it  shall 
be  a  linear  arch  balanced  under  vertical  forces  only;  that  is  to  say, 
the  horizontal  component  of  the  thrust  along  it  at  each  point  is 
a  constant  quantity,  and  equal  to  the  horizontal  component  of  the 
thrust  along  the  arch  at  the  joint  of  rupture. 

That  horizontal  thrust,  denoted  by  H0,  is  fonnd  in  solving 
Problem  IV.,  Article  138,  p.  213,  and  is  the  horizontal  thrust  of 
the  entire  arch. 

[If  the  arch  is  distorted,  conjugate  tltruM.  is  to  be  read  instead  of 
"  horizontal  thrust,"  wherever  that  phrase  occurs.] 

The  only  point  in  the  line  of  pressures  above  the  jointa  of 
rapture  which  it  is  important  to  determine,  is  that  which  is  at 
the  crown  of  the  arch,  A;  and  it  is  found  in  the  following  man- 
ner:— 

Find  the  centre  of  gravity  of  the  load  between  the  joint  of 
rupture  C  and  the  crown  A;  and  draw  through  that  centre  of 
gravity  a  vertical  line. 

Then  if  it  be  possible,  from  one  point,  such  as  M,  in  that  vertical 
line,  to  draw  a  pair  of  lines,  one  parallel  to  a  tangent  to  the  soffit 
at  the  joint  of  rupture,  and  the  other  parallel  to  a  tangent  to  the 
soffit  at  the  crown,  so  that  the  former  of  those  lines  shall  cut  the 
joint  of  rupture,  and  the  latter  the  keystone,  in  a' pair  of  points 
which  are  both  within  the  middle  third  of  the  depth  of  the  arch- 
ring,  the  stability  of  the  arch  will  be  secure;  and  if  the  first  point 
be  the  point  of  rupture,  the  second  will  be  the  centre  of  resistance 
at  the  crown  of  the  arch,  and  the  crown  of  the  true  line  of  pres- 

When  the  pair  of  points  related  to  each  other  as  above  do  not 
fall  at  opposite  limits  of  the  middle  third  of  the  arch-ring,  their 
exact  positions  are  to  a  small  extent  uncertain;  but  that  un- 
certainty is  of  no  consequence  in  practice.  Their  most  pro- 
bable positions  are  equi-distant  from  the  middle  line  of  the 
arch-ring. 

Should  the  pair  of  points  fall  beyond  the  middle  third  of  the 
arch-ring,  the  depth  of  the  arch-stones  must  be  increased. 

286.   Circular  Ink,  ■«  In.  ifann  a  Qandnmt. — In    applying  the 

principles  of  the  preceding  article  to  an  arch  whose  intrados  is  an 
arc  of  a  circle,  it  is  necessary  to  modify  the  equations  9  and  1 1  of 
Article  138,  Example  IV.,  p.  217,  in  order  to  bike  into  account 
the  weight  of  a  given  portion  of  the  ring  of  arch-stones,  as  dis- 
tinguished from  that  of  the  material  which  rests  upon  it.  The 
results  are  u  follows: — 
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Id  a  circular  arch  with  a  horizontal  platform  above  it,  let 

r  denote  the  radius  of  the  iutrados; 

r  that  of  the  extrados  of  the  arch-ring,  which  is  supposed  uni- 
formly thick ; 

c  the  depth  of  loading  material  above  the  crown  of  the  arch; 

to  the  weight  of  a  cubic  foot  of  the  arch-stones ; 

w  the  mean  weight  of  a  cubic  foot  of  the  superstructure,  includ- 
ing voids  (=  j  w  nearly) ; 

Then  the  solution  of  the  following  equation  gives  the  angle  of 
rupture  i^; 

H^-^('%)W1' 
^°'-<'~3C^i w 

which  having  been  solved,  the  following  equation  gives  the  hori- 
zontal thrust  for  eacJt  unit  of  breadth  of  the  arch; — 


..(3.) 


Equation  1  is  here  given  in  the  form  best  suited  for  practical 
use,  being  that  of  a  quadratic  equation  between  r",  r,  and  c,  with 
co-efficients  depending  on  the  angle  i$,  and  on  the  comparative 
heaviness  of  the  arch  and  of  the  superstructure.     The  value  of  t, 

can  be  calculated  from  a  given  set  of  values  of  r1,  r,  c,  and  — ,  by  a 

series  of  trials  only ;  but  if  a  value  of  i0  be  assumed,  then  any  one 
of  those  four  quantities  can  be  computed  exactly  by  solving  the 
quadratic  equation. 

Problem. — The  radius  of  the  intradot  r,  and  the  height  a  of  the 
horizontal  platform  above  the  crown  of  the  arch  being  given,  to  find 
the  outer  radius  t?  of  tJte  arch-ring  corresponding  to  an  assumed  angle 
of  rupture  i0.  In  this  case  r  is  the  unknown  quantity;  and  if 
equation  1  be  denoted  for  brevity's  sake  by 

Ar*  +  -  er' -B»^  =  0, 
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In  most  of  the  examples  of  circular  arches  which  occur  in  prac- 
tice, the  angle  of  rupture  lies  between  45°  and  55°;  so  that  if  the 
squared  backing  is  carried  up  to  that  part  of  the  arch  which  is 
inclined  at  an  angle  of  45°  to  the  horizon,  its  height  will  be  suffi- 
cient, at  least. 

It  further  appears,  by  trial,  that  the  following  approximate  rule 
seldom  errs  by  so  much  as  one-twentieth  part  in  giving  the  hori- 
zontal thrust  of  the  arch. 

The  horizontal  thrust  is  nearly  equal  to  the  weight  supported 
between  tlie  crown  and  tJiat  part  of  Hie  soffit  whose  inclination  is  453; 
or  in  symbols, 

H0  nearly  =  w'  r1  (OG44  ^  +  '7071  c)  +  -3927  w  (/2-f2)....(4.) 

Thus,  in  fig.  180,  let  A  C  B  represent  one-half  of  a  circular 
arch,  O  being  the  centre  of  the  intrados  and  O  A  its  radius,  =r; 

let  OP  =  /,P  TJ  =  c;  U  V  being  the 
horizontal  platform.  Draw  O  C  F,  mail- 
ing the  angle  AOC  =  45°  with  the  verti- 
cal ;  then  the  horizontal  thrust  of  the  arch 
will  be  nearly  equal  to  the  weight  of  the 
mass  A  C  F  V  t,  which  lies  between  the 
joint  C  F  and  the  crown.  The  point  F 
is  that  up  to  whose  level  it  is  advisable  to 
build  the  backing  solid,  or,  at  all  events, 
to  bond  and  joint  it  in  such  a  manner  that 
it  shall  be  capable  of  transmitting  a  hori- 
zontal thrust   Draw  F  T  horizontal;  then 


Fig.  180. 


PT=-7071  OP. 

287.  Stability  •€  on  Unloaded  Arch-Ring. — Before  the  centre  of 
an  arch  is  struck,  the  spandril  walls  (or  spandril  filling,  as  the  case 
may  be)  should  be  built  to  such  a  height  that  the  part  of  the  arch- 
ring  near  the  crown,  which  is  left  for  the  time  unloaded,  shall 
fulfil  the  condition  of  stability  which  consists  in  having  the  line  of 
pressures  within  the  middle  third  of  its  thickness,  when  under  its 
own  weight  alone.  The  exact  investigation  of  this  question  is 
very  complex,  and  it  is  unnecessary  to  give  it  here  in  detail  An 
approximation  sufficiently  accurate  for  practical  purposes  is  as 
follows : — 

Make  the  depth  o/tlie  lowest  point  oftlie  extrados  of  the  unloaded 
arc  below  its  highest  point  a  mean  proportional  between  the  tJiicknese 
of  the  arch  and  Vie  radius  of  the  intrados. 

That  is  to  say,  in  fig.  180  (last  Article)  make 


PQ  =  <yPAAO  =  N/r'  r-r*; (1.) 
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then  the  horizontal  line  QRS  will  show  the  level  up  to  which  the 
■jnndril  walla  or  spaudril  filling  are  to  be  built  before  the  centre  is 
struct 

288.  Circular  Arch  l«*  Am  ■  Q-arfraal. — In  tllia  case-  the  rule 
of  the  preceding  article  is  to  be  applied  exactly  its  in  the  case  of  au 
arch  not  leas  than  a  quadrant ;  but  in  computing  the  horizontal 
thrust,  it  is  sufficient  to  take  the  weight  of  a  half-arch  with  its 
load,  and  multiply  by  the  co-tangent  of  the  inclination  of  tbo 
intrados  to  the  horizon  at  the  springing. 

289.  tif-WhII*.  in  the  hollow  spandrils  of  ctc'jcs,  arc  transverse 
walls  at  right  angles  to  the  spandril  walla.  The  distance  from 
centre  to  centre  of  the  tie-walls  may  be  from  three  to  five  times 
the  distance  from  centre  to  centre  of  the  spaudril  walls. 

290.  Depth  *t  KriUiir. — To  determine  with  precision  the 
depth  required  for  the  keystono  of  an  arch  by  direct  deduction 
from  the  principles  of  stability  and  strength,  would  be  an  almost 
impracticable  problem  from  its  complexity.  That  depth  is  always 
many  times  greater  than  the  depth  necessary  to  resist  the  direct 
crushing  action  of  the  thrust.  The  proportion  in  which  it  is  so  iu 
some  of  the  best  existing  examples  has  been  calculated,  and  found 
to  range  from  3  to  70.  The  smaller  of  these  factors  may  be  held 
to  err  on  the  side  of  boldness,  and  the  latter  on  the  side  of  caution ; 
good  medium  values  are  those  ranging  from  20  to  40.  The  best 
course  in  practice  is  to  assume  a  depth  for  the  keystone  according 
to  an  empirical  rule,  founded  on  dimensions  of  good  existing 
examples  of  bridges. 

The  following  is  such  a  rule  j — 

For  tiie  depth  of  the  keystone,  take  a  mean  proportional  between  the 
radius  of  curvature  of  the  intrados  at  lite  crown,  and  a  constant, 
whose  values  are, 


for  a  single  arch, '13  foot; 

for  an  arch  forming  one  of  a  series, "17     „ 

That  is  to  say,  in  symbols, 

Depth  of  keystone  for  a  single  arch, 

in  feet  =  J  ('12  X  radius  at  crown). (1.) 

Depth  of  keystone  for  an  arch  of  a  scries, 

infcet  =  ,/('17  X  radius  at  crown). (2.) 

The  followiag  are  examples :— 


Radius  at 

Depth  or 

Crows. 

Calculated 

Actual 

FeeL 

Foot. 

Feet. 
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Bridge  over  the  Severn,  at  Glouces- 
ter (by  Telford);  elliptic  arch; 
span  150  feet;  rise  35  feet, 160-7        4*39 

Bridge  at  Turin,  over  the  Dora 
Riparia  (by  Mosca);  arch  seg- 
mental; epan  147 '6  feet;  rise 
18  feet, 160  438 

Grosvenor  Bridge,  over  the  Dee, 
at  Chester  (by  Hartley  and 
Harrison) ;  segmental  arch ;  span 
200  feet;  rise  42  feet, 140         4-1 

Ordinary  bridge  over  a  double  line 
of  railway;  elliptic  arch;  span 
30  feet;  rise  7  feet  6  inches, 30         i-o 

Arches  in  Series. 
Bridge    over    the    Thames,   near 

Maidenhead  (by  I.  E.  Brunei); 

arch  (of  brick  in  cement)  nearly 

elliptic;    span    128    feet;    rise 

24-25,  169  5-36 

London  Bridge  (by  Sir  John  Ben- 

nie};    elliptic  arch;    span  152 

feet, .■ 162  5-25 

Bridge  of  Neuilly  (by  Perronet) ; 

basket-handle    arch;    span    39 

metres  =  128  feet  nearly;  rise 

975  metres  =  32  feet  nearly,...        169  520 

Bridge  of  St.  Maxence  (by  Per- 
ronet);   segmental  arch;    span 

about  70*7  feet;  rise  about  6 '4 

feet, 119  4*49 

Waterloo    Bridge    (by    Rennie); 

elliptic  arch;  span  120  feet;  rise 

32  feet, 112-5       4*37 

Bullochmyle  Bridge,  over  the  Ayr, 

(by  Miller);  semicircular  arch; 

span  181  feet;  rise  90-5  feet,  ...        905        392 
Dean  Bridge,  near  Edinburgh ;  seg- 
mental arch;  span  90  feet;  rise 

30  feet, 4875      288 
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It  is  evident  from  the  law  approximately  followed  by  the 
examples  in  the  preceding  table,  that  the  depth  required  for  the 
arch-ring  is  regulated  chiefly  by  the  necessity  for  providing  against 
deviations  of  the  line  of  pressures,  produced  by  temporary  partial 
loads;  and  because  such  loads  on  a  large  arch  are  less  as  compared 
with  the  weight  of  the  arch  itself  than  in  a  small  arch,  the  depth 
of  the  arch-stones  increases  more  slowly  than  the  general  dimensions 
of  the  arch — viz.,  proportionally  to  the  square  root  of  the  radius  at 
the  crown. 

The  probability  of  such  a  rule  being  found  to  answer  in  practice 
might  have  been  inferred  from  equation  38  A  of  Article  180,  p. 
370,  by  assuming  that,  owing  to  the  plasticity  of  the  mortar,  the 
dead  load  of  the  arch,  there  denoted  by  w0,  produces  no  bending 
action  (which  is  equivalent  to  omitting  the  term  in  B);  and  then 
determining  the  depth  h  of  the  arched  rib  so  that  the  tension  j/x 
shall  be  =  0,  the  arch  being  considered  as  sensibly  flexible  between 
the  joints  of  rupture  only.  This  last  condition  makes  the  rise  k 
of  the  sensibly  flexible  part  of  the  arch  equal  to  a  certain  fraction  of 
the  radius  at  the  crown;  say  n  r,  so  that  the  equation  referred  to 
is  reduced  to  the  following : — 

0-138—  -_  — —  =  0. 
w0q  h       nr 

But  gf  =  £;  and  w  -$-  w0t  which  expresses  the  ratio  of  the 
intensity  of  the  external  load  to  the  weight  of  the  arch  itself,  may 
be  replaced  by  h'  -5-  /*;  h  being  the  required  depth  of  keystone, 
and  hf  the  depth  of  the  same  material  which  is  equivalent  to  the 
external  load     The  equation  thus  becomes, 

0-828  ^——=0;  or 
hL       nr 

h*  =  '828  n  h'  r; (3.) 

that  is  to  say,  for  equally  intense  external  loads,  and  equal  angles  of 
rupture,  the  square  of  the  thickness  of  the  keystone  should  vary  as 
the  radius  of  the  intrados;  being  very  nearly  the  rule  deduced 
empirically  from  practical  examples.  The  co-efficients  *12  and  *17 
in  equations  1  and  2  correspond  to  the  factor  '828  n  h'  in  equation 
3.  It  is  probable  that  the  necessity  for  a  larger  co-efficient  in  the 
case  of  an  arch  which  forms  one  of  a  series  arises  from  the  fact, 
that  when  one  arch  of  a  series  is  loaded  externally,  and  the 
adjoining  arches  unloaded,  the  piers  yield  slightly,  so  as  to  lower 
the  position  of  the  joints  of  rupture. 

291.  An  Abatmeat  la  Radiatiag  Coanea  forms  in  truth  a  con- 
tinuation of  the  arch,  and  is  the  strongest  and  most  stable  kind  of 
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abutment  where  the  foundation  is  firm,  and  the  height  from  which 
the  arch  springs  is  moderate.  One  of  the  best  examples  is  the 
Grosve nor  Bridge  nt  Chester.  The  real  face  of  such  an  abutment 
is  a  continuation  of  the  intrados  of  the  arch,  and  its  back  is  a  con- 
tinuation  of  the  extrndos  of  the  solid  spandril  backing,  which 
ought  to  be  built  in  radiating  courses  also;  but  the  custom  is,  in 
violation  of  good  taste,  to  disguise  the  real  structure  by  means  of  a 
casing  of  masonry  with  vertical  and  horizontal  joints. 

292.  Vertical  Akntnnu  depend  for  their  stability  on  the  samo 
principles  which  regulate  that  of  buttresses,  and  which  have  been 
fully  explained  in  Articles  263  and  264,  pp.  396  to  401.  Tho 
points  to  be  chiefly  attended  to  are,  that  if  there  is  any  horizontal 
thrust  through  the  spandril,  the  part  of  the  abutment  above  tho 
springing  of  the  arch  shall  have  sufficient  weight  to  resist  by 
friction  the  tendency  to  sliding  produced  by  that  thrust;  that 
above  the  bed-joint  next  below  the  springing  of  the  arch,  the 
weight  of  material,  including  that  of  the  half-arch  itself  with  its 
load,  shall  produce  friction  enough  to  resist  the  whole  thrust  of 
the  arch,  whether  exerted  through  the  spandrils  or  at  the  spring- 
ing; and  that  the  centre  of  resistance  at  the  base  of  the  abutment 
shall  not  deviate  from  the  centre  of  the  base  by  more  than  the 
proper  fraction,  q,  of  the  thickness  of  that  base.  (See  Articlo 
203,  p.  396,  and  Article  179,  pp.  294,  205.) 

It  is  highly  advantageous,  in  point  both  of  stability  and  economy, 
to  build  abutments  with  hollows  in  them,  or  with  narrow  arch- 
ways passing  through  them,  perpendicular  to  the  main  archways 
which  the  abutments  support.  These  archways  should  have  in- 
verted arches  at  the  bottom,  to  distribute  the  load  over  as  large  a 
base  as  possible.  The  hollows  or  nrchways  may  occupy  about  one- 
third  of  tho  whole  volume  of  tho  abutment 

When  an  arch,  as  in  fig.  179,  p.  421,  has  a  joint  of  rupture  such 
as  C,  the  part  of  the  arch  below  that  joint,  together  with  its 
spandril  Kicking  nnd  the  load  directly  resting  on  it,  may  be 
considered  as  forming  part  of  the  abutment 

In  some  of  the  best  examples  of  bridges,  the  thickness  of  tho 
abutments  ranges  from  one-Utird  to  orte-fijUi  of  the  radius  of 
curvature  of  the  arch  at  its  crown. 

293.  Pien  at  Art  he — Each  pier  of  a  series  of  arches  ought  to 
have  sufficient  stability  to  resist  the  thrust  which  acts  upon  it 
when  one  only  of  the  arches  which  spring  Irom  it  is  loaded  with 
a  travelling  load.  That  thrust  may  be  roughly  computed  by 
multiplying  the  travelling  load  per  lineal  foot  by  the  radius  of 
curvature  of  the  intrados  at  its  crown  in  feet 

Each  pier  should  always  give  sufficient  space  on  its  top  for  the 
two  arches  to  spring  from. 
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Either  of  these  rules  gives  in  general  a  less  thickness  than  those 
adopted  for  piers  in  practice,  which  range  from  one-tenth  to  one- 
fourth  of  the  span  of  the  arches ;  the  latter  thickness,  and  those 
approaching  to  it,  being  suitable  for  " abutment-piers"  The  most 
common  thickness,  for  ordinary  piers,  is  from  one-sixth  to  one- 
seventh  of  the  span  of  the  arches. 

Piers,  like  abutments,  are  advantageously  lightened,  especially 
when  very  lofty,  as  in  viaducts,  by  being  built  hollow,  or  by  hav- 
ing archways  traversing  them,  with  inverted  arches  at  the  base. 

294.  Bibbed  A  re  be*,  Abutments,  nad  Piers. — Arches  and  their 
abutments  and  piers  may  be  made  at  once  light  and  stiff',  by 
building  them  in  parallel  deep  ribs,  with  thinner  portions  of 
masonry  between  them;  but  this  of  course  involves  additional 
workmanship. 

295.  skew  Arches  are  of  figures  derived  from  those  of  symmetri- 
cal arches  by  distortion  in  a 
horizontal  plane.  The  eleva- 
tion of  the  face  of  a  skew  arch, 
and  every  vertical  section  par- 
allel to  its  face,  being  similar 
to  the  corresponding  elevation 
and  vertical  section  of  a  sym- 
metrical arch,  the  forces  which 
act  in  a  vertical  layer  or  rib 
of  a  skew  arch  with  its  abut- 
ments, are  the  same  with  those 
which  act  in  an  equally  thick 
vertical  layer  of  a  symmetrical 
arch  with  its  abutments,  of  the 
same  dimensions  and  figure,  and 
similarly  and  equally  loaded. 

Fig.  181  represents  a  plan  of  a  skew  arch,  with  counterforted 
abutments.  The  angle  of  skew,  or  obliquity,  is  the  angle  which  the 
axis  of  the  archway,  A  A,  makes  with  a  perpendicular  to  the  face 
of  the  arch,  B  C  A  B.  The  span  of  the  archway,  "on  the  square" 
as  it  is  called  (that  is,  the  perpendicular  distance  between  the  abut- 
ments), is  less  than  the  span  on  the  shew,  or  parallel  to  the  face  of 
the  arch,  in  the  ratio  of  the  cosine  of  the  obliquity  to  unity.  It 
is  the  span  on  the  skew  which  is  equal  to  that  of  the  corresponding 
symmetrical  arch. 

The  best  position  for  the  bed-joints  of  the  arch-stones  is  perpen- 
dicular to  the  thrust  along  the  arch.  If,  therefore,  there  be  drawn 
on  the  soffit  of  a  skew  arch,  a  series  of  parallel  curves,  made  by  the 
intersections  of  the  soffit  with  vertical  planes  parallel  to  the  face 
of  the  arch,  the  best  forms  for  the  bed-joints  will  be  a  series  of 
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curves  drawn  on  the  soffit  of  the  arch  bo  aa  to  cut  the  whole  of  the 
former  series  of  curves  at  right  angles,  such  as  C  C  in  figs.  181  and 
182.  Jointe  of  the  best  form  being  difficult  to  execute,  spiral 
joints  are  used  in  practice  as  an  approximation. 

Preparatory  to  the  execution  of  a  skew  arch,  a  large  drawing  of 
the  soffit  must  be  prepared,  showing  the  exact  figure  and  position 
of  every  arch-stone.  That  drawing  represents  the  curved  surface 
of  the  soffit  as  if  it  were  spread  out  fiat,  and  is  called  the  "  develop- 
ment "  of  that  curved  surface.  In  general  it  is  sufficient  to  draw 
one-half  of  the  soffit,  the  other  half  being  similar.  The  following 
are  the  processes  by  which  that  drawing  is  prepared : — 

I.  To  draw  the  development  of  the  soffit,  and  of  its  vertical  sections 
on  the  skew.  Fig-  183,  No.  2,  represents  a  plan  of  one  half  of  the 
arch,  HAK  being  the  crown  of  the  soffit,  and  I  B  L  the  face  of 
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one  of  the  abutments.  The  line  A  0  B  represents  the  position  of 
a  vertical  section  on  the  skew,  and  A  E  D,  perpendicular  to  H  K, 
that  of  a  vertical  section  on  the  square:  ^c  B  A  D  being  the  angle 
of  obliquity. 

Assume  any  convenient  number  of  points  in  H  I,  through  which 
draw  a  set  of  lines  (such  as  E  C  E  G)  II  H  K,  and  also  a  get  of 
lines  1EI  Draw  0  B  II  H  I,  cutting  these  lines;  and  on  O  B 
as  half-span,  construct  the  vertical  section  of  the  arch  on  the  skew, 
represented  by  No  1,  in  which  A  C  B  is  the  line  on  the  soffit  cor- 
responding to  A  C  B  in  No.  2. 

Construct  the  vertical  section  on  the  square,  No.  3,  by  drawing 
O  D  II  A  D  to  represent  the  half-span  on  the  square,  and  trans- 
ferring the  ordinates  of  No.  1  to  the  corresponding  points  in  No. 
3  j  for  example,  F  C  to  G  E. 

Then  construct  the  development  No.  '4  in  tho  following  manner: 
—Produce  the  centre  line  of  the  soffit,  HAKAOHAK. 
From  any  convenient  point  A,  No.  4,  draw  A  E  D  1  H  K,  in 
which  take  distances  A  E>  A  D,  4c,  equal  in  length  to  the  arcs 
A  E,  A  D,  Ac.,  which  are  cut  off  on  the  curve  A  E  D,  No.  3,  by 
its  several  ordinates.  Then  will  the  straight  line  A  E  D,  No.  4, 
be  the  development  of  the  section  on  As  square,  AEI),  Noa.  2  and 
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3.  Through  the  points  of  division  of  A  E  D,  No.  4,  draw  lines 
parallel  to  H  K,  such  as  E  C,  I  D  B  L,  &c,  on  which  lay  ofr 
ordinates,  such  as  E  C,  D  B,  <fec,  equal  respectively  to  the  corre- 
sponding ordinates,  E  C,  D  B,  <fca,  in  the  plan,  No.  2,  and  through 
the  ends  of  those  ordinates  draw  a  curve  A  C  B,  No.  4 ;  this  will 
be  the  development  of  the  vertical  section  on  the  skew,  A  C  B, 
Nos.  1  and  2. 

Draw  also  the  curves  H  I,  K  L  parallel,  similar,  and  equal  to 
A  C  B,  and  at  distances  from  it  on  either  side,  H  A  =  A  K,  of 
half  the  length  of  the  archway.  Then  I  H  K  L  will  be  the 
development  of  half  the  soffit  Draw  I  M  and  L  N  perpendicular 
to  I  L;  then  M  I  L  N  will  be  the  development  of  part  of  the  face 
of  an  abutment.  Draw  also  any  convenient  number  of  intermedi- 
ate curves,  such  as  those  shown  by  dots,  parallel,  similar,  and 
equal  to  A  C  B,  to  represent  the  development  of  several  parallel 
skew  vertical  sections  of  the  soffit,  and  to  indicate,  at  the  same 
time,  the  direction  of  the  thrust  at  each  point  which  they  traverse. 
These  may  be  called  "curves  of  pressure." 

II.  To  draw  on  the  development  of  the  soffit,  the  bed-joints  and 
aide-joints  of  true  courses.  The  bed-joints  are  drawn  by  sketching 
with  the  free  hand  a  series  of  curves,  cutting  all  the  curves  of 
pressure  at  right  angles,  and  called  the  ortlwgonal 
trajectories  of  the  curves  of  pressure.  The  side-joints, 
being  perpendicular  to  the  bed-joints,  are  parts  of 
ciirves  of  pressure  themselves.  (See  fig.  184.)  The 
courses  become  thinner  towards  the  acute  angle 
of  the  abutment,  and  thicker  towards  the  obtuse 
angle,  so  that  it  may  be  sometimes  advisable  to 
introduce  intermediate  bed-joints  near  the  obtuse  g* 
angle,  as  shown  near  L  in  fig.  184.  In  the  illustrations,  the 
arch  springs  vertically  from  the  abutments,  so  that  none  of  the 
bed-joints  intersect  the  line  of  springing,  I  L,  to  which  they  are 
all  asymptotes.  Had  the  arch  been  segmental,  some  of  the  bed- 
joints  would  have  intersected  that  line  obliquely,  making  necessary 
the  use  of  skew-backs  of  the  kind  shown  in  the  next  figure,  but 
not  so  oblique. 

III.  To  draw,  on  the  development  of  the  soffit,  tlie  bed-joints  and 
side-joints  of  spiral  courses.  (See  fig.  185.)  On  the  development 
of  the  soffit,  draw  a  series  of  parallel  equidistant  straight  lines, 
perpendicular  to  the  direction  of  the  thrust  at  the  crown  of  the 
arch;  these  will  represent  the  bed-joints,  and  the  side-joints  will 
be  perpendicular  to  them.  Between  I  and  L  are  shown  the  skew- 
backs,  or  stones  which  connect  the  slanting  courses  of  the  arch  with 
the  horizontal  courses  of  the  abutment. 

Spiral  courses  are  perpendicular  to  the  thrust  at  the  crown  of 
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.the  arch  only,  and  become  more  and  more  oblique  to  it  the  nearer 
they  are  to  the  springing. 

296.   Bibbed  Skew  Arc*.— A   substitute   for   an    ordinary  skew 
arch  is  sometimes  composed  of  a  series  of  ribs  placed  side  by  side. 


Fig.  IS5. 


as  in  fig.  18G.  This  mode  of  construction  contracts  the  span  on  the 
square  as  compared  with  that  of  an  ordinary  skew  arch  having 
the  same  span  on  t/ie  skew,  by  the  following  quantity : — 

Let  a  denote  the  projection  of  each  rib  of  the  abutment  beyond 
the  preceding  rib; 

b,  the  breadth  of  a  rib;  then 


contraction  of  span  on  the  square  = 


J  +  -W 


...p.) 


If  the  span  on  the  square  has  already  been  fixed,  the  span  on  the 
skew  for  a  ribbed  arch  is  to  be  made  greater  than  that  for  » 
common  skew  arch,  simply  by  the  projection  a  of  a  rib  of  tha 
abutment. 

297.  (tirengih  of  Hmh  and  Crick  Arcbe*. — A  well-designed  stone 
or  brick  arch  of  sufficient  stability  has  usually  a  great  surplus  of 
strength.  In  the  case,  however,  of  a  proposed  arch  of  unusual 
dimensions  or  figure,  especially  if  the  material  is  comparatively 
weak,  it  is  advisable,  after  the  figure  and  dimensions  have  been 
planned  with  a  view  to  stability,  to  test  whether  the  strength 
is  likely  to  be  sufficient.  This  may  be  done  with  a  sufficiently 
close  approximation,  by  tho  aid  of  equations  30,  36,  and  37  of 
Article  180,  p.  370,  by  making  the  following  substitutions : — 

Case  I.  In  a  transformed  Catenary  Arch,  or  a  circular  segment  of 
less  than  a  quadrant;  make 

h'  —  depth  of  arch-stones  at  springing  X  cos  ■  inclination  of  arch 
at  that  point; 


I  =  span;  ks 


d  consequently,  B  =  jg-^  (l  +  -j-^j •(!■) 
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r1  =  |(l+B)(l-^); (2.) 

also,  considering  a  rib  of  a  foot  in  breadth,  make  Aj  =  A';  for  w0 
put  the  dead  load  in  lbs.  per  square  foot  of  platform  at  tlie  crown  oj 
the  arch,  and  for  to  the  rolling  load  in  lbs.  per  square  foot  of  plat- 
form. 

Case  II.  In  hydrostatic,  elliptic,  and  semicircular  arches,  and 
circular  segments  greater  than  a  quadrant,  make  I  •=.  the  span,  and 
k  =  the  rise,  of  the  part  of  the  arch  lying  between  the  two  joints 
which  make  angles  of  45°  with  the  horizon.  In  hydrostatic  and 
elliptic  arches,  make  h'  =  thickness  of  arch-ring;  in  circular  arches, 
make  A'  =  thickness  at  the  joints  first  mentioned  X  -707.  Then 
proceed  in  other  respects  as  in  Case  I. 

I2  w 
In  all  cases  omit  the  term -5— j — 7^—?  -»,  f,  and  substitute  for 

o  Ax  (1  -r  x>)  k 

it  H  -f.  A',  H  being  the  horizontal  thrust  as  found  by  the  methods 

of  Articles  132  to  138,  pp.  202  to  218,  Article  280,  pp.  423,  424, 

and  Article  288,  p.  425,  for  a  rib  one  foot  in  breadth. 

Equation  37,  giving  the  greatest  intensity  of  thrust,  pv  in  lbs.  on 

the  square  foot,  thus  becomes 

^  =  ?  +  2^{l-^BB+-(2^-2^+^0}(3*) 

When  h'  -f.  k,  and  consequently  B,  are  small  fractions,  so  that 

2 

rx  =  £  nearly,  the  following  formula  may  be  used : — 

*  =  ?  +  *-**  { B  w° + °'207  w } (3  *•> 

"When,  on  the  other  hand,  (1  +  B)  -&-  ( 1  —  ;-.J  is  equal  to  or 

5 
greater  than  ~,  so  that  r,  =  1,  the  following  formula  is  to  bo  used : — 

In  transformed  catenarian  and  circular  segmental  arches,  an  ap- 
proximation to  uniformity  of  strength  may  be  obtained  by  makiug 
the  depth  of  each  voussoir  proportional  to  the  secant  of  the  in- 
clination of  its  bed  to  the  vertical. 

297  A.   Underground  Archway*— Ton  neli—CulrcrU. — If  the  depth 

of  a  buried  archway,  such  as  a  tunnel  or  culvert,  beneath  the  surfaco 
of  the  ground,  is  great  compared  with  the  height  of  the  archway, 
the  proper  form  for  the  line  of  pressures,  which  must  lie  within  the 

2f 
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middle  third  of  the  thickness  of  the  arch,  is  the  elliptic  linear  arch 
of  Article  134,  p.  202,  in  which  the  ratio  of  the  horizontal  to  the 
vertical  semi-axis  is  the  square  root  of  the  ratio  of  the  horizontal 
to  the  vertical  pressure  of  the  earth ;  that  is  to  say, 

horizontal  a 


vertical  s 


'-•VS-VG^w 


$  being  the  angle  of  repose. 

If  the  earth  is  firm,  and  little  liable  to  be  disturbed,  the  propor- 
tion of  the  half-span,  or  horizontal  semi-axis,  to  the  rise,  or  vertical 
semi-axis,  may  he  made  greater  than  is  given  by  the  preceding 
equation,  and  the  earth  will  still  resist  the  additional  horizontal 
thrust;  but  that  proportion  should  never  be  made  lets  than  the 
value  given  by  the  equation,  or  the  sides  of  tho  archway  will  be  in 
danger  of  being  forced  inwards. 

In  a  drainage  tunnel  or  culvert  the  entire  ellipse  may  be  nsed  as 
the  figure  of  the  arch;  but  in  a  railway  tunnel,  where  it  is  neces- 
sary to  have  a  flat  floor,  the  sides  and  roof  of  the  tunnel  comprise 
in  height  the  upper  two-thirds,  or  three-fourths,  of  the  ellipse, 
which  is  closed  below  by  a  circular  segmental  inverted  arch  of 
slight  curvature,  its  depression  being  one-eighth  of  its  span,  or 
thereabouts.  By  this  mode  of  construction  the  vertical  pressure 
of  the  sides  of  the  tunnel  is  concentrated  upon  foundation  courses 
directly  below  them,  from  which  they  spring.  The  ratio  which 
the  entire  width  of  the  tunnel,  measured  outside  the  masonry  or 
brickwork,  bears  to  tho  joint  width  of  that  pair  of  foundations, 
must  not  exceed  the  limit  of  the  ratio  of  the  weight  of  a  building 
to  the  weight  of  earth  displaced  by  it,  as  given  by  Article  237, 
equation  1,  p.  379.  The  inverted  arch  serves  to  prevent  the 
foundations  of  the  sides  of  the  tunnel  from  being  forced  inwards  by 
the  horizontal  pressure  of  tho  earth. 

The  exact  form  for  the  liue  of  pressures  in  the  sides  and  roof  of 
a  tunnel  is  the  geoatatic  arch  of  Article  137,  pp.  212,  213.  This 
principle  requires  attention  when  the  roof  of  the  tunnel  is  near  the 
surface.  Let  a^  be  the  depth  of  the  crown  of  the  tunnel,  and  xl 
that  of  its  greatest  horizontal  diameter,  beneath  the  surface.  From 
those  ordinates  as  data,  design  a  hydrostatic  arch,  by  the  aid  of  tho 
formulae  (12)  of  Article  136,  p.  211;  contract  the  horizontal 
ordinates  of  that  arch  in  the  ratio  c  :  1  (see  equation  1,  above);  and 
the  result  will  be  the  figure  of  the  geoatatic  arch  required. 

The  greatest  intensity  of  pressure  in  a  buried  archway  occurs 
usually  in  its  sides,  at  the  ends  of  the  shorter  diameter  of  the  oval 
intrados;  and  that  intensity  is  given  approximately  by  the  follow- 
ing equation.  Let  s,  be  the  depth  of  the  shorter  diameter  below 
the  surface  of  the  ground,  V  the  half-span  of  the  archway,  a'  ita 
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rise,  t  the  thickness  of  its  side,  w  the  weight  of  a  cubic  foot  of  the 
earth;  then  the  greatest  pressure,  in  lbs.  on  the  square  foot,  is 


_w{x1(b'+t)-0-8a'V}. 

= 1 * • w 


and  this  should  not  exceed  the  resistance  of  the  material  to  crush* 
ing,  divided  by  a  proper  factor  of  safety. 

It  appears  that  in  the  brickwork  of  various  existing  tunnels,  the 
factor  of  safety  is  as  low  &&four.  This  is  sufficient,  because  of  the 
steadiness  of  the  load ;  but  in  buried  archways  exposed  to  shocks, 
like  those  of  culverts  under  high  embankments,  the  factor  of  safety 
should  be  greater;  say  from  eight  to  ten. 

How  small  soever  the  load  may  be,  there  is  a  certain  minimum 
thickness  for  an  underground  archway,  for  determining  which 
the  following  empirical  rule,  exactly  similar  to  that  for  find- 
ing the  depth  of  the  keystone  of  an  arch,  has  been  deduced  from 
practical  examples.  The  rise  and  half-span  being  denoted  as 
before  by  a'  and  &',  compute  approximately  the  longest  radius  of 
curvature  of  the  intrados  by  the  formula 

<** 

*=Y> (S-> 

then 

least  thickness  t  in  feet=  J  0-12  r (4.) 

This  is  applicable  where  the  ground  is  of  the  firmest  and  safest 
kind.  In  soft  and  slippery  materials,  the  thickness  ranges  from  once 
and  a-Iialf  to  double  that  given  by  equation  4;  that  is  to  say, 


from  J  0-27  r  to  J  0*48  r. (4  A.) 

The  thickness  of  an  underground  arch  at  the  crown  may  be  made 
less  than  at  the  sides  in  the  ratio  b' :  a';  but  the  more  common 
practice  is  to  make  it  uniform. 

As  to  the  precautions  to  be  observed  in  embanking  over  and 
near  archways,  see  Article  201,  p.  341. 

298   Tabic   of  Co-ordinates  aad   Slopes   of  Cateaarlaa   Carres. — 

(See  Article  131,  pp.  200,  201,  and  Article  282,  p.  418.) 
Let  m  denote  the  modulus,  or  parameter; 

y0,  the  ordinate  from  the  directrix  to  the  crown ; 
x,  any  abscissa,  measured  horizontally  from  the  crown ; 
*   y ,  the  corresponding  ordinate  from  the  directrix ; 

-—,  the  tangent  of  the  slope  of  the  curve  at  the  end  of  that 

ordinate. 


436 


MATERIALS  AND  STRUCTURES. 


X 

y_ 

may 

X 

_*. 

mdff 

m 

yo 

Podx 

m 

Sfo 

9<>da 

O 

I  '0000 

•OOOO 

16 

2*5774 

2*3755 

0*2 

I'0200 

•2013 

18 

31074 

2-9421 

o*4 

i*o8io 

•4107 

2'0 

3-7622 

3-6269 

o-6 

1-1854 

•6366 

2*2 

45679 

44571 

o-8 

i'3373 

•8880 

2-4 

5-5569 

54662 

I'O 

1*543 1 

I-I752 

2  '6 

67690 

66947 

1*2 

1-8106 

15094 

2*8 

82526 

8-1918 

I '4 

21509 

19043 

3*o 

10*0676 

10-0178 

To  interpolate  the  ordinate  y  ztz  v  corresponding  to  an  inter- 

y  x 

mediate  abscissa  x  z±=  u,  when  —  corresponds  to  —  in  the  table: 

Vo  m 

make 

y^i  =  v. U + /..  +  *  ) ^ v^y («  +  *).  (i.) 

V*»  Va  \        2  m2      24  m*/        Va  ax\t»     6  to3/    x   ' 


This  computation  is  to  be  performed  by  addition  to  the  number 
next  below  in  the  table,  or  by  subtraction  from  the  number  next 
above,  according  as  the  intermediate  abscissa  lies  nearer  to  the  one 
next  below  it  or  to  that  next  above  it. 

When  very  great  precision  is  not  required,  the  terms  in  u3  and 
u4  may  be  neglected ;  but  those  in  u  and  v2  should  always  be  com- 
puted. The  greatest  possible  error  within  the  limits  of  the  table, 
by  using  equation  1  as  it  stands,  is  about  -00005 ;  by  neglecting  u3 
and  w4,  that  limit  of  error  is  increased,  for  the  greatest  intermediate 
ordinate  in  the  table,  to  about  -0015. 

298  A.  u»t  of  Authorities  on  Masonry. — (Stones,  Limes,  and 
Cements) — Berthier,  Traite  des  Essais  par  la  Voie  siclie;  Vicat, 
Traite  des  Mortiers;  Pasley  on  Cements  and  Mortars,  (Masonry  in 
general)— Rondelet,  Traite  de  VArt  de  Bdtir;  Gauthey,  Traite  de 
la  Construction  des  Fonts;  Tredgold  on  Masonry  {Encyc.  Brit) 

Addendum  to  Article  230,  p.  374. 
iroa  Coimte  (introduced  by  Mr.  Leslie)  is  composed  of  17  parts 
by  weight  of  gravel,  and  1  part  of  iron  turnings,  spread  in  alternate 
layers.  It  is  used  in  sea-works.  The  iron  becomes  oxidated  by 
degrees,  and  in  the  course  of  two  or  three  months  cements  the 
gravel  into  a  hard  mass. 
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CHAPTER  IV. 

OP  CARPENTRY. 

Section  I. — Of  Timber. 

299.  ftiracum  of  Timber. — Timber  is  the  material  of  trees  be- 
longing almost  exclusively  to  that  class  of  the  vegetable  kingdom 
in  which  the  stem  grows  by  the  formation  of  successive  layers  of 
wood  all  over  its  external  surface,  and  is  therefore  said  by  botanists 
to  be  exogenous. 

The  exceptions  are,  trees  of  the  palm  family,  and  tree-like 
grasses,  such  as  the  bamboo,  which  belong  to  the  endogenous  class ; 
so  called  because,  although  the  stem  grows  partly  by  the  formation 
of  layers  of  new  wood  on  its  outer  surface,  the  fibres  of  that  new 
wood  do  nevertheless  cross  and  penetrate  amongst  those  previously 
formed  in  such  a  manner  as  to  be  mixed  with  them  in  one  part  of 
their  course,  and  internal  to  them  at  another. 

The  stems  of  endogenous  trees,  though  light  and  tough,  are  too 
flexible  and  slender  to  furnish  materials  suitable  for  important 
works  of  carpentry.  They  will  therefore  not  be  further  mentioned 
in  this  section  except  to  refer  to  the  tables  at  the  end  of  the* 
volume  for  the  tenacity  and  heaviness  of  bamboo. 

The  stem  of  an  exogenous  tree  is  covered  with  bark,  which  grows 
by  the  formation  of  successive  layers  on  its  inner  surface,  at  the 
same  time  that  the  wood  grows  by  the  formation  of  successive 
layers  on  its  outer  surface.  This  double  .operation  takes  place  in 
the  narrow  space  between  the  previously-formed  wood  and  bark, 
during  the  circulation  of  the  sap.  The  sap  ascends  from  the  roots 
to  the  leaves  through  vessels  contained  in  the  outer  layers  of  tho 
wood;  at  the  surface  of  the  leaves  it  acquires  carbon  from  the 
atmosphere,  and  becomes  denser,  thicker,  and  more  complex  in  its 
composition ;  it  then  descends  from  the  leaves  to  the  roots  through 
vessels  contained  chiefly  in  the  innermost  layers  of  the  bark.  It  is 
believed  that  the  formation  of  new  wood  and  bark  takes  place 
either  wholly  or  principally  from  the  descending  sap. 

The  circulation  of  the  sap  is  either  wholly  or  partially  suspended 
during  a  portion  of  each  year  (in  tropical  climates  during  the  dry 
season,  and  in  temperate  and  polar  climates  during  the  winter); 
and  hence  the  wood  and  bark  are  usually  formed  in  distinct  layers, 
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at  the  rate  of  one  layer  in  each  year;  but  this  rule  is  not  universal 
Each  such  layer  constats  of  parts  differing  in  density  and  colour  to 
an  extent  which  varies  in  different  kinds  of  trees. 

The  tissues  of  which  both  wood  and  bark  consist  are  distin- 
guished into  two  kinds — cellular  tissue,  consisting  of  clusters  of 
minute  cells;  and  vascular  tissue,  or  woody  jwre,  consisting  of 
bundles  of  slender  tubes;  the  latter  being  distinguished  from  the 
former  by  its  fibrous  appearance.  The  difference,  however,  between 
those  two  kinds  of  tissue,  although  very  distinct  both  to  the  eye 
and  to  the  touch,  is  really  one  of  degree  rather  than  of  kind;  for 
the  fibres  or  tubes  of  vascular  tissue  are  simply  very  much  elongated 
cells,  tapering  to  points  at  the  ends,  and  "  breaking  joint"  with 
each  other. 

The  tenacity  of  wood  when  strained  "  along  the  grain"  depends 
on  the  tenacity  of  the  walls  of  those  tubes  or  fibres;  the  tenacity  of 
wood  when  strained  "across  the  grain"  depends  on  the  adhesion  of 
the  sides  of  the  tubes  and  cells  to  each  other.  Examples  of  the 
difference  of  strength  in  those  different  directions  will  be  given 
afterwards. 

When  a  woody  stem  is  cut  across,  the  cellular  and  vascular  tissue 
are  seen  to  be  arranged  in  the  following  manner : — 

In  the  centre  of  the  stem  is  the  pith,  composed  of  cellular  tissue, 
enclosed  in  the  medullary  sheath,  which  consists  of  vascular  tissue 
of  a  particular  kind.  From  the  pith  there  extend,  radiating 
outwards  to  the  bark,  thin  partitions  of  cellular  tissue,  called 
medullary  rays;  between  these,  additional  medullary  rays  extend 
inwards  from  the  bark  to  a  greater  or  less  distance,  but  without 
penetrating  to  the  pith. 

When  the  medullary  rays  are  large  and  distinct,  as  in  oak,  they 
are  called  "  silver  grain." 

Between  the  medullary  rays  lie  bundles  of  vascular  tissue,  form- 
ing the  woody  fibre,  arranged  in  nearly  concentric  rings  or  layers 
round  the  pith.  These  rings  are  traversed  radially  by  the 
medullary  rays.  The  boundary  between  two  successive  rings 
is  marked  more  or  less  distinctly  by  a  greater  degree  of  porosity, 
and  by  a  difference  of  hardness  and  colour. 

The  annual  rings  are  usually  thicker  at  that  side  of  the  free 
which  has  had  most  air  and  sunshine,  so  that  the  pith  is  not 
exactly  in  the  centre. 

The  wood  of  the  entire  stem  may  be  distinguished  into  two 
parts — the  outer  and  younger  portion,  called  "sap-wood,"  being 
softer,  weaker,  and  less  compact,  and  sometimes  lighter  in  colour, 
than  the  inner  and  older  portion,  called  "  heart-wood."  The 
heart-wood  is  alone  to  be  employed  in  those  works  of  carpentry 
in  which  strength  and  durability  are  required.     The  boundary 
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between  the  sap-wood  and  the  heart-wood  is  in  general  distinctly 
marked,  as  if  the  change  from  the  former  to  the  latter  occurred  in 
the  course  of  a  single  year.  The  following  examples  of  the  pro- 
portion of  sap-wood  to  the  entire  volume  are  given  on  the  authority 
of  Tredgold.     (Principles  of  Carpentry,  Section  X.) 


Tree. 


Age. 
Yean. 


Chestnut, 58 

Oak, 65 

Scotch  Fir, * 


Diameter. 
Inches. 

x5i 
24 


Thickness    Proportion 
Rings  of         of  of  Sap- 

Sap-wood.  Sap-wood,      wood  to 
Inches,    whole  Trunk. 


7 

17 


2 


O'l 

0*294 
0*416 


The  following  data  are  given  on  the  authority  of  Mr.  Robert 
Murray,  C.E.     (Encyc.  Brit.,  Article  "  Timber.") 


Tree. 


Rings  of 
Sap-wood. 

English  Oak  (Quercus  pedunculata), 12  to  15 

Durmast  Oak  (Quercus  sessUiflora), 20  to  30 

Chestnut  (Castanea  Vesca), 5  or    6 

"Elm(Ulmus  campestris), about  10 

Larch  (Larix  Europcea), „     15 

Scotch  Fir  (Pinus  sylvestris), „     30 

Memcl  Fir  (Pinus  sylvestris), „     44 

Canadian  Yellow  Pine  (Pinus  variabilis), „     42 


The  structure  of  a  branch  is  similar  to  that  of  the  trunk  from 
which  it  springs,  except  as  regards  the  difference  in  the  number  of 
annual  rings,  corresponding  to  the  difference  of  aga  A  branch 
becomes  partially  imbedded  in  those  layers  of  the  trunk  which  are 
formed  after  the  time  of  its  first  sprouting;  it  causes  a  perforation 
in  those  layers,  accompanied  by  distortion  of  their  fibres,  and  con- 
stitutes what  is  called  a  knot.  (On  various  matters  mentioned  in 
this  Article,  see  Balfour's  Manual  of  Botany,  Part  I.,  chaps. 
i  and  ii.) 

300.  Timber  Trees  Classed— Pine-wood— I^eaf-wood.—  For  purposes 

of  carpentry  trees  may  be  classed  according  to  the  mechanical 
structure  of  the  wood.  It  has  already  been  stated  that  the 
botanical  classes  of  Endogens  and  Exogens  correspond  to  essential 
differences  of  mechanical  structure. 

In  further  dividing  the  class  of  Exogenous  trees,  or  timber-trees 
proper,  according  to  the  structure  of  the  wood,  a  division  into  two 
classes  at  once  suggests  itself,  which  exactly  corresponds  with  a 
botanical  division,  vi&  2— 
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riae-wood,  comprising  all  timber-trees  belonging  to  the  coniferous 
order;  and 

l>a£-wa«t,  comprising  all  other  timber-trees. 

Beyond  this  primary  division,  the  place  of  a  tree  in  the  botani- 
cal system  has  little  or  no  connection  with  the  structure  of  its 

A  classic  ration  of  timber  according  to  its  mechanical  structure 
was  proposed  by  Tredgold,  founded,  in  the  first  place,  on  the 
greater  or  less  distinctness  of  the  medullary  rays;  and  secondly, 
on  the  greater  or  less  distinctness  of  the  annual  rings.  According 
to  that  classification,  pine-wood,  or  coniferous  timber,  is  placed  in  the 
same  class  with  leaf-wood  that  has  the  medullary  rays  indistinct; 
and  this  is  certainly  a  fault  in  the  system.  If,  however,  pine-wood 
be  placed  in  a  class  apart,  Tredgold's  system  may  very  well  be 
applied  to  divide  and  subdivide  the  class  of  leaf-wood;  but  it  is 
to  be  observed  that  the  characters  on  which  that  system  is 
founded,  being  mere  differences  in  degree,  and  not  in  kind,  are  not 
of  that  definite  sort  which  a  thoroughly  satisfactory  system  ol 
classification  requires ;  and  if  they  are  adopted,  it  is  because  no 
better  set  of  distinguishing  characters  has  yet  been  proposed. 

The  following  is  a  condensed  view  of  the  classification  of  exo- 
genous timber,  as  above  described :  — 

CLASS  1.     Pine-wood.     (Natural  order  Gonifera.) — Examples; 
— Pine,  Fir,  Larch,  Cowrie,  Yew,  Cedar,  Juni- 
per, Cypress,  4c. 
CLASS  II, — Leaf-wood.     (Non-coniferous  trees.) 

Division  I.  With    distinct  large  medullary  rays.      (The 
trees  in  this  division  form  port  of  the 
natural  order  Amaitactas.) 
Subdivision    I.  Annual   rings    distinct — Example: — 

Oak. 
Subdivision  II.  Annual  rings  indistinct. — Examples  : 
— Beech,  Alder,  Plane,  Sycamore,  &c 
Division  II.  No  distinct  large  medullary  rays. 

Subdivision    I.    Annual    rings     distinct — Examples: 
'  — Chestnut,  Ash,  Elm,  Ac 

'  Subdivision  IL  Annual  rings  indistinct — Examples  : 

— Mahogany,  Walnut,  Teak,  Poplar, 
Box,  &c 

The  chief  practical  bearings  of  this  classification  are  as  follows : — 

Pine-wood,  or  coniferous  timber,  in  most  cases,  contains  turpentine. 

It  is  distinguished  by  straightnesa  in  the  fibre  and  regularity  in 
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the  figure  of  the  trees;  qualities  favourable  to  its  ik«j  in  carpentry, 
especially  where  long  pieces  are  required  to  bear  either  a  direct  pull, 
or  a  transverse  load,  or  for  purposes  of  planking.  At  the  same 
time,  the  lateral  adhesion  of  the  fibres  is  small ;  so  that  it  is  much 
more  easily  shorn  and  split  along  the  grain,  or  torn  asunder  across 
the  grain,  than  leaf- wood;  and  is  therefore  less  fitted  to  resist 
thrust  or  shearing  stress,  or  any  kind  of  stress  that  does  not  act 
along  the  fibres.  Even  the  toughest  kinds  of  pine-wood  are  easily 
wrought  A  peculiar  characteristic  of  pine-wood  (but  one  which 
requires  the  microscope  to  make  it  visible)  is  that  of  having  the 
Tascular  tissue  "punctated;"  that  is  to  say,  there  are  small  lenticu- 
lar hollows  in  the  sides  of  the  tubular  fibres.  This  structure  is 
probably  connected  with  the  smallness  of  the  lateral  adhesion  of 
those  fibres  to  each  other. 

In  Leaf-wood,  or  non-coniferous  timber,  there  is  no  turpentine. 
The  degree  of  distinctness  with  which  the  structure  is  "seen, 
whether  as  regards  medullary  rays  or  annual  rings,  depends  on  the 
degree  of  difference  of  texture  of  different  parts  of  the  wood. 
Such  difference  tends  to  produce  unequal  shrinking  in  drying;  and 
consequently  those  kinds  of  timber  in  which  the  medullary  rays, 
and  the  annual  rings,  are  distinctly  marked,  are  more  liable  to 
warp  than  those  in  which  the  texture  is  more  uniform.  At  the 
same  time,  the  former  kinds  of  timber  are,  on  the  whole,  the  more 
flexible,  and  in  many  cases  are  very  tough  and  strong,  which 
qualities  make  them  suitable  for  structures  that  have  to  bear 
shocks. 

301.  Appearance  of  good  Timber. — There  are  certain  appearances 
which  are  characteristic  of  strong  and  durable  timber,  to  what  class 
soever  it  belongs. 

In  the  same  species  of  timber,  that  specimen  will  in  general  be 
the  strongest  and  the  most  durable  which  has  grown  the  slowest, 
as  shown  by  the  narrowness  of  the  annual  rings. 

The  cellular  tissue  as  seen  in  the  medullary  rays  (when  visible) 
should  be  hard  and  compact. 

The  vascular  or  fibrous  tissue  should  adhere  firmly  together,  and 
should  show  no  wooliness  at  a  freshly-cut  surface,  nor  should  it 
clog  the  teeth  of  the  saw  with  loose  fibres. 

If  the  wood  is  coloured,  darkness  of  colour  is  in  general  a  sign 
of  strength  and  durability. 

The  freshly-cut  surface  of  the  wood  should  be  firm  and  shining, 
and  should  have  somewhat  of  a  translucent  appearance.  A  dull, 
chalky  appearance  is  a  sign  of  bad  timber. 

In  wood  of  a  given  species,  the  heavier  specimens  are  in  general 
the  stronger  and  the  more  lasting. 

Amongst  resinous  woods,  those  which  have  least  resin  in  their 
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pores,  and  amongst  non-resinous  woods,  those  which  have  least  sap 
or  gum  in  them  are  in  general  the  Strongest  and  most  lasting. 

It  is  stated  by  some  authors  that  in  pine-wood,  that  which  has 
most  sap-wood,  and  in  leaf- wood,  that  which  has  least,  is  the  most 
durable;  but  the  universality  of  this  law  is  doubtful. 

Timber  should  be  free  from  such  blemishes  as  clefts,  or  cracks 
radiating  from  the  centre;  "cup-shakes,"  or  cracks  which  partially 
separate  one  annual  layer  from  another ;  "  upsets,"  where  the  fibres 
have  been  crippled  by  compression ;  "  rind-galls,"  or  wounds  in  a 
layer  of  the  wood,  which  have  been  covered  and  concealed  by  the 
growth  of  subsequent  layers  over  them;  and  hollows  or  spongy 
places,  in  the  centre  or  elsewhere,  indicating  the  commencement  of 
decay. 

302.  Examples  of  Plae-wood, — Pine,  Fir,  Larch,  Cowrie,  Cedar,  oVe* 
— The  following  are  examples  of  timber  of  this  class : — 

L  Pine  timber  of  the  best  sort  is  the  produce  of  the  Red  Pine, 
or  Scottish  Fir  {Pinus  sylvestris),  grown  in  Norway,  Sweden,  Russia, 
and  Poland.  The  best  is  exported  from  Riga,  the  next  from  Memel 
and  from  Dantzic.  The  same  species  of  tree  grows  also  in  Britain,  but 
is  inferior  in  strength.  The  annual  rings,  when  this  timber  is  of  the 
best  kind,  consist  of  a  hard  part,  of  a  clear  dark-red  colour,  and  a 
less  hard  part,  of  a  lighter  colour,  but  still  clear  and  compact 
The  thickness  of  the  rings  should  not  exceed  one-tenth  of  an  inch. 
The  most  common  size  of  the  logs  to  be  met  with  in  the  market  is 
about  13  inches  square.  This  is  the  best  of  all  timber  for  straight 
beams,  straight  ties,  and  straight  pieces  in  framework  generally, 
and  for  the  spars  of  ships. 

Pine  timber  for  the  same  purposes  is  also  obtained  from  various 
other  species,  chiefly  North  American,  of  which  the  best  are  the 
Yellow  Pine  (Pinus  variabilis),  and  White  Pine  (Pinus  Strobus). 
It  is  softer  and  less  durable  than  the  Red  Pine  of  the  North  of 
Europe,  but  lighter,  and  can  be  had  in  larger  logs. 

II.  White  Fir,  or  Deal  timber  of  the  best  kind,  is  the  produce 
of  the  Spruce  Fir  (Abies  excelsa),  grown  in  Norway,  Sweden,  and 
Russia.  The  best  is  that  known  as  Christiania  DeaL  Much  of 
this  timber  is  sawn  up  for  sale  into  pieces  of  various  thicknesses 
suited  for  planking,  which, 

when  7  inches  broad  are  called  "  battens,' 
when  9  „  „  "deals' 

when  11  „  „  "planks." 

They  are  to  be  had  of  various  lengths ;  but  the  most  usual  length  is 
about  12  feet 

This  is  an  excellent  kind  of  timber  for  planking,  light 
and  joiners*  work,  and  for  the  lighter  spars  of  ships. 


** 
»» 
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Amongst  other  kinds  of  spruce  fir,  applied  to  the  same  pur- 

S>8es,  are  the  North  American  White  Spruce  (Abies  alba),  and 
lack  Spruce  (A  bies  nigra). 

III.  The  Larch  (Larix  Europcea),  grown  in  various  parts  of 
Europe,  furnishes  timber  of  great  strength,  and  remarkable  for 
durability  when  exposed  to  the  weather ;  but  harder  to  work  and 
more  subject  to  warp  than  red  pine.  The  best  sort  has  the  harder 
part  of  the  rings  of  a  dark-red,  and  the  softer  part  of  a  honey-yel- 
low ;  and  its  rings  are  somewhat  thicker  than  those  of  red  pine. 

Two  North  American  species,  the  Black  Larch,  or  Hackmatack 
(Larix  pendula),  and  the  Red  Larch  {Larix  microcarpa),  produce 
timber  similar  to  that  of  the  European  Larch. 

IV.  The  Cowrie  or  Kawrie  (Dammara  Australia),  a  coniferous 
tree,  grown  in  New  Zealand,  produces  timber  similar  in  its  pro- 
perties to  the  best  kinds  of  pine,  except  that  it  is  said  to  be  more 
liable  to  warp,  and  more  variable  in  quality.  It  is  of  a  brownish- 
yellow  colour,  and  more  uniform  in  its  texture  than  red  pine  and 
larch. 

V.  The  term  Cedar  is  applied,  not  only  to  the  timber  of  the  true 
Cedar  (Cedrus  Libani),  but  also  to  that  of  various  large  species  of 
Juniper  (such  as  Juniperus  Virginiana)  and  of  Cypress.  All  these 
kinds  of  wood  are  remarkable  for  durability,  in  which  they  excel 
all  other  timber;  but  they  are  deficient  in  strength. 

303.   Examples  of  I^eaf-wood — Oak*  Beech*  Alder*  Plaae*  Sycamore 

— The  kinds  of  timber  which  head  this  article  belong  to  the  first 
division  of  Tredgold's  system,  being  that  in  which  there  are  dis- 
tinct large  medullary  rays.  Of  the  examples  cited,  the  Oak  alone 
belongs  to  the  first  subdivision,  in  which  the  divisions  between  the 
annual  rings  are  distinctly  marked  by  circles  of  pores.  The  other 
examples  belong  to  the  second  subdivision,  in  which  the  rings  are 
less  distinctly  marked. 

I.  Oak  timber,  the  strongest,  toughest,  and  most  lasting  of  thoso 
grown  in  temperate  climates,  is  the  produce  of  various  species  or 
varieties  of  the  botanical  genus  Quercus.  In  Europe  there  are  two 
kinds  of  oak  trees ;  and  it  is  doubtful  whether  they  are  distinct 
species  or  varieties  of  one  species.     They  are — 

The  old  English  Oak,  or  Stalk-fruited  Oak  (Quercus  Bobur,  or 
Quercus  pedunculata),  in  which  the  acorns  grow  on  stalks,  and  the 
leaves  close  to  the  twig,  and 

The  Bay  Oak,  or  Cluster-fruited  Oak  (Quercus  sessiliflora),  in  which 
the  acorns  grow  in  close  clusters,  and  the  leaves  have  short  stalks. 

Both  those  kinds  of  oak  come  to  their  greatest  perfection  in 
Britain. 

The  wood  of  the  stalk-fruited  oak  is  lighter  in  colour,  and  has 
more  numerous  and  distinct  medullary  rays  than  that  of  the 
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cluster-fruited  oak,  in  which  they  are  sometimes  so  few  and  indis- 
tinct as  to  have  caused  it  in  some  old  buildings  to  be  mistaken  for 
chestnut.  The  stalk-fruited  oak  is  the  stiffer  and  the  straighter- 
graincd  of  the  two,  the  easier  to  work,  and  the  less  liable  to  warp; 
it  is  therefore  preferable  where  stiffness  and  accuracy  of  form  are 
desired;  the  cluster-fruited  oak  is  the  more  flexible,  which  gives 
it  an  advantage  where  shocks  have  to  be  borne. 

The  best  oak  timber  when  new  is  of  a  pale  brownish-yellow,  with 
a  perceptible  shade  of  green  in  its  composition,  a  firm  and  glossy 
surface,  very  small  and  regular  annual  rings,  and  hard  and  com- 
pact medullary  rays.  Thick  rings,  many  large  pores,  a  doll 
surface,  and  a  reddish,  or  "  foxy"  hue,  are  signs  of  weak  and 
perishable  wood. 

It  is  considered  that  oak  timber  comes  to  maturity  at  the  age  of 
100  years,  at  which  period  eush  tree  produces  on  an.  average  about 
75  cubic  feet  of  timber;  and  that  it  should  not  be  felled  before  the 
sixtieth  year  of  its  age,  nor  later  than  the  200th. 

The  species  of  oak  in  North  America  are  very  numerous.  The 
best  of  them  are,  the  Red  Oak  (Quercus  rubra),  and  White  Oak 
(Quercus  alba\  which  are  little  inferior  to  the  best  European 
kinds,  and  the  Live  Oak  (Querents  virens)  which  is  said  to  be 
superior  in  strength,  toughness,  and  durability,  to  all  other  species, 
but  is  so  rare  as  to  be  reserved  exclusively  for  ship-building. 

The  wood  of  the  oak  contains  gallic  acid,  which  probably  con- 
tributes to  the  durability  of  the  timber,  but  tends  to  corrode  iron 
fastenings. 

The  following  are  examples  of  trees  belonging  to  the  second 
subdivision : — 

II.  Beech  (Fagus  sylvatica),  common  in  Europe;  ' 

III.  Alder  (Alnus  glutinosa),  also  common  in  Europe; 

IV.  American  Plane  (Platanus  oedderdalis),  common  in  North 
America. 

V.  Sycamore  (Acer  Pstudo-platanus),  also  called  Great  Maple, 
and  in  Scotland  and  the  North  of  England,  Plane;  common  in 
western  Europe. 

All  these  afford  compact  timber  of  uniform  texture.  They  are 
not  used  for  great  works  of  carpentry;  but  are  valuable  where  blocks 
of  wood  are  required  to  resist  a  crushing  force.  They  last  well 
when  constantly  wet,  and  are  therefore  suited  for  piles  that  are  to 
be  always  under  water;  but  when  alternately  wet  and  dry  they 
decay  rapidly. 

304.  JLca£wood  coatlaaed. — Chestunt,  Asht  Kim. — The  examples 
of  timber  in  this  article  belong  to  the  first  subdivision  of  the 
second  division,  according  to  Tredgold's  system,  having  no  large 
distinct  medullary  rays,  and  having  the  divisions  between  the 
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annual  rings  distinctly  marked  by  a  more  porous  structure.  They 
are  in  general  strong,  but  flexible. 

L  The  Chestnut  (Castanea  vesca)  yields  timber  resembling  that 
of  the  cluster-fruited  oak,  except  that  it  is  -without  large  medullary 
rays,  and  has  less  sap-wood.  Its  properties  resemble  those  of  oak 
timber,  except  that  the  chestnut  timber  is  less  durable,  especially 
when  obtained  from  old  trees. 

IL  The  Ash  (Fraxinus  eocedsior)  furnishes  timber  whose  tough- 
ness and  flexibility  render  it  superior  to  that  of  all  other  European 
trees  for  making  bandies  of  tools,  shafts  of  carnages,  and  the  like ; 
but  which  is  not  sufficiently  stiff  and  durable  to  be  used  in  great 
works  of  carpentry.  The  colour  of  the  wood  is  like  that  of  oak, 
but  darker,  and  with  more  of  a  greenish  hue;  the  annual  rings  are 
broader  than  those  of  oak,  and  the  difference  between  their  com- 
pact and  porous  parts  more  marked. 

III.  The  common  Elm  (Ulmus  campestris)  and  Smooth-leaved 
Elm  (Ulmus  glabra)  yield  timber  which  is  valued  for  its  durability 
when  constantly  wet,  and  is  specially  suited  for  piles  and  for  plank- 
ing in  foundations  under  water.  Its  strength  across  the  grain, 
and  its  resistance  to  crushing,  are  comparatively  great ;  and  these 
properties  render  it  useful  for  some  parts  of  mechanism,  such  as 
naves  of  cart  wheels,  shells  of  ships*  blocks,  and  the  like.  It  is 
not  suited  for  great  works  of  carpentry.  There  are  other  European 
species  of  elm,  such  as  the  Wych  Elm  (Ulmtcs  inontana),  but  their 
timber  is  inferior  to  that  of  the  two  species  named. 

A  North  American  species,  the  Rock  Elm,  is  said  to  be  not  only 
durable  under  water,  but  straight-grained  and  tough,  so  as  to  be 
well  suited  for  long  beams  and  ties. 

305.  JjcaiWrood  continued.— IHnhognajr,  Took,   Greenhenrt,   Vtmrn. 

— These  kinds  of  timber  are  examples  of  the  second  subdivision 
of  Tredgold's  second  division,  having  no  large  distinct  medullary 
mys,  and  no  distinct  difference  of  compactness  in  the  rings. 
This  uniformity  of  structure  is  accompanied  by  comparative  freedom 
from  warping. 

I.  Mahogany  (Swietenia  maliogani)  is  produced  in  Central 
America  and  the  West  Indian  Islands,  that  of  the  former  region 
being  commonly  known  as  "  Bay  Mahogany ;"  that  of  the  latter  as 
"  Spanish  Mahogany."  When  of  good  quality,  it  is  very  strong  in 
all  directions,  very  durable,  and  preserves  its  shape  under  varying 
circumstances  as  to  heat  and  moisture  better  than  any  other  kind 
of  timber  which  can  be  procured  in  equal  abundance.  Mahogany 
varies  much  in  quality;  bay  mahogany  being  in  general  superior 
to  Spanish  mahogany  in  strength,  stiffness,  and  durability,  and  in 
the  size  of  the  logs.  Spanish  mahogany  is  the  more  highly  valued 
for  ornamental  purposes. 
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Spanish  mahogany  is  distinguished  by  having  a  white  chalky 
substance  in  its  pores,  those  of  bay  mahogany  being  empty. 

II.  Teak  (Tectona  grcmdis),  from  its  great  strength,  stiffness, 
toughness,  and  durability,  is  the  most  valuable  of  all  woods  for 
carpentry,  especially  for  ship-building.  It  is  produced  in  the 
mountainous  districts  of  south-eastern  Asia  and  the  East  India 
Islands.     The  best  comes  from  Malabar,  Ceylon,  Johore,  and  Java. 

Good  teak  resembles  oak  in  colour  and  lustre,  is  very  uniform 
and  compact  in  texture,  and  has  very  narrow  and  regular  annual 
rings.  It  contains  a  resinous,  oily  matter  in  its  pores,  in  order  to 
extract  which,  the  tree  is  sometimes  tapped ;  but  this  injures  the 
strength  and  durability  of  the  timber,  and  ought  to  be  avoided. 
Insects  do  not  attack  teak,  and  iron  is  not  corroded  by  contact 
with  it,  unless  it  has  been  grown  in  a  marshy  soil. 

III.  Greenheart  {Nectandra  Rodicei),  a  tree  of  British  Guiana, 
yields  a  very  strong  and  durable  timber,  considered  of  the  first 
quality  for  ship-building  and  all  kinds  of  carpentry,  and  also  for 
piled  foundations  and  other  structures  under  water. 

IV.  Mora  (Mora  excelsa),  also  a  tree  of  British  Guiana,  yields 
a  first-class  timber  for  ship-building. 

306.  Leaf-wood     continued.  —  Iron-bark*    Blue-gnm»   Jarran, — 

These  are  three  of  the  numerous  species  of  the  genus  Eucalyptus, 
peculiar  to  Australia.  They  yield  timber  of  great  size,  strength, 
and  durability;  and  that  of  the  iron-bark,  in  particular,  is  held  to 
be  of  the  first  class  for  ship-building.  The  wood  of  iron-bark 
is  white  or  yellowish;  that  of  blue-gum,  straw-coloured;  that  of 
jarrah  resembles  mahogany,  and  is  sometimes  called  "  Aus- 
tralian Mahogany."  The  Eucalypti,  in  common  with  some  other 
Australian  trees,  are  distinguished  from  the  trees  of  other  quarters 
of  the  globe  by  being  more  easily  split  in  concentric  layers,  than  in 
planes  radiating  from  the  pith ;  and  the  most  frequent  blemish  in 
their  timber  is  the  occurrence  of  cylindrical  clefts  of  that  kind, 
filled  with  gum. 

307.  Influence  of  Soil  and  Climate  on  Trees. — Most  timber  trees 

are  capable  of  flourishing  in  a  great  variety  of  soils.  The  best  soil 
for  all  of  them  is  one  which,  without  being  too  dry  and  porous, 
allows  water  to  escape  freely,  such  as  gravel  mixed  with  sandy 
loam. 

The  most  injurious  soil  to  trees  is  that  of  swampy  ground  con- 
taining stagnant  water:  it  never  fails  to  make  the  timber  weak 
and  perishable. 

As  to  the  influence  of  climate,  two  general  laws  seem  to  prevail : 
that  the  strongest  timber  is  yielded,  amongst  different  species  of 
trees,  by  those  produced  in  tropical  climates;  and  amongst  trees  of 
the  same  species,  by  those  grown  in  cold  climates.     The  first  law  ig 
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exemplified  in  such  woods  as  teak,  iron-wood,  ebony,  and  lignum- 
vitse,  surpassing  in  strength  all  those  of  temperate  climates:  the 
second,  in  the  red  pine  of  Norway,  as  compared  with  that  of  Scot- 
land, in  the  oak  of  Britain  as  compared  with  that  of  Italy,  and 
even  in  the  oak  of  Scotland  and  the  North  of  England,  as  compared 
with  that  of  the  South  of  England. 

308.  A*©  and  Season  for  felling  Timber. — There  is  a  certain  age 

of  maturity  at  which  each  tree  attains  its  greatest  strength  and 
durability.  If  cut  down  before  that  age,  the  tree,  besides  being 
smaller,  contains  a  greater  proportion  of  sap-wood,  and  even  the 
heart- wood  is  less  strong  and  lasting;  if  allowed  to  grow  much 
beyond  that  age,  the  centre  of  the  tree  begins  either  to  become 
brittle,  or  to  soften,  and  a  decay  commences  by  slow  degrees, 
which  finally  renders  the  heart  hollow.  The  age  of  maturity  is 
therefore  the  best  age  for  felling  the  tree  to  produce  timber.  The 
following  data  respecting  it  are  given  on  the  authority  of  Tred- 
gold : — 

Age  of  Maturity. 
Years. 

Oak, /     6oto2oo 

'  ( average  too 

Ash,  Elm,  Larch, 50  to  100 

Fir, 70  to  100 

The  best  season  for  felling  timber  is  that  during  which  the 
sap  is  not  circulating — that  is  to  say,  the  winter,  or  in  tropical 
climates,  the  dry  season;  for  the  sap  tends  to  decompose,  and  so 
to  cause  decay  of  the  timber.  The  best  authorities  recommend, 
also,  as  a  means  of  hardening  the  sap-wood,  that  the  bark  of 
trees  which  are  to  be  felled  should  be  stripped  off  in  the  preceding 
spring. 

Immediately  after  timber  has  been  felled,  it  should  be  squared, 
by  sawing  off  four  "  slabs"  from  the  log,  in  order  to  give  the  air 
access  to  the  wood  and  hasten  its  drying.  If  the  log  is  largo 
enough,  it  may  be  sawn  into  quarters. 

309.  Seasoning,  Natural  and  Artificial. — Seasoning  timber  con- 
sists in  expelling,  a^  far  as  possible,  the  moisture  which  is  con- 
tained in  its  pores. 

Natural  Seasoning  is  performed  simply  by  exposing  the  timber 
freely  to  the  air  in  a  dry  place,  sheltered,  if  possible,  from  sunshine 
and  high  winds.  The  seasoning  yard  should  be  paved  and  well 
drained,  and  the  timber  supported  on  cast  iron  bearers,  and  piled 
so  as  to  admit  of  the  free  circulation  of  air  over  all  the  surfaces  of 
the  pieces. 

Natural  seasoning  to  fit  timber  for  carpenters'  work  usually 
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occupies  about  two  years;  for  joiners'  work,  about  four  years;  but 
much  longer  periods  are  sometimes  employed. 

To  steep  timber  in  water  for  a  fortnight  after  felling  it  extracts 
part  of  the  sap,  and  makes  the  drying  process  more  rapid. 

The  best  method  of  Artificial  Seasoning  consists  in  exposing  the 
timber  in  a  chamber  or  oven  to  a  current  of  hot  air.  In  Mr. 
Davison's  process,  the  current  of  air  is  impelled  by  a  fan  at  the 
rate  of  about  100  feet  per  second;  and  the  fan,  air-passages,  and 
chamber  are  so  proportioned,  that  one-third  of  the  volume  of  air  in 
the  chamber  is  blown  through  it  per  minute.  The  best  temper- 
ature for  the  hot  air  varies  with  the  kind  and  dimensions  of  the 
timber;  thus,  for 

Oak,  of  any  dimensions,  the  temperature 

should  not  exceed 1050  Fahr. 

Leaf-woods  in  general,   in  logs  or  large 

pieces, oo°to  ioo° 

Pine-woods,  in  thick  pieces, 1200 

„         in  thin  boards, i8o°to  2000 

Bay  mahogany,  in  boards  one  inch  thick,...  2800  to  3000 


The  time  required  for  drying  is  stated  to  be  as  follows : — 

Thickness  in  inches, 1,  2,  3,  4,  6,    8; 

Time  in  weeks, 1,  2,  3,  4,  7,  10, 

the  current  of  hot  air  being  kept  up  for  twelve  lumrs  per  day 
only. 

The  drying  of  timber  by  hot  air  from  a  furnace  has  also  been 
practised  successfully  by  Mr.  James  Robert  Napier,  in  a  brick 
chamber,  through  which  a  current  is  produced  by  the  draught  of  a 
chimney.  The  equable  distribution  of  the  hot  air  amongst  the 
pieces  of  timber  is  insured  by  introducing  the  hot  air  close  to  the 
roof  of  the  chamber,  and  drawing  it  off  through  holes  in  the  floor 
into  an  underground  flue.  The  hot  air  on  entering,  being  more 
rare  than  that  already  in  the  chamber,  which  is  partially  cooled, 
spreads  into  a  thin  stratum  close  under  the  roof,  and  gradu- 
ally descends  amongst  the  pieces  of  wood  to  the  floor.  The 
air  is  introduced  at  the  temperature  of  240°  Fahr.  The  ex- 
penditure of  fuel  is  at  the  rate  of  1  lb.  of  coke  for  every  3  lbs.  of 
moisture  evaporated. 

Many  experiments  have  been  made  on  the  loss  of  weight  and 
shrinkage  of  dimensions  undergone  by  timber  in  seasoning;  of 
which  the  details  may  be  found  in  the  works  of  Fincbam  on  Ship- 
building, Tredgold  on  Carpentry,  Mr.  Murray  on  Shipbuilding, 
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&&  The  results  of  these  experiments  vary  so  much  that  it  is 
almost  impossible  to  condense  them  into  any  general  statement 
The  following  shows  the  limits  within  which  they  generally 
lie: — 

T.   ,  Loss  of  Weight  Transverse  Shrink- 

1  tmDer'  per  Cent  ing  per  Cent. 

Ked  Pine, from  12  to  25  2£  to  3 

American  Yellow  Pine, „     18  to  27  2    to  3 

Larch, „       6  to  25  2    to  3 

Oak  (British), „  16  to  30  about  8 

Elm    „   „  about  40  about  4 

Mahogany, „  16  to  25 

310.  Durability  umd  Decay  of  Timber. — All  kinds  of  timber  are 

most  lasting  when  kept  constantly  dry,  and  at  the  same  time  freely 
ventilated. 

Timber  kept  constantly  wet  is  softened  and  weakened;  but  it 
does  not  necessarily  decay.  Various  kinds  of  timber,  some  of 
which  have  been  already  mentioned,  such  as  elm  and  beech,  possess 
great  durability  in  this  condition. 

The  situation  which  is  least  favourable  to  the  duration  of  timber 
is  that  of  alternate  wetness  and  dryness,  or  of  a  slight  degree  of 
moisture,  especially  if  accompanied  by  heat  and  confined  air.  For 
pieces  of  carpentry,  therefore,  which  are  to  be  exposed  to  these 
causes  of  decay,  the  most  durable  kinds  of  timber  only  are  to  be 
employed,  and  proper  precautions  are  to  be  taken  for  their  preser- 
vation. 

Slaked  lime  hastens  the  decay  of  timber,  which  should  therefore, 
in  buildings,  be  protected  against  contact  with  the  mortar. 

Timber  exposed  to  confined  air  alone,  without  the  presence  of 
any  considerable  quantity  of  moisture,  decays  by  " dry  rot"  which 
is  accompanied  by  the  growth  of  a  fungus,  and  finally  converts 
the  wood  into  a  fine  powder. 

The  following  table  shows  the  comparative  durability  of  some 
kinds  of  timber  for  ship-building,  as  estimated  by  the  committee  of 
Lloyd's. 

12  years.  Teak,  British  Oak,  Mora,  Greenheart,  Iron-bark,  Saul. 
10      „      Bay  Mahogany,  Cedar  (Juniperus  Virginiana.) 
9      „      European     Continental    Oak,    Chestnut,    Blue-gum, 

Stringy-bark  (Eucalyptus  gigantea.) 
8      „      North  American  White  Oak,  North  American  Chest- 
nut. 
7      „      Larch,  Hackmatack,  Pitch  Pine,  English  Ash. 
6      „      Cowrie,  American  Rock  Elm. 

2o 


450  MATERIALS  AND  STRUCTURES. 

5  years.  Red  Pine,  Grey  Elm,  Black  Birch,  Spruce  Fir,  Eng- 
lish Beech. 
4      „      Hemlock  Pine  (North  American.) 

311.  PrmerTntion  of  Timber. — Amongst  the  most  efficient  means 
of  preserving  timber,  are  good  seasoning  and  the  free  circulation 
of  air. 

Protection  against  moisture  is  afforded  by  oil-paint,  provided  that 
the  timber  is  perfectly  dry  when  first  painted,  and  that  the  paint 
is  renewed  from  time  to  time.  A  coating  of  pitch  or  tar  may  be 
used  for  the  same  purpose. 

Protection  against  the  dry  rot  may  be  obtained  by  saturating 
the  timber  with  solutions  of  particular  metallic  salts.  For  this 
purpose  Chapman  employed  copperas  (sulpliate  of  iron);  Mr. 
fcyan,  corrosive  sublimate  (bichloride  of  mercury);  Sir  William 
Burnett,  chloride  of  zinc.  All  these  salts  preserve  the  timber 
so  long  as  they  remain  in  its  pores;  but  it  would  seem  that 
they  are  gradually  removed  by  the  long-con  tinned  action  of 
water. 

Dr.  Boucherie  employs  a  solution  of  sulphate  of  copper  in  about 
one  hundred  times  its  weight  of  water.  The  solution,  being 
contained  in  a  tank  about  30  or  40  feet  above  the  level  of  the  log, 
descends  through  a  flexible  tube  to  a  cap  fixed  on  one  end  of  the 
log,  whence  it  is  forced  by  the  pressure  of  the  column  of  fluid 
above  it  through  the  tubes  of  the  vascular  tissue,  driving  out  the 
sap  before  it  at  the  other  end  of  the  log,  until  the  tubes  are 
cleared  of  sap  and  filled  with  the  solution  instead. 

Timber  is  protected  not  only  against  wet  rot  and  dry  rot,  but 
against  white  ants  and  sea-worms,  by  Mr.  Bethel l's  process  of 
saturation  with  the  liquid  called  commercially  "  creosote,"  which  is 
a  kind  of  pitch  oil.  This  is  effected  by  first  exhausting  the  air 
and  moisture  from  the  pores  of  the  timber  in  an  air-tight  vessel,  in 
which  a  partial  vacuum  is  kept  up  for  a  few  hours,  and  then 
forcing  the  creosote  into  these  pores  by  a  pressure  of  about  150  lbs. 
on  the  square  inch,  which  is  kept  up  for  some  days.  The  timber 
absorbs  from  a  ninth  to  a  twelfth  of  its  weight  of  the  oil 

312.  Strength  of  Timber. — Amongst  different  specimens  of  timber 
of  the  same  species,  those  which  are  most  dense  in  the  dry  state 
are  in  general  also  the  strongest. 

Tables  of  the  average  results  of  the  most  trustworthy  experi- 
ments on  the  strength  of  different  kinds  of  timber  strained  in 
various  ways  are  given  at  the  end  of  the  volume;  and  a  supple- 
mentary table  containing  some  additional  results,  at  the  end  of 
this  section,  p.  452.  As  to  the  strength  of  timber  posts,  see  Article 
158,  p.  23a 
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The  following  are  some  general  remarks  as  to  the  different  ways 
in  which  the  strength  of  timber  is  exerted  : — 

I.  The  Tenacity  along  the  grain,  depending,  as  it  does,  on  the 
tenacity  of  the  fibres  of  the  vascular  tissue,  is  on  the  whole  greatest 
in  those  kinds  and  pieces  of  wood  in  which  those  fibres  are 
straightest  and  most  distinctly  marked.  It  is  not  materially 
affected  by  temporary  wetness  of  the  timber,  but  is  diminished 
"by  long-continued  saturation,  with  water,  and  by  steaming  and 
boiling. 

The  tenacity  across  the  grain,  depending  chiefly  on  the  lateral 
adhesion  of  the  fibres,  is  always  considerably  less  than  the  tenacity 
along  the  grain,  and  is  diminished  by  wetness  and  increased  by 
dryness.  Very  few  exact  experiments  have  been  made  upon  it 
Its  smallness  in  pine-wood  as  compared  with  leaf-wood  forms  a 
marked  distinction  between  those  two  classes  of  timber,  the 
proportion  which  it  bears  to  the  tenacity  along  the  grain  having 
been  found  to  be,  by  some  experiments, 

In  pine- wood,  from  l-20th  to  1-1  Oth. 

In  leaf- wood,  from  l-6th  to  l-4th,  and  upwards. 

IL  The  Resistance  to  Shearing,  by  sliding  of  the  fibres  on 
each  other,  is  the  same,  or  nearly  the  same,  with  the  tenacity 
across  the  grain.  As  to  shearing  across  tlie  grain,  see  Article  322, 
p.  460. 

III.  The  Resistance  to  Crushing  along  the  grain,  depending, 
as  it  does,  on  the  resistance  of  the  fibres  to  being  crippled  or 
"  upset,"  and  split  asunder,  is  greatest  when  their  lateral  adhesion 
is  greatest,  and  has  been  found  by  Mr.  Hodgkinson  to  be  nearly 
twice  as  great  for  dry  timber  as  for  the  same  timber  in  the  green 
state.  In  most  kinds  of  timber,  when  dry,  it  ranges  from  one-half 
to  two-thirds  of  the  tenacity  (p.  236). 

Experiments  have  been  made  on  the  crushing  of  timber  across 
the  grain,  which  takes  place  by  a  sort  of  shearing;  but  they  have 
not  led  to  any  precise  result,  except  that  the  timber  is  both  more 
compressible  and  weaker  against  a  transverse  than  against  a 
longitudinal  pressure;  and  consequently,  that  intense  transverse 
compression  of  pieces  of  timber  ought  to  be  avoided. 

IV.  The  Modulus  op  Rupture  of  timber,  which  expresses  its 
resistance  to  cross-breaking,  is  usually  somewhat  less  than  its 
tenacity,  but  seldom  much  less.     (See  Article  162,  p.  252.) 

V.  The  Factor  of  Safety,  in  various  actual  structures  of  car- 
pentry, ranges  from  4  to  14,  and  is  on  an  average  about  10. 
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Supplementary  Table  of  Properties  of  Timber  grown  in  Cetloh  ; 
selected  and  computed  from  a  table  of  the  properties  of 

NINETY-SIX  KINDS  OF  TlMBRR  BY  MODLLAR  ADRIAN  MeNDIS. 

Modulus  of    Modulus  of   w-i-i,*  ttfm 

Tnm  ^I",icltfhta  ?rt°n,ta    O&ll 

lbs.  on  the     lbs.  on  the        vj 71 

Square  Inch.  Square  Inch. 

Aludel  (Artocarpus  pubescens),...  1,850,000     12,800  51 

Burute  (Chloroxylon  Svrietenia),  2,700,000     18,800  55 

Caha  Milile  ( Vitex  aUissima  ?),...  2,000,000     1 3, 900  56 
Caluvere.     See  "  Ebony." 

Cos  (Artocarpus  integri folia), 1,810,000     11,000  42 

Ebony  or  Caluvere  (Diospyros  \    T  „,    _^     _  _^  .  w 

Ebenus),  *    1,360,000     13,000  71 


,000 


i3>3°o 

57 

15,200 

48 

13,000 

61 

14,200 

56 

17,900 

72 

Gal  or  Hal  Mendora  (Valeria  \  ,  . 

sp.-V) /  ''S30'' 

Hal  Milile  (Berry a  Ammonilla),     970,000 
Ironwood.     See  "  Naw." 
Jack.     See  "  Cos." 

Mee  (Bassia  longifolia), 1 ,880,000 

Meean  Milile  ( Vitex  altissima),...  2,040,000 

Naw  (if esua  Nagaha), 2,580,000 

Palmira.     See  "  Tal." 

Paloo  (Mimusops  hexandra), 2,430,000     18,900  68 

Satinwood.     See  "  Burute." 

Sooriya  (Thespesia  populea), 2,610,000  12,700  42 

Tal  (Borassus flabettiformis), 2,810,000  14,700  65 

Teak  (Tectona  grandis), 2,800,000  1 4,600  55 

Additional  Data  from  the  Experiments  op  Captain  Fowke, 
RE,  Captain  Mayne,  R.E.,  and  Modliar  Mendis. 

Teak  from  Johore  (Malay  Peninsula),  1 9,400 

Teak  from  Cochin-China, 1,990,000  12,100           44 

Teak  from  Moulmein, 1,900,000  11,520          42 

Iron-bark  (Eucalyptus — ?)from  )         ,  * 

Australia, _.....: }      964'00°  24'4°°          6* 

Iron-bark,  rough-leaved, 1,157,000  22,500           64 

Jarrah.     See  "  Australian  Ma- 
hogany," in  Tables  at  end  of 
volume. 
^  Stringy-bark   (Eucalyptus  gi~ ) 

Ik         pmL)  from AuataSL,...^  }   ^op.ooo  13,000          54 
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312  A.   Comparative  Yalae  af  Timber. — The  following  table  shows 

approximately  the  comparative  values  of  different  kinds  of  timber 
in  Britain,  that  of  the  best  Russian  Bed  Pine  being  taken  as  the 
unit* 

Yellow  Pine, 078  to  0*89 

Red  Pine, 0*92  to  i*oo 

Beech, i*oo 

Elm, i-oo 

Ash, ; 133 

Oak — from  old  ships, 0*83 

„    Canadian, i*oo 

„    British — according  to  size, 1  '33  to  2 *oo 

Teak — African, 1*50 

„        Indian, 2*17 

Bay  Mahogany, 2*50 

and  upwards. 

Spanish  Mahogany, 4*67 

and  upwards. 

Section  II. — Of  Joints  and  Fastenings  in  Carpentry. 

313.  Classification  and  General  Principles. — The  joints,  or  Sur- 
faces at  which  the  pieces  of  timber  in  a  frame  of  carpentry  touch 
each  other,  and  the  fastenings  which  connect  those  pieces  together, 
are  of  various  kinds,  according  to  the  relative  positions  of  the 
pieces,  and  the  forces  which  they  exert  on  each  other.  Joints 
nave  been  classed  by  Robison  and  Tredgold ;  and  those  authors  are 
very  nearly  followed  in  the  following  classification,  which  will  be 
the  better  understood  by  referring  to  the  previous  portion  of  this 
work  which  relates  to  framework  in  general,  viz. : — Part  II., 
Chapter  I,  Section  IV.,  Articles  111  to  122,  pp.  173  to  185:— 

I.  Joints  for  lengthening  ties. 

II.  Joints  for  lengthening  struts. 
III.  Joints  for  lengthening  beams. 
IY.  Joints  for  supporting  beams  on  beams. 

Y.  Joints  for  supporting  beams  on  posts. 
YL  Joints  for  connecting  struts  with  ties. 

Fastenings  may  be  classed  as  follows : — 

I.  Pins,  including  treenails,  nails,  spikes,  screws,  and  bolts; 
being  fastenings  which  are  exposed  principally  to  shearing  and 
bending  stress. 

*  These  comparative  values  are  given  according  to  Laxton's  Builder's  Price  Booh 
for  1861 }  the  price  of  the  beat  red  pine  in  scantlings  being  8a.  per  cubic  foot 
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IL  Straps  and  tie-bars,  including  iron  stirrups  and  suspending- 
rods,  being  fastenings  which  are  exposed  principally  to  tension. 

III.  Sockets. 

In  designing  and  executing  all  kinds  of  joints  and  fastenings, 
the  following  general  principles  are  to  be  adhered  to  as  closely  as 
may  be  practicable : — 

I.  To  cut  the  joints  and  arrange  the  fastenings  so  as  to  weaken 
the  pieces  of  timber  that  they  connect  as  little  as  possible. 

II.  To  place  each  abutting  surface  in  a  joint  as  nearly  as  possible 
perpendicular  to  the  pressure  which  it  has  to  transmit. 

III.  To  proportion  the  area  of  each  such  surface  to  the  pressure 
which  it  has  to  bear,  so  that  the  timber  may  be  safe  against  injury 
under  the  heaviest  load  which  occurs  in  practice;  and  to  form  and 
fit  every  pair  of  such  surfaces  accurately,  in  order  to  distribute  the 
stress  uniformly. 

IV.  To  proportion  the  fastenings,  so  that  they  may  be  of  equal 
strength  with  the  pieces  which  they  connect. 

V.  To  place  the  fastenings  in  each  piece  of  timber  so  that  there 
shall  be  sufficient  resistance  to  the  giving  way  of  the  joint  by  the 
fastenings  shearing  or  crushing  their  way  through  the  timber. 

314.  Lengthening  Tie*  is  performed  by  fishing  or  by  scarfing. 
In  a  fished  joint  the  two  pieces  of  the  tie  abut  end  to  end,  and  are 
connected  together  by  means  of  "fish-pieces"  of  wood  or  iron 
which  are  bolted  to  them ;  in  a  scarfed  joint  the  ends  of  the  two 
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Fig.  187. 
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Fig.  188. 


Fig.  189. 


Fig.  190. 


pieces  of  the  tie  overlap  each  other.  Fig.  187  is  a  fished  joint; 
figs.  188,  189,  and  190  are  called  scarfs;  though  in  figs.  188  and 
190  the  ties  are  in  fact  fished  with  iron  as  well  as  scarfed. 

In  a  plain  fished  joint  the  fish-pieces  have  plane  surfaces  next 
the  tie,  so  that  the  connection  between  them  and  the  tie  for  the 
transmission  of  tension  depends  wholly  on  the  strength  of  the 
bolts,  together  with  the  friction  which  they  may  cause  by  pressing 
the  fish-pieces  against  the  sides  of  the  tie.  The  tie  is  only  weakened 
so  far  as  its  effective  sectional  area  is  diminished  by  the  bolt-holes. 
The  joint  sectional  area  of  the  fish-pieces  should  be  equal  to  that  of 
ties.   The  joint  sectional  area  of  the  bolts  should  be  at  least  oft* 
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fifth  of  that  of  the  timber  left  after  catting  the  bolt-holes;  and  the 
bolts  should  be  square  rather  than  round.  The  bolt-holes  should 
be  so  distributed,  and  placed  at  such  distances  from  the  ends  of  the 
two  parts  of  the  tie,  that  the  joint  area,  of  both  sides  of  the  layer  of 
fibres,  which  must  be  sheared  out  of  one  piece  of  the  tie  before  tlie 
bolts  can  be  torn  out  of  its  end,  shall  be  as  much  greater  than  the 
effective  area  of  the  tie  as  the  tenacity  of  the  wood  is  greater  than 
its  resistance  to  shearing;  as  to  which  proportion,  see  Article  312, 
p.  450.  The  same  rule  regulates  the  places  of  the  bolt-holes  in  the 
fish-pieces. 

The  fish-pieces  and  the  parts  of  the  tie  may  also  be  connected  by 
indents,  as  at  the  upper  side  of  fig.  187,  or  by  joggles  or  keys,  as  at 
the  lower  side  of  the  same  figure.  In  either  case  the  effective  area 
of  the  tie  is  reduced  by  the  cutting  of  the  indents  or  of  the  key- 
seats,  at  A  and  B.  The  area  of  abutting  surface  of  the  indents,  or 
of  the  key-seats,  should  be  sufficient  to  resist  safely  the  greatest 
force  to  be  exerted  along  the  tie;  and  their  distances  from  the  ends 
of  the  fish-pieces  and  of  the  parts  of  the  tie  should  be  sufficient  to 
resist  safely  the  tendency  of  the  same  force  to  shear  off  two  layers 
of  fibres, 

A  timber  tie  may  be  fished  with  plates  of  iron,  due  regard  being 
paid  to  the  greater  tenacity  of  the  iron  in  fixing  the  proportions 
of  the  parts,  and  the  iron  fish-plates  may  be  indented  into  the 
wood.  Fig.  188  represents  a  joint  in  which  the  parts  of  the 
timber  tie  are  scarfed  together,  and  at  the  same  time  fished  with 
iron  plates,  which  are  indented  into  the  wood  at  the  ends. 

Fig.  189  represents  a  scarfed  joint  for  a  tie,  which  will  hold 
without  the  aid  of  bolts  or  straps.  At  C  is  a  key  or  joggle 
of  some  hard  kind  of  wood,  which  is  wedged  in  so  as  to  tighten  the 
joint  moderately.  The  depth  of  the  key  is  one-third  of  the  depth 
of  the  beam.  It  is  evident  that  this  joint,  as  shown  in  the  figure, 
has  only  one-third  of  the  strength  of  the  solid  timber  tie;  but  its 
strength  may  be  considerably  increased  by  bolting  on  iron  fish- 
plates at  A  and  B. 

Fig.  190  shows  a  scarfed  joint  with  several  keys,  which  should 
all  be  driven  equally  tight.  It  is  also  fished  with  iron  plates, 
indented  into  the  wood  at  the  ends. 

The  following  practical  rules  are  given  by  Tredgold  for  the  pro- 
portion which  the  length  of  a  scarf'  (between  A  and  B  in  each  of 
the  figures)  should  bear  to  the  depth  of  the  tie : — 


Leaf- wood  (as  Oak,  Ash,  or  Elm),.. 
Fine-wood, 
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315.  Lengthening  strata. — At  each  joint  in  a  post,  pillar,  or 
other  strut,  the  two  pieces  should  abut  against  each  other  at  a 
plane  surface,  perpendicular  to  the  direction  of  the  thrust;  and  to 
keep  them  steady  they  may  either  be  fished  on  all  four  aides, 
or  have  their  abutting  ends  enclosed  in  an  iron  socket  made  to  fit 
them.  Joints  in  struts  ought  if  possible  to  be  stayed  laterally. 
(As  to  the  strength  of  timber  struts,  see  Article  158,  p.  238). 

316.  Lengthening  Beam  may  be  performed  either  by  fishing  or 
by  scarfing ;  and  in  either  case  the  joints  should  as  far  as  practicable 
be  placed  where  the  bending  moment  is  smalL  The  construction 
of  the  joints  should  be  the  same  with  that  of  joints  for  lengthening 
ties,  with  the  following  qualifications : — 

L  At  the  compressed  side  of  the  beam,  its  two  pieces  should 
have  a  square  abutment  against  each  other;  hence  oblique  surfaces, 
such  as  those  in  fig.  189,  are  to  be  avoided. 

II.  The  surfaces  of  the  scarf  ought  to  be  parallel  to  the  direction 
of  the  load;  (that  is  to  say,  in  general,  vertical:  so  that  in  figs. 
188  and  190,  the  plane  of  the  paper  shall  represent  a  horizontal 
plane) ;  for  it  was  found,  in  experiments  by  Colonel  Beaufoy,  that 
a  scarfed  beam  was  stronger  with  the  scarf  "  up  and  down"  than 
"  flatwise."     (See  Barlow  On  the  Strength  of  Timber,  Article  71.) 

317.  Notching  Beans. — When  a  joist  or  cross-beam  has  to  be  sup- 
ported on  a  girder  or  main  beam,  the  method  which  least  impairs  the 
strength  of  the  main  beam  is  simply  to  place  the  cross-beam  above 
it ;  a  shallow  notch  being  cut  on  the  lower  side  of  the  cross-beam, 
so  as  to  fit  the  main  beam. 

318.  Rlortislng  Beams— SbonUieral  Tenon. — When  the  space  is 

not  sufficient  to  admit  of  placing  the  cross-beam  above  the  main 
beam,  the  connection  may  be  made  by  means  of  a  mortise  and  tenon 
joint;  the  tenon  being  a  projection  from  the  end  of  the  cross-beam, 
and  the  mortise,  a  cavity  in  the  side  of  the  main  beam,  cut  so  as 
exactly  to  fit  the  tenon.  The  teuou  may  be  fixed  in  its  place  by 
means  of  a  pin,  or  of  a  screw.  It  is  evident  that  in  order  to 
weaken  the  main  beam  as  little  as  possible,  the  mortise  should  be 
cut  at  the  middle  of  its  depth,  so  that  the  centre  of  the  mortise 
may  be  at  the  neutral  axis  of  the  beam. 

To  find  in  what  proportion  a  beam  is  weakened  by  a  plain 
rectangular  mortise  cut  in  the  position  above  prescribed,  let  h  be 
the  depth  and  b  the  breadth  of  the  beam,  h'  the  depth  of  the 
mortise,  and  b'  the  distance  to  which  it  penetrates  into  the  beam  ; 
then  the  beam  is  weakened  in  the  following  ratio  :— 

h  /A8  _  V  /i'3  .  0  7,3.  (!.) 

(See  Article  162,  pp.  249  to  253.) 

To  keep  a  cross-beam  steady  in  its  proper  position,  a  tenon 
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Fig.  191. 


requires  length;  to  bear  its  share  of  the  load,  it  requires  depth; 
but  a  tenon  at  once  long  and  deep  would  too  much  weaken  the 
main  beam.  To  avoid  this  difficulty  the  shouldered  tenon  is  used, 
as  shown  in  fig.  191.  A  is  a  cross-section  of  a 
main  beam ;  B  is  oue  end  of  a  cross-beam.  C  is 
the  shoulder,  which  bears  the  load  of  that  end  of 
the  cross-beam,  and  penetrates  into  the  side  of  the 
main  beam  for  a  distance  of  one-sixth  of  the  depth 
of  the  cross-beam  or  thereabouts ;  the  depth  of  the 
-shoulder  below  the  upper  side  of  the  cross-beam 
is  about  two-thirds  or  three-fourths  of  the  total  depth  of  that 
beam.  D  is  the  tenon  proper,  whose  depth  is  only  one-sixth  of 
that  of  the  cross-beam,  while  its  length  is  about  double  of  its  own 
depth.  Its  use  is  to  give  the  joint  sufficient  hold,  so  that  there 
shall  be  no  risk  of  the  shoulder  being  dislodged  from  its  place  in 
the  mortise. 

Mortises  cut  by  hand  are  always  rectangular.  Those  cut  by 
machinery  are  made  by  a  boring  tool,  so  that  although  their 
longest  sides  are  plane,  their  ends  are  semicylindrical;  and  tenons 
to  fit  them  must  be  cut  of  the  same  shape. 

319.  Po»t  an«i  Ream  Joint*. — To  support  the  end  of  a  horizontal 
beam  at  one  side  of  a  post,  a  shouldered  mortise-and-tenon  joint  is 
to  be  used.  The  shoulder  should  be  like  that  on  the  end  of  tho 
cross-beam  in  fig.  191 ;  but  the  long  tenon  should  be  on  edge,  or 
have  its  narrowest  dimension  horizontal,  in  order  that  the  mortise 
for  it  may  weaken  the  post  as  little  as  possible. 

When  the  beam  is  to  rest  on  the  top  of  the  post,  the  joint  may 
be  secured  simply  by  means  of  a  small  tenon  in  the  centre  of  the 
top  of  the  post  fitting  into  a  mortise  in  the  under  side  of  tho 
beam;  but  there  are  other  methods,  two  of  which  are  shown  in 
fig.  192.  B  B  is  the  beam.  A  is  a  post,  the  top  of  which  is  fitted 
into  a  shallow  rectangular  notch  in 
the  under  Ride  of  the  beam.  That 
notch  docs  not  extend  completely 
across  the  beam,  but  is  divided  into 
two  parts  by  a  bridle,  of  about  one-  F'£- 192, 

fifth  of  the  breadth  of  the  beam,  which  is  left  uncut  in  the  middle 
of  the  notch.  To  receive  the  bridle,  a  groove  of  the  same  breadth 
is  cut  in  the  middle  of  the  top  of  the  post,  as  indicated  by  the 
dotted  line  C  D.  The  post  E  is  also  fitted  into  a  notch-and-bridle 
joint  F  G,  the  only  difference  being  that  the  figure  of  the  notch  in 
the  under  side  of  the  beam  is  an  obtuse  angled  triangle  instead  of  a 
rectangle.  This  last  form  is  recommended  by  Tredgold.  He  also 
recommends  a  joint  of  the  same  class,  in  which  the  notch  in  the 
under  side  of  the  beam  has  the  figure  of  a  circular  arc;  but  from 
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the  experiments  of  Mr.  Hodgkinson  on  the  strength  of  flat-ended 
and  round-ended  pillars,  it  must  be  inferred  that  this  construction 
would  weaken  the  post.     (Article  158,  pp.  236  to  238.) 

The  same  joints  are  applicable  to  the  case  in  which  a  post  is 
supported  on  a  beam. 

320.  strot-cmd-Tto  JoiMts. — A  strut  and  a  tie  meeting  at  an 
oblique  angle  are  to  be  connected  by  means  of  a  shoulder  on  the 
end  of  the  strut,  fitting  into  a  notch  in  the  side  of  the  tie,  to 
transmit  the  pressure,  and  of  a  tenon  on  the  strut  fitting  into  a 
mortise  in  the  tie,  or  a  bridle  on  the  tie  fitting  into  a  groove  in  the 
shoulder  of  the  strut,  to  keep  the  joint  steady.  Such  joints  are 
exemplified  in  figs.  193  and  194,  in  each  of  which  B  represents  a 
tie-beam  and  A  the  foot  of  a  strut  or  rafter.  0  D  is  the  shoulder  of 
the  rafter,  fitting  into  a  notch  in  the  tie-beam,  and  having  a  plane 
surface,  which  in  fig.  193  has  a  depth  equal  to  half  of  the  depth  of 
the  rafter,  and  bisects  the  obtuse  angle  between  the  directions  of 
the  tie-beam  and  rafter;  while  in  fig.  194  it  is  perpendicular  to 


Fig.  193. 


Fig.  194. 


the  length  of  the  rafter,  and  of  somewhat  more  than  half  its  depth. 
In  fig.  193  the  dotted  lines  at  F  represent  a  tenon  and  mortise, 
whose  breadth  is  one-fifth  of  that  of  the  rafter.  In  fig.  194,  the 
dotted  line  C  F  shows  the  upper  surface  of  a  bridle,  left  uncut  in 
the  middle  of  the  breadth  of  the  notch  C  D  F  in  the  tie-beam,  and 
fitting  into  a  groove  in  the  shoulder  of  the  rafter.  The  breadth  of 
the  bridle  is  one-fifth  of  the  breadth  of  the  tie-beam. 

In  making  each  of  those  joints,  care  must  be  taken  that  the 
length  of  the  fibres  left  between  the  notch  C  D  and  the  end  E  of  the 
tie-beam  is  sufficient  to  resist  safely  the  tendency  of  the  longi- 
tudinal component  of  the  thrust  against  the  notch  to  shear  them 
off;  that  is  to  say,  let  H  be  that  component  of  the  thrust  of  the 
rafter,  b  the  breadth  of  the  tie-beam  in  inches,  I  the  distance  in 
inches  from  the  notch  to  the  end  of  the  tie-beam,  f  the  resistance 
of  the  wood  to  shearing,  8  a  factor  of  safety;  then 


1  = 


(1.) 


According  to  Tredgold,  4  is  a  sufficient  value  for  s  in  this  case; 
and  hence,  taking  f  at  600  lbs.  per  square  inch  for  fir,  and  2,300 
lbs.  per  square  inch  for  oak,  we  have 
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For  oak,  I  = 


573 


;  for  fir,  I  = 


150  V   ■ 
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These  joints  may  be  made  more  secure  by  binding  the  rafter  and 
tie  together  with  a  bolt  or  a  strap,  in  a  direction  making  as  acute 
an  angle  with  the  tie  as  is  practicable.  The  chief  object  of  this  is 
to  hold  the  rafter  in  its  place  in  case  the  end  of  the  tie  should  give 
way.     (See  fig.  197,  p.  4I>2.) 

321.  s»p«diHg  Picc»  in  frames  of  carpentry  are  called  by  the 
very  inappropriate  names  of  king-posts  and  queen-posts,  a  king-post 
being  a  single  suspending  piece  in  the  centre  of  a  frame,  and  queen- 
posts,  suspending  pieces  in  other  positions.  A  suspending  piece 
hangs  from  the  point  of  junction  of  two  struts  or  rafters,  and  sup- 
ports at  its  lower  end  either  a  beam  or  the  ends  of  one  or  more 
struts. 

A  strut  or  rafter  may  be  connected  with  a  suspending  piece  by 
abutting  against  a  notch  cut  in  its  side,  or  against  a  shoulder 
formed  by  an  enlargement  at  the  end  of  the  suspending  piece;  and 
in  either  case  the  distance  of  the  notch  or  shoulder  from  the  end 
of  the  piece  is  to  be  determined  by  the  formulas  of  the  preceding 
article.  When  a  single  suspending  piece  supports  &  beam  at  its 
lower  end  they  are  connected  by 
means  of  an  iron  stirrup. 

A  better  method  is  to  make  sus- 
pending pieces  in  pairs,  so  that  the 
rafters  from  which  they  bang  may 
abut  between  them  directly  against 
each  other,  as  shown  by  the  cross- 
section  fig.  195,  and  the  side  view 
fig.  196.  C  and  F  are  the  ends 
of  a  pair  of  rafters  abutting  against 
each  other ;  A  and  B  the  upper  ends 
of  a  pair  of  suspending  pieces,  notched  upon  the  rafters,  and  bolted 
to  each  other  through  the  blocks  or  filling-pieces  D  and  E.  If 
these  figures  be  turned  upside  down  they  will  represent  the  lower 
ends  of  a  pair  of  suspending- pieces,  forming  a  wooden  stirrup  for 
the  support  of  a  beam,  or  of  the  ends  of  a  pair  of  struts,  as  the  case 

322.  Piu— Tmeuiu. — Wooden  pins,  as  fastenings  for  joints, 
when  of  large  diameter,  are  known  as  treenail*.  Experiments 
have  been  made  on  their  resistance  to  a  cross  stiain  by  Mr.  Parsons, 
for  the  details  of  which,  see  Murray  On  Ship-buHding ;  the  results 
may  be  summed  up  with  sufficient  exactness  for  practical  purposes 
by  saying— 

L  That  the  ultimate  resistance  of  English  oak  treenails  to  a 
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shearing  stress  across  the  grain  is  about  4,000  lbs.  per  square  inch 
of  section. 

IL  That  in  order  to  realize  that  strength,  the  planks  connected 
by  the  treenails  should  have  a  thickness  equal  to  about  three  times 
the  diameter  of  the  treenails. 

323.  Nail*  aad  npikcs. — Where  nails  are  exposed  to  any  con- 
siderable strain  those  made  by  hand  should  be  used,  as  they  are 
stronger  than  those  made  by  machinery. 

The  weight  in  lbs.  of  a  thousand  of  the  "flooring  brads" 
commonly  used  in  carpentry  may  be  roughly  computed  by  taking 
twice  Hue  square  oftimr  length,  in  inches. 

The  nails  or  spikes  used  for  fastening  planks  to  beams  are 
usually  of  a  length  equal  to  from  twice  to  twice  and  a-half  the 
thickness  of  the  planks. 

The  following  are  the  results,  as  stated  by  Tredgold,  of  experi- 
ments by  Bevan  on  the  force  required  to  draw  nails  of  different 
sizes  out  of  Dry  Christiania  Deal,  into  which  they  had  been  driven 
to  different  depths  across  tJie  grain : — 

Kind  of  Nails.         *fD*lh-         ♦fcVZ        l"*"      **™- 

Inches.  the  Lb.       driven.         , . 

Sprigs, o-44         4,560         0*4  22 

„      0'53         3>20°         °*44  37 

Threepenny  brads,     1*25  618         0*50  58 

Cast  iron  nails,  ...  i*oo  380  0-50  72 

Fivcpenny     nails,  2*00  139  1*50  320 

Sixpenny  nails, ...  250  73  i*oo  187 

„             ...  250  73  150  327 

„             ...  2-50  73  2-00  530 

So  far  as  these  results  can  be  expressed  by  a  general  law,  they 
Rcein  to  indicate  that  the  force  required  to  draw  a  nail,  driven 
across  the  grain  of  a  given  sort  of  wood,  varies  nearly  as  the  cube  of 
tlve  square  root  of  the  depth  to  which  it  is  driven;  and  that  it 
increases  with  the  diameter  of  the  nail,  but  in  a  manner  which 
has  not  yet  been  expressed  by  a  mathematical  law. 

The  following  are  the  results  of  Bevan's  experiments  on  the  force 
required  to  draw  a  "  sixpenny  nail"  of  73  to  the  lb.,  which  had 
been  driven  one  inch  into  different  sorts  of  timber : — 

Deal,  across  the  grain, 187  lbs.  (as  above.) 

Oak,               „               507  „ 

Elm,               „               „  327  „ 

Beech,            „               667  „ 

Green  Sycamore,     „     312  „ 

Deal,  endwise, 87  „ 

E!™*        »        257  ,, 
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The  following  were  the  forces  required  to  draw  asunder  a  pair  of 
planks  joined  by  two  nails  of  73  to  the  lb. : — 

Deal  5  inch  thick, 712  lb. 

Oak  1  inch  thick, 1009  „ 

Ash  1  inch  thick, 1420  „ 

324.  Screws. — The  holding  power  of  screw-nails,  or  "wood- 
screws,"  is  probably  proportional  nearly  to  the  product  of  tho 
diameter  of  the  screw,  and  of  the  depth  to  which  it  is  screwed  into 
the  wood.  The  following  are  the  results  of  Bevan's  experiments, 
quoted  by  Tredgold,  on  the  force  required  to  draw  screws  out  of 
planks  of  half-amrinch  thick,  the  screws  being  0-22  inch  in  diameter 
over  all,  and  0:035  inch  in  depth  of  thread,  with  12  threads  to  the 
inch. 

Beech, 460  to  990  lbs. 

Ash, 790  lbs. 

Oak, 760    „ 

Mahogany, 770    „ 

Elm, 665    „ 

Sycamore,  830    „ 

325.  Bolt*— Wa«ber* — The  rules  for  proportioning  bolts  which 
have  to  withstand  a  shearing  stress  in  carpentry  have  already 
been  stated  in  Article  314,  p.  455. 

The  sides  of  a  piece  of  timber  should  always  be  protected  against 
the  crushing  action  of  the  head  and  nut  of  a  bolt  by  means  of  flat 
rings  called  "  vxisliers;"  the  area  of  each  washer  being  at  least  as 
many  times  greater  than  the  sectional  area  of  the  bolt  as  the  tenacity 
of  the  bolt  is  greater  than  the  resistance  of  the  timber  to  crushing ; 
that  is  to  say,  for  fir  the  diameter  of  the  washer  may  be  made  about 
3 1  times  the  diameter  of  the  bolt,  and  for  oak  about  2£  times. 

When  a  bolt  is  oblique  to  the  direction  of  the  beam  that  it 
traverses,  the  timber  may  either  have  a  notch  cut  in  it  with  a 
surface  perpendicular  to  the  bolt,  to  bear  the  pressure  of  tho 
washer,  or  it  may  be  notched  to  receive  a  bevelled  washer  of  cast 
iron,  one  of  whose  surfaces  fits  the  notch  in  the  wood,  while 
another  being  perpendicular  to  the  axis  of  the  bolt,  bears  the 
pressure  of  the  nut  or  head,  as  the  case  may  be. 

The  screws  of  bolts  are  usually  made  of  the  following  proportions, 
or  nearly  so :  the  depth  of  the  thread  one-tenth,  and  the  pitch 
one-fifth  of  the  internal  diameter.  A  bolt  which  has  to  be  often 
removed  may  be  made  fast  by  having  a  slot  or  oblong  hole  in  one  of 
its  ends,  through  which  a  key  or  wedge  is  driven. 

326.  ir*n  simps  are  used  nearly  in  the  same  manner  with  bolts, 
to  bind  pieces  of  timber  together.  They  have  the  advantage  of  not 
requiring  so  much  of  the  timber  to  be  cut  away  as  bolts  do. 
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According  to  the  usual  proportions  of  straps  the  breadth  ranges 
from  four  times  to  eight  times  the  thickness.  When  a  strap  has 
eyes  in  its  ends,  for  bolting  them  to  the  sides  of  a  beam,  it  ought 
to  be  either  broadened  or  thickened  round  each  eye,  so  that  the 
sectional  area  of  the  iron  may  be  at  least  as  great  at  the  sides  of 
the  eye  as  in  other  parts  of  the  strap.  When  a  strap  is  to 
embrace  completely  a  piece  or  pieces  of  timber,  it  may,  when 
practicable,  be  welded  into  a  rectangular  hoop,  and  driven  on 
from  one  end  of  the  timber;  but  when  that  is  impracticable  or 
inconvenient,  it  must  be  made  with  screws  on  its  ends,  of  the  same 
sectional  area  with  its  flat  part,  upon  which  screws  a  cross-piece  is 
to  be  made  fast  with  nuts. 

327.  A  stirrup  is  a  strap  which 
supports  a  beam,  or  sustains  the 
thrust  of  one  end  of  a  strut.  If 
the  tie  or  suspending  piece  is  of 
wood,  the  ends  of  the  stirrup  are 
bolted  through  it;  if  of  iron,  the 
stirrup  and  tie,  or  suspending  rod, 
Flff#  197,  are  usually  welded  into  one  piece. 

328.  Iron  Tto-Rod*  may  be  used  instead  of  timber  ties  and  sus- 
pending pieces  in  all  these  parts  of  a  frame  of  carpentry  in  which 
tension  alone  is  to  be  borne,  and  is  not  combined  with  a  bending 
action,  nor  alternated  with  thrust.  They  may  be  connected  with 
the  timber  pieces  of  the  frame  by  means  of  screws  and  nuts,  eyes 
and  bolts,  slots  and  wedges,  stirrups  or  sockets ;  and  they  should 
be  capable  of  being  tightened  when  required,  by  means  of  screws 
or  of  wedges.  Care  must  be  taken  that  the  points  of  attachment 
of  the  ends  of  a  long  iron  tie-rod  are  free  to  change  their  distance 
from  each  other  to  an  extent  sufficient  to  allow  of  the  changes  of 
length  of  the  rod  which  are  produced  by  changes  of  temperature, 
at  the  rate  of  about 

•0012  of  the  length  of  the  rod,  for  180°  of  change  of  temperature 
on  Fahrenheit's  scale. 

329.  iron  sockets,  made  to  fit  the  ends  of  pieces  of  timber, 
furnish  a  convenient  means  of  making  various  joints  in  framework, 
especially  at  points  where  struts  meet  each  other,  or  have  to  be 
connected  with  tie-rods.  If  thrust  alone  is  to  be  borne  by  the 
socket,  cast  iron  is  the  most  convenient  material ;  if  any  consider- 
able tension  is  to  be  borne,  strong  wrought  iron  plates  are  best. 

330.  Protection    of   Iron    Fastenings. — The    iron    fastenings     of 

timber,  especially  if  in  contact  with  oak,  rust  very  rapidly  unless 
properly  protected.  Amongst  the  most  efficient  means  of  pro* 
tectum  are  the  following : — 
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I.  Boiling  in  coal-tar,  especially  if  the  pieces  of  iron  have  first 
been  heated  to  the  temperature  erf  melting  lead. 

II.  Heating  the  pieces  of  iron  to  the  temperature  of  melting 
lead,  and  smearing  their  surfaces,  while  hot,  with  cold  linseed  oil, 
which  dries  and  forms  a  sort  of  varnish.  This  is  recommended  by 
Smeaton. 

III.  Painting  with  oil-paint,  which  mu3t  be  renewed  from  time 
to  time.  The  linseed  oil  process  is  a  good  preparation  fof  paint- 
ing. 

IV.  Coating  with  zinc,  commonly  called  galvanizing.  This  is 
efficient,  provided  it  is  not  exposed  to  acids  capable  of  dissolving 
the  zinc;  but  it  is  destroyed  by  sulphuric  acid  in  the  atmos- 
phere of  places  where  much  coal  is  burned,  and  by  muriatic  acid  in 
the  neighbourhood  of  the  sea. 


j5i ffiii^      ffi      m      itI      iTi.*t> 
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Section  III. — Of  Timber  Built  Beams  and  Bibs. 

331.  Joggled    and    Indented    Bnilc    Beams.  —  In    fig.    198    two 

pieces  of  timber  are  built  into  one  beam  of  double  the  depth  of 
either,  by  the  aid  of  hardwood  keys 
or  joggles,  which  resist  the  shearing 
stress  at  the  surface  of  junction,  and 
of  vertical  bolts  in  the  spaces  between 
the  keys.  It  is  obvious  that  no  key  nor 
bolt  should  be  put  at  the  middle  of  the  span ;  because  in  general  there 
is  no  shearing  stress  there ;  and  also  because  the  bending  moment 
is  in  general  a  maximum  there,  and  it  is  desirable  to  weaken  the 
cross-section  as  little  as  possible.  The  grain  of  the  keys  should  run 
vertically.  According  to  Tredgold,  the  joint  depth  of  all  the  keys 
should  amount  to  once  and  a-tfiird  the  total  depth  of  the  beam, 
and  the  breadth  of  each  key  should  be  twice  its  depth. 

Considering  that  the  stress  at  the  neutral  surface  is  equivalent 
to  thrust  in  a  direction  sloping    ^    v^    ^    ^  ^    ^    ^    *+ 

at  45°,  combined  with  tension  1  \x »  \ <j > \  +  \  —?*-+/ 0  /  ♦  t  \ 
in  a  direction  sloping  at  45°  the  '  V  >j  fc  *  *  vf  «*'  v>  • 
opposite  way  (see  Article  162,  Fi6* 199, 

p.  250),  it  would  seem  that  the  best  position  for  the  keys  would  be 
that  shown  in  fig.  199,  their  fibres  being  made  to  slope  in  the 
direction  of  the  thrust,  and  the  bolts  being  made  to  slope  in  the 
direction  of  the  tension.  This,  however,  so  far  as  I  know,  has 
never  yet  been  tried. 

In  fig.  200  the  two  pieces  of  which  the  beam  is  built  are  in- 
dented into  each  other,  a  sacrifice  of  depth  being  thus  incurred 
equal  to  the  depth  of  an  indent.  The  abutting  surfaces  of  the 
indents  face  outwards  in  the  upper  piece,  and  inwards  in  the 
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lower,  so  as  to  resist  the  tendency  to  slide.     According  to  experi- 
ments by  Duhamel,  the  joint  depth  of  the  indents  should  amount 

to  two-thirds  of  the  total  depth 
of  the  beam.  The  beam  in  the 
figure  is  slightly  tapered  from 
the  middle  towards  the  ends, 
in  order  that  the  hoops  which 
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arc  used  to  bind  it  may  be  put  on  at  the  ends  and  driven  tight  with 
iv  mallet. 

When  a  beam  is  built  of  several  pieces  in  length  as  well  as  in 
depth,  they  should  break  joint  with  each  other.  The  lower  layer 
should  be  scarfed  or  fished  like  a  tie  (Article  314,  p.  454),  and  the 
upper  layer  should  have  plain  butt  joints.  The  upper  layer  of  a 
built  beam  is  sometimes  made  of  hardwood,  and  the  lower  layer  of 
fir,  in  order  to  take  advantage  of  the  resistance  of  the  former  to 
crushing  and  the  tenacity  of  the  latter. 

332.  B«-nt  Bib*  are  sometimes  obtained  from  naturally  bent 
pieces  of  timber,  called  "  knees." 

Naturally  straight  pieces  of  timber  may  be  permanently  bent  by 
steaming  them  until  the  wood  is  softened,  and  while  in  that  con- 
dition bending  them  by  combinations  of  screws,  and  keeping  them 
bent  until  they  dry  and  stiffen.  By  this  process  there  is  a  risk  of 
injuring  the  tenacity  of  the  fibres  at  the  convex  side  of  the  piece, 
unless  they  are  prevented  from  stretching  by  the  following  con- 
trivance (see  fig.  201) : — A  A  is  the  piece  of  wood  to  be  bent.  Its 
ends  abut  against  the  bent  parts  of  a  strip  of  boiler-plate  B  B, 

which  has  two   eyes  C  C, 
that  are  drawn  together  by 
a  pair  of  tightening-screws 
at  D  till  the  required  cur- 
vature  is   produced.      The 
whole  of  the  fibres  of  the 
timber  are  compressed,  and 
none  of  them  have  their  tenacity  injured;  and  it  is  found  by 
experiment  that  bent  ribs  made  in  this  way  are  as  strong  as 
natural  knees. 

333.  Baiit  Rife*  are 

best  made  by  a  method 
invented  by  Philibert 
de  TOrme,  and  repre- 
sented in  figs.  202,  203, 
and  204.  Fig.  202  is 
a  side  view,  and  fig. 
*«• 203-  203  a  plan  of  a  rib 

made  of  several  layers  of  planks  set  on  edge,  breaking  joint  with 


Fig.  201. 


Fig.  202. 
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each  other  (as  the  plan  shows),  and 
connected  together  by  square  bolts  or 
wedges. 

In  fig.  202  the  edges  of  the  planks 
are     supposed    either    to    have    been 
originally  curved,   or    have    had    the 
corners  smoothed  off:  in  fig.  204  it  is  shown  how  they  may  be 
used  with  straight  edges. 

A  built  rib  of  this  sort,  properly  constructed,  is  nearly  as  strong 
as  a  solid  rib  of  the  same  depth,  and  of  a  breadth  less  by  the  thick- 
ness of  one  layer. 

334.  LfUMiaatod  Bibs  are  composed,  as  in  fig.  205,  of  layers  of 
plank  laid  flatwise,  breaking  joint 
and  bolted  together.  They  are 
easily  made,  and  very  often  used 
in  bridges  and  roofs ;  but  the  ex- 
periments of  Ardant  have  shown  p.  2on. 
that  they  are  weaker  than  solid 

ribs  of  the  same  dimensions,  nearly  in  the  ratio  of  unity  to  tbe 
number  of  layers  into  which  they  are  divided* 


Section  IV. — 0/ Timber  Frames  and  Trusses. 


335.  Geaeral  Bemarlu  oa  the  Bain  ace,  Stability*  ana*  Strength  of 
Timber  Framiag. — The  general  principles  of  the  balance  and  stability 
of  frames  and  ribs  of  any  material,  already  given  in  Part  II.,  Chapter 
I.,  Section  IV.,  pp.  173  to  203,  and  the  general  principles  of  the 
strength  of  materials,  given  in  the  same  chapter,  Section  V.,  pp. 
221  to  314,  serve  to  solve  all  problems  relating  to  the  balance, 
stability,  and  strength  of  structures  in  carpentry.  In  the  present 
section  it  will  only  be  necessary  to  add  some  explanations  of 
matters  of  detail  in  those  particular  cases  which  occur  most 
frequently  in  practice.  In  fixing  the  transverse  dimensions,  or 
"scantlings"  of  the  main  pieces  of  timber  which  compose  a 
structure  of  carpentry,  made  of  good  pine,  fir,  or  oak,  it  is  usual  to 
limit  the  greatest  intensity  of  the  stress,  whether  compressive  or 
tensile,  to  1,000  lbs.  per  square  inch  of  section;  and  when  this  is 
compared  with  the  tenacity,  resistance  to  crushing,  and  modulus  of 
rupture,  of  those  kinds  of  timber,  it  appears  that  the  factor  of 
safety  ranges  from  6  to  14,  or  thereabouts,  and  is  on  an  average  10, 
as  has  been  stated  in  Article  143,  p.  222. 

336.  Platforms  of  timber  consist  of  planks  resting  on  beams. 
The  beams  upon  which  the  planks  rest  may  either  be  the  main 
beams  or  girders  of  the  structure,  or  they  may  be  cross-beams  or 
joists,  supported  by  those  girders.     (Articles  317,  318,  pp.  45 6, 
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457.)  The  former  mode  of  construction  is  that  which  enables  a 
given  strength  to  be  attained  with  the  least  expenditure  of  material 
and  labour  at  the  outset ;  but  the  latter,  in  most  cases,  is  the  more 
economical  in  the  end ;  for  although  it  causes  a  greater  expenditure 
of  material  in  joists  than  it  saves  by  requiring  thinner  planking, 
the  saving  in  the  quantity  of  planking  is  productive  of  the  greatest 
saving  of  expense;  for  the  planking  requires  more  frequent  renewal 
than  the  joists. 

It  would  be  foreign  to  the  purpose  of  this  book  to  describe  the 
various  modes  of  constructing  the  floors  of  houses.  The  timber 
platforms  with  which  the  civil  engineer  is  chiefly  concerned  are 
those  of  bridges  and  of  foundations.  The  latter  will  be  described 
further  on. 

The  usual  thickness  of  the  planking  for  the  platform  of  a  bridge 
with  joists  is  from  3  to  4  inches,  the  joists  being  placed  at  distances 
of  from  2  feet  to  4  feet  from  centre  to  centre.  That  thickness  has 
been  found  by  experience  to  be  requisite  in  order  to  withstand  the 
shocks,  friction,  and  wear,  to  which  the  planking  is  subjected,  and 
is  in  general  much  greater  than  is  required  for  mere  strength  to 
support  the  greatest  load  with  safety. 

In  bridges  supporting  railways  where  chairs  are  used,  the  joists 
are  usually  so  arranged  as  to  be  directly  under  the  chairs. 

The  breadth  of  the  joists  is  from  one-eighth  to  one-quarter  of 
their  distance  apart;  and  their  transverse  dimensions  are  fixed 
with  reference  to  the  greatest  load  upon  them  and  to  the  width 
which  they  span  over  between  the  girders.  For  timber  bridges  and 
platforms  not  carrying  railways,  that  load,  in  lbs.  per  square  foot  of 
platform,  is  nearly  as  follows  :• — 

Weight  of  a  closely-packed  crowd,  estimated  at  120  lbs.  per  sq.  ft 
Add  for  the  planking  and  joists,  say  30  „  „ 

Gross  load  for  a  single  wooden  platform, 150  „  „ 

If  there  is  a  broken  stone  or  gravel  roadway,  add    100  „  „ 

Making  in  all 250,,  „ 

When  the  platform  carries  a  railway,  the  scantling  of  each  joist 
must  be  regulated  by  the  fact,  that  the  load  on  a  pair  of  driving 
wheels  of  the  heaviest  engine  used  on  the  line  may  rest  above  a 
certain  pair  of  points  in  the  joist.  Should  the  rails  be  either 
directly  above  the  girders,  or  so  nearly  above  them  that  this  role 
gives  a  less  scantling  than  the  former,  the  rule  for  platforms  not 
carrying  railways  is  to  be  followed. 

The  best  mode,  in  general,  of  designing  the  joists,  is  to  fix  the 
ratio  of  the  depth  to  the  span  with  a  view  to  stiffness,  as  ex* 
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plained  in  Article  170,  p.  275,  and  then  compute  the  breadth  with 
a  view  to  strength. 

The  following  formulae  express  the  results  of  these  rules  algebrai- 
cally. 

Case  I.  For  platforms  not  carrying  railways,  let 

B  be  the  distance  from  centre  to  centre  of  the  joista 
b,  the  breadth  of  a  joist. 
h,  its  depth. 

l9  the  span  from  centre  to  centre  of  the  girders;  then  the 
greatest  moment  of  flexure  is  to  be  as  follows : — 


1,000  b  h*     150  BZ2 

~^5 ' =  8x144         P         roadways; 

or  -£ — r-jj-  for  broken  stone  roadways ; 


(i.) 


(2.) 


and  consequently, 

B  =  1  280  A2  f°r  pknk  roadwavs; 

T<  =  7fio/.£^or^)ro^ei1  stone  roadways. 

Case  II.  For  a  platform  canying  a  railway,  in  which  one  line  of 
rails  lies  midway  between  a  pair  of  girders ;  let 

W  be  the  load  on  a  pair  of  driving  wheels  of  the  heaviest 

engine,  in  lbs. 
k,  the  gauge  of  the  rails,  from  centre  to  centre  in  inches;  then, 

I  being  also  expressed  in  inches, 


1,000  b  h* _  W(l-k) 

6        ~"         4        ' 


(3.) 


and  therefore 


5  = 


3        W(l-k) 


2,000 '        A2 


(4.) 


Example. — Let  Z=  90  inches;  h  =  60  inches;  h=  12  inches;  W  = 
30,000  lb. ;  then  b  =  9-375  inches. 

As  to  the  length  and  weight  of  the  spikes  to  be  used  for  nailing 
the  planks  to  the  joists,  see  Article  323,  p.  460. 

When  a  platform  has  both  girders  and  joists,  it  may  be  stiffened 
against  distortion  by  laying  the  planks  diagonally.  When  separate 
diagonal  braces  are  used  for  that  purpose,  their  dimensions  should 
be  regulated  by  the  horizontal  shearing  stress  which  the  wind  may 
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produce  when  blowing  against  the  side  of  the  structure,  as  cal- 
culated by  the  formula  for  F  in  Case  VI.  of  the  table,  p.  246.  The 
greatest  intensity  of  the  pressure  of  the  wind  hitherto  observed  in 
Britain  is  55  lbs.  on  the  square  foot;  in  tropical  climates  it  is 
said  sometimes  to  reach  double  that  amount. 

When  there  is  no  special  reason  for  making  a  timber  platform 
close-jointed,  it  is  advisable  to  lay  the  planks  with  openings 
between  them  of  from  $  inch  to  ^  inch  in  width,  in  order  to  let 
rain-water  escape  and  air  circulate. 

337.  Boofc— Covering  and  Load. — The  parts  of  a  roof  may  be 
distinguished  into  the  covering  and  the  framework.  The  extent  of 
the  covering  of  a  roof  is  usually  expressed  in  squares  and  feet,  a 
square  of  roofing  being  100  square  feet.  The  following  table  shows 
the  structure  and  weight  in  lbs.  per  square  foot  of  the  most  usual 
kinds  of  covering  for  timber  roofs,  and  their  flattest  ordinary  slopes  :* 

Mater.au  ^n,0""-     ^J"*"" 

nary  Slope  loot — LUs. 

Sheet  copper,  about  -022  of  an  )  0 

inch  thick, j  4  I"°° 

Sheet  lead, 4°  7*00 

Sheet  zinc, 4°  1*25  to  1*625 

Sheet  iron,  plain,  ^  inch  thick,  ...         40  3-00 

„  corrugated, 40  3*40 

Cast  iron  plates,  §  inch  thick, 40  15*00 

Slates, 300  to  22^     5*00  to  11*20 

Tiles, 300  to  22^     6-50  to  17*80 

Boarding,  f  inch  thick, 22J0  2*50 

(Weight  of  other  thicknesses  in 
proportion.) 

Thatch, ' 450  650 

For   the  timbering  of  slated  and 

tiled  roofs,  add  per  square  foot,  from  5*50  to  6*50 

For  the  pressure  of  the  wind,  ac- 
cording to  Tredgold,  there  is  to 
be  taken  into  account  an  ad- 
ditional load  per  square  foot  of  40 

Sheet  copper  is  nailed  on  boards.  Sheet  lead,  zinc,  and  iron, 
slates,  and  tiles,  may  be  either  nailed  on  laths  or  battens  (which 
are  slender  pieces  of  timber  of  from  1  inch  by  1^  inch  to  1^  inch 

*  The  angles  set  down  for  the  slopes  of  roofs  in  this  table  are  all  aliquot  parts  of  a 
circumference;  such  angles  being  at  once  the  most  convenient  in  designing  framework, 
ond  the  most  pleasing  to  the  eye.  (The  latter  fact  appears  to  have  been  first  pointed 
out  by  Mr.  Uay  in  his  TKtory  of  Beauty.) 
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Fig.  200. 


by  3  inches,  or  thereabouts,  nailed  across  the  rafters),  or  upon  board- 
ing of  from  £  inch  to  |  inch  thick.  Sheet  iron  may  be  nailed  or 
screwed  directly  to  the  rafters,  and  cast  iron  plates  screwed  or 
bolted  to  the  principal  rafters  to  be  afterwards  mentioned.  Hoofs 
in  which  the  framework  as  well  as  the  covering  is  of  iron  will  be 
treated  of  in  another  chapter. 

The  steepest  ordinary  declivity  in  Gothic  roofs  is  60°;  but  by  the 
Metropolitan  Building  Act,  1855,  the  declivity  of  the  roofe  of 
buildings  used  for  purposes  of  trade  is  limited  to  47°. 

338.  Raftrn  and  Purlins  are  those  parts  of  the  framework  of  a 
roof  which  lie  immediately  below  the  covering,  so  as  to  form  with 
it  a  more  or  less  sloping  platform.  In  fig.  206,  A  A  is  one  of  the 
common  rafters,  which  are  placed  from  1  foot  to  2  feet  apart  from 
centre  to  centre,  and  are  supported  by  the 
purlins,  to  which  they  are  spiked  or 
screwed.  B  is  a  cross-section  of  one  of 
the  purlins,  which  lie  from  6  feet  to  8  feet 
apart  from  centre,  and  are  slightly  notched 
where  they  cross  the  principal  rafters. 
The  side  of  the  purlin  which  faces  down 
the  slope  is  supported  by  means  of  the 
block  C,  which  is  screwed  to  the  principal 
rafter  D  D.  The  principal  rafters  form  parts  of  a  series  of  frames  or 
trusses,  which  are  placed  at  from  5  to  10  feet  apart.  In  order  to 
prevent  the  action  of  transverse  loads  on  the  principal  rafters,  they 
are  to  be  supported  below  each  point  where  the  purlins  cross  them 
by  struts,  such  as  that  of  which  the  upper  end  is  shown  at  E. 

Diagonal  Braces,  to  stiffen  the  roof  and  stay  the  trusses  against 
upsetting  sideways,  may  be  framed  either  between  the  rafters  or 
between  the  purlins.  No  precise  rule  can  be  given  for  their 
scantling;  but  they  will  in  general  be  strong  and  stiff  enough 
if  each  transverse  dimension  is  made  one-twentieth  part  of  the 
unsupported  length.  When  the  roof  is  boarded,  the  same  purpose 
may  be  answered  by  laying  the  boards  diagonally. 

339.  Roof-Trusses  are  frames  of  the  kinds  already  discussed  in 
Articles  114  to  120,  pp.  176  to  184,  in  which  the  principles  that 
regulate  the  thrusts  and  tensions  along  the  several  pieces  have  been 
explained.  In  the  present  Article  it  is  only  necessary  to  state 
what  particular  cases  of  such  frames  are  the  most  common  in 
practice. 

I.  Triangular  Truss. — Fig.  207  is  a  skeleton  figure  of  the 
simplest  form  of  truss,  which  is  an  isoceles  triangle,  B  B  being  the 
tie-beam,  and  A  and  C  equally  inclined  principal  rafters.  2  and  3 
are  the  points  of  support,  1  the  ridge.  D  is  a  suspending-piece, 
which,  when  of  wood,  is  called  the  king-post,  and  when  of  iron,  the 
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king-bolt;  it  supports  the  weight  of  the  middle  half  of  the  tie-beam, 

o 

# 


Fig.  208. 


Fig.  207. 


and  of  any  floor  or  other  load  with  which  that  beam  may  be 

loaded. 

In  the  diagram,  fig.  208,  the  vertical  line  0  A  represents  the 

load  on  the  point  1 ;  that  is,  half  the  gross  weight  of  the  roof;  O  C 

and  O  A,  parallel  to  the  two  rafters,  represent  the  thrusts  along 

them;  and  the  horizontal  line  O  B  represents  the  tension  along  the 

tie-beam. 

The  algebraical  expression  of  this  is  as  follows : — 

Let  W  be  the  gross  weight  of  the  truss,  together  with  that  of 

the  division  of  the  roof,  of  which  it  occupies  the  middle,  and  that  of 

the  floor,  or  other  load  supported  by  the  tie-beam. 

c,  the  half-span  of  the  truss. 

k,  its  rise. 

H,  the  tension  along  the  tie-beam. 

T,  the  thrust  along  each  of  the  rafters;  then 


■-&*V(**S) « 
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Fig.  209. 


IL  Trapezoidal  Truss. — In  fig.  209,  B  B  B  is  the  tie-beam,  A 
and  C  two  equally  inclined  principal  rafters,  F  a  horizontal  rafter 
or  straining-piece.     D  and  E  are  suspending-pieces,  to  carry  part  of 

the  weight  of  the  tie-beam,  and 
also  that  of  the  floor,  which 
usually  rests  on  the  tie-beam 
between  the  points  5  and  6, 
together  with  its  load. 

The  same  diagram  of  forces 
as  in  the  former  case,  fig.  208, 
applies  to  this  case;  it  being  understood  that  C  B  =  B  A  represent 
the  loads  on  the  points  1  and  4  respectively;  that  is,  on  each  of 
those  points,  one  quarter  of  the  weight  of  the  roof  and  truss,  and  half 
the  weight  of  the  floor  between  the  points  5  and  6.  The  hori- 
zontal line  O  B  represents  at  once  the  tension  along  the  tie-beam, 
and  the  thrust  along  the  straining-piece  F. 

The  part  of  the  roof  above  the  straining-piece  F  may  either  be 
flat,  or  may  be  supported  by  a  small  triangular  secondary  truss 
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(see  Article  121,  p.  184),  similar  to  fig.  207,  and  resting  on  the 
points  1  and  4.  The  straining-piece  F  of  the  principal  truss  may 
be  made  to  act  also  as  the  tie-beam  of  the  secondary  truss ;  in  which 
case  the  thrust  along  it  will  be  the  excess  of  the  horizontal  dress  H 
in  the  principal  truss  above  that  in  the  secondary  truss. 

III.  Seoondabt  Trussing  under  Principal  Rafters. — The 
direct  support  of  the  points  where  the  purlins  cross  the  rafters, 
already  mentioned  in  Article  338,  p.  469,  is  effected  by  means  of  a 
system  of  secondary  trussing,  of  which  fig.  210  may  be  taken  as  an 
example.  That  figure  represents  a  truss  in  which  the  main  tie  and 
the  suspending-pieces  are  all  iron  rods ;  but  it  is  applicable  also  to 
the  case  in  which  either  some  or  all  of  those  pieces  are  of  timber. 
(A.  M.,  159.) 

Let  W  be  the  weight  of  the  roof  distributed  over  the  points  3, 
4,  6,  1,  8,  10,  2,  so  that  one-twdfift,  rests  directly  on  each  of  the 
points  of  support  2  and  3,  and  one-sixth  on  each  of  the  five 


Fig.  210. 

intermediate  points;  2  3  is  the  great  tie-rod;  1  7,  6  5,  8  9,  suspend- 
ing-rods;  7  6,  7  8,  5  4,  9  10,  struts. 

(1.)  Primary  Truss  1  2  3. — The  load  at  1,  as  before,  is  to  be 
taken  as  =  £  W,  and  the  stresses  found  by  equation  1  of  this 
article. 

(2.)  Secondary  Trusses  7  6  3,  7  8  2.— The  load  at  6  is  to  be  held 
to  consist  of  one-half  of  the  load  between  6  and  1,  and  one-half  of 
the  load  between  6  and  3 ;  that  is,  one-half  of  the  load  between  1 
and  3,  or  £  W.  The  trusses  are  triangular,  each  consisting  of  two 
struts  and  a  tie,  and  the  stresses  are  to  be  found  as  in  Article  115, 
p.  177;  that  is  to  say,  let  IF  denote  the  horizontal  stress  in  each 
of  these  secondary  trusses;  T*  the  thrust  along  the  rafters  between 
6  and  3,  and  between  8  and  2,  due  to  their  places  in  those  trusses; 
and  S'  the  thrust  along  the  struts  67  and  87 ;  then 
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The  suspension-rod  1  7  supports  two-thirds  of  the  load  on  7  6  3, 
and  two-thirds  of  the  load  on7  8  2;  that  is,  f -|-W=  J  W;  and 
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this,  together  with  £  W,  which  rests  directly  on  1,  makes  up  the 
load  of  £  W,  already  mentioned. 

(3.)  Smaller  Secondary  Trusses  3  4  5, 9  10  2.— Each  of  the  points 

4  and  10  sustains  a  load  of  £  W,  from  which  the  stresses  on  the 
bars  of  those  smaller  trusses  can  be  determined  as  follows : — 

=■-5*  T"=s"  =  V(W2+m) <3> 

One-half  of  the  load  on  4,  that  is,  -fa  W,  hangs  by  the  suspen- 
sion-rod 6  5 ;  and  this,  together  with  jt  W,  which  rests  directly  on 
6,  makes  up  the  load  of  £  W  on  that  point,  formerly  mentioned. 
The  same  remarks  apply  to  the  suspension-rod  8  9. 

(4.)  Resultant  Stresses, — The  pull  between  5  and  9  is  the  sum  of 
those  due  to  the  primary  and  larger  secondary  trusses ;  that  between 

5  and  3,  and  between  9  and  2,  is  the  sum  of  the  pulls  due  to  the 
primary,  larger  secondary,  and  smaller  secondary  trusses;  that  is 
to  say, 

H  +  H'  =  Ik0'  H  +  H'  +  H"  =  5-£*; (4.) 

The  thrust  on  1  6  is  due  to  the  primary  truss  alone;  that  on  6  4 
to  the  primary  and  larger  secondary  truss;  that  on  4  3  to  the 
primary,  larger  secondary,  and  smaller  secondary  trusses;  and 
similarly  for  the  divisions  of  the  other  rafter. 

(5.)  General  Case. — Suppose  that  instead  of  only  three  divisions, 
there  are  n  divisions  in  each  of  the  rafters  1  3, 1  2,  of  fig.  78;  so  that 
besides  the  middle  suspension-rod  1  7,  there  are  n  —  2  suspension- 
rods  under  each  rafter,  or  2  n  —  4  in  all ;  and  n  —  1  sloping- 
struts  under  each  rafter,  or  2  n  —  2  in  all.  There  will  thus  be 
2  n  —  1  centres  of  resistance ;  that  is,  the  ridge-joint  1  and  n  —  1 
on  each  rafter ;  and  the  load  directly  supported  on  each  of  these 

W 

points  will  be  7.— . 
1  In 

The  total  load  on  the  ridge-joint  1,  will  be  as  before,  -~-;  that 

W                                            "W  /         1\ 
is  to  say,  ^—  directly  supported,   and  -^-  II J  hung  by  the 

middle  suspension-rod. 

The  total  load  on  the  upper  joint  of  any  secondary  truss,  distant 

n  — —  tn  "4"  1 
from  the  ridge-joint  by  m  divisions  of  the  rafter,  will  be, j 

W;  that  is  to  say,  ^  -  directly  supported,  and -r — ~-  W  hung 

by  a  suspension-rod. 
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The  stresses  on  the  struts  and  tie  of  each  truss,  primary  and 
secondary,  being  determined  as  in  Article  115,  are  to  be  combined 
as  in  the  preceding  examples. 

The  following  formulae  give  the  horizontal  stress  H„  the  thrust 
along  the  rafter  T„,  and  the  thrust  along  the  strut  Sm,  in  that 
secondary  truss  which  has  its  highest  point  at  m  divisions  of  the 
rafter  from  the  ridge-joint : — 

W  c 

H.  =  - — j-f  (being  the  same  for  each  secondary  truss);... (5.) 

'-Vfc+Sy-^V'G+O'l <o 

(also  the  same  for  each  secondary  truss.)         j 

It  follows  that  the  total  tensions  on  the  several  divisions  of  the 
tie-rod  and  thrusts  on  the  several  divisions  of  the  rafters,  com- 
mencing at  the  divisions  next  the  middle  suspending-rod,  are  as 

(W  c  W      /  /c2        \ 

making  -j-v-  =  H,  and  ^A/    (72+  1 )  =  T,  as  in  th? 


equations  lh 


H(i+S;H(i+D;&a'  •  •  •  •  n* 

T;T(l  +  i);T(l +?);&.,   .     .     .     T 


2w—  1 


n 


;(8.) 


2  "  ~-1.  (o.) 


n 


In  timber  roofs,  instead  of  resisting  the  horizontal  thrust  of  such 
struts  as  4  5  and  9  10  by  means  of  tie-rods,  it  is  usual  to  make 
their  lower  ends  abut  against  a  horizontal  strut  or  straining-piece 
laid  on  the  top  of  the  main  tic-beam,  and  extending  from  5  to  9 ; 
the  object  being  to  give  transverse  strength  to  the  tie-beam.  In 
that  case  the  tension  is  uniform  along  the  whole  length  of  the  tie- 
beam,  being  H  •  - 


n 


IV.  Gothic  Roof-Trusses  belong  to  the  class  of  "  Open  Poly- 
gonal Frames,"  already  mentioned  in  Article  117,  p.  179;  and  they 
exert  oblique  thrust  against  the  walls  or  buttresses  which  support 
them.  The  framing  is  so  designed  as  to  make  the  horizontal  com- 
ponent of  that  thrust  as  small  as  possible. 
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Fig.  211. 


Fig.  212. 


Fig.  211  may  be  taken  as  an  example.     In  this  trass  B  C  and 

B'C'are  horizontal  ties,  each  extending 
over  one-quarter  of  the  span,  and  E  F 
is  a  suspending-piece;  all  the  other 
pieces  are  struts.      The   struts  A  C 
and  A'  C  are  curved  for  the  sake  of 
architectural    effect;    their    straight 
lines  of  resistance,  which  are  parallel 
to  the  rafters,  are  marked  by  dots. 
The  curved  pieces  C  F,  C  F,  are  mere 
stays,  to  provide  against  casual   ir- 
regularities of  the  load. 
The  lines  of  resistance  of  the  primary  truss  are  the  horizontal  line 
D  D',  and  the  dotted  lines  A  D,  A'  D'.     The  diagram  of  forces  is 
formed  thus: — In  fig.  212,  draw  O  H  horizontal,  H  G 
vertical,  and  O  G  ||  A  D.     Take  H  G  to  represent  3-8ths  < 
of  the  weight  of  the  truss  with  its  load;  then  will  O  H 
represent  the  horizontal  stress,  and  O  G  the  oblique 
thrust  exerted  along  D  A  against  the  abutment. 

The  dotted  line  D  A  is  the  line  of  resistance  of  a 
frame  or  compound  strut,  consisting  of  the  four  struts 
A  B,  A  0,  B  D,  and  0  D,  and  the  tie  B  C.     The  stresses 
on  these  pieces  are  represented  as  follows : — 

the  tension  on  B  C,  by  O  H  (^g.  212.) 

the  thrusts  along  B  D  and  A  C,  by  O  K  ||  B  D  ||  A  C;  (K  bisects 

HG); 
the  thrust  on  D  C  by  K  H  =  -^ths  of  gross  load; 
the  thrust  onB  A  by  If  K  H  =  T^ths  of  gross  load. 

D  E  jy  forms  a  secondary  truss,  loaded  at  E  with  one-quarter  of 
the  gross  load;  D  D'  is  the  tie  of  this  truss  as  well  as  the  straining 
piece  of  the  primary  truss;  and  the  tension  arising  from  the  action 
of  the  secondary  truss  is  to  be  subtracted  from  the  thrust  due  to 
the  action  of  the  primary  truss,  to  find  the  resultant  thrust  along 
D  D7,  which  is  thus  found  to  be  represented  by  $  O  H.  The 
thrust  along  E  D  is  represented  by  £  O  K. 

340.   Strength  of  Tie-Beam*  Strat-Beam*  aad  Beat  Starts. — Let 

H  be  the  greatest  direct  working  stress,  whether  tension  or  thrust, 
along  the  line  of  resistance  of  a  given  piece  whose  breadth  is  b  and 
depth  h;  M  the  greatest  working  bending  moment,  whether  arising 
from  a  transverse  load,  or  from  the  neutral  axis  of  the  piece  not 
coinciding  with  the  line  of  resistance  (in  which  latter  case  M  =  H 
X  greatest  distance  of  the  neutral  axis  from  the  line  of  resistance); 
~  the  greatest  safe  working  intensity  of  stress;  then, 
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f'  =  bh  +  bl?'>  (L) 

and  if  h  has  been  fixed  beforehand,  b  is  given  by  the  formula 

'-(?+£)*>-■ » 

As  already  stated,  f  =  1,000  lbs.  per  square  inch  in  ordinary 
carpentry. 

341.  BrMge-Tnmet. — A  bridge-truss  is  usually  one  of  two  or 
more  parallel  frames  of  carpentry,  vhicb  act  as  girders,  in  support- 
ing  the  cross-beams  or  joists  of  the  platform  of  a  bridge.  (Article 
336,  p.  465.)  The  principal  stints  which  it  contains  may  spring 
either  from  a  tie-beam,  like  the  rafter  of  a  roof,  from  iron  sockets 
connected  by  means  of  a  tie-rod,  or  from  suitable  piers  and  abut- 
ments of  timber  or  stone.  The  most  usual  elementary  figures  of 
bridge-trusses  are,  like  those  of  roof-trusses,  the  triangle  (fig.  207), 
and  the  trapezoid  (fig.  209);  and  the  principles  of  their  stability 
and  equilibrium  are  the  same,  except  that  in  a  bridge-truss,  special 
provision  must  be  made  for  the  unequal  distribution  of  the  load, 
both  transversely  and  longitudinally. 

I.  Load  Unequal  Transversely. — This  case  occurs  chiefly  in 
bridges  for  double  lines  of  railway,  when  one  track  is  loaded  and 
the  other  unloaded.  The  proportions  in  which  the  rolling  load  is 
distributed  over  the  girders,  when  there  are  only  two  of  them,  is 
simply  the  inverse  ratio  of  the  horizontal  distances  of  its  centre  of 
gravity  from  the  two  girders  (Article  112,  p.  174);  but  there  are 
often  more  than  two  girders,  most  frequently  four;  and  then,  in 
order  to  determine  the  proportions  in  which  the  load  is  distributed 
over  them,  the  assumption  is  made  that  the  cross-beams  remain 
sensibly  straight;  so  that  the  difference  between  the  deflections  of 
any  two  of  the  girders,  and  consequently  the  difference  between  the 
shares  of  the  load  borne  by  them,  is  proportional  simply  to  the 
distance  between  them. 

To  illustrate  the  application  of  this,  let  the  girders,  and  the 
rolling  load  which  by  means  of  a  cross-beam  is  made  to  rest  on 
them,  be  arranged  in  cross-section  as  follows : — 

W 
A        B      O      C        D 

W  denotes  the  position  of  the  centre  of  gravity  of  the  rolling  load ; 
O  the  centre  line  of  the  platform;  A,  £,  C,  D,  the  four  girders. 
Then, 
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the  mean  share  of  the  rolling  load  borne  by  each  girder  will  be 

To  find  the  deviations  from  that  mean  share,  let 

O  B  =  zt\  O  A  =  z2;  00  =  -^]  0D  =  -:2; 

and  let  the  horizontal  distance  from  O  to  W  be  Zq. 

The  deviation  from  the  mean  of  the  load  on  any  girder  whose 
distance  from  the  centre  line  is  z  must  beaz;  a  being  a  co-efficient 
to  be  determined  by  the  condition  that  the  moment  of  W  relatively 
to  O  is  equal  and  opposite  to  the  sum  of  the  moments  of  the  resist- 
ances of  the  beams  relatively  to  the  same  axis.  This  condition, 
expressed  in  symbols,  gives  W  Zq  =  2  a  (z\  -j-  *J);  whence 

W  z 
a  =z  ^y-j  -i  °-fv  J  an<*  tne  shares  of  the  rolling  load  on  the  four 

2  \Zx  •+*  Zf) 

girders  are  as  follows : — 


z0zt 


) 


) 


on 


on 


z0  zi 


C;  ^[-  —  aZi^zW'd—  0/,  ,    ^ 
'4  n  U       2(*J  +  *J) 

D-  —  —  nz  —  W  (- ?°_?*_^ 


....(1.) 


When  the  share  of  the  load  on  D,  as  often  happens,  proves  to  be 
negative,  it  shows  that  the  girder  furthest  from  the  loaded  track  is 
pulled  upwards  by  the  platform. 

As  a  numerical  example,  let  the  bridge  be  one  under  an  ordinary 
narrow  gauge  railway,  and  let  the  four  girders  be  exactly  under  the 
four  rails  respectively;  so  that  we  may  make,  with  sufficient  ac- 
curacy for  the  present  purpose, 

zx  =  3  feet;  z2  =  8  feet;  z0  =  5$  feet; 


then, 


load  on  A  =  W  Q  +  ||)  =  +  -551 W 
B  =  W/(i  +  2l)=+'363W' 


M 


» 
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These  results  have  been  verified  by  careful  experiments  on  a 
great  scale. 

The  most  important  of  them  practically  is  the  share  of  the  load 
on  A,  being  the  greatest  share.  In  order  to  arrange  the  girders 
so  that  this  share  shall  not  exceed  one-JuUf,  the  following  equation 
should  be  fulfilled : — 

For  example,  let  z0  =  5^  feet;  z9  =s  10  feet;  then  zl  =  is/TO 
=  3-16  feet. 

II.  Load  Unequal  Longitudinally. — This  sort  of  inequality  must 
be  provided  for  in  every  case  in  which  the  figure  of  the  truss  has 
more  sides  than  three. 

The  most  important  example  in  practice  is  that  of  the  trapezoidal 
truss,  whether  springing  from  a  tie-beam,  as  in  fig.  209,  p.  470,  or 
from  a  pair  of  abutments,  or  from  sockets  connected  by  means  of  a 
tie-rod. 

There  are  two  means  of  enabling  the  truss  to  resist  a  partial 
load:  by  the  stiffness  of  a  longitudinal  beam,  and  by  diagonal 
bracing. 

The  longitudinal  beam  is  either  the  tie-beam,  or,  in  the  absence  of 
a  tie-beam,  a  beam  resting  on  the  top  of  the  truss,  and  bolted  to 
the  straining-piece  F  in  the  figure. 

Let  c  denote  the  half-span  of  the  truss;  x,  the  distance  of  the 
points  4  and  1  from  the  middle  of  the  truss. 

Let  a  partial  load  W'  be  applied  at  one  of  these  points,  tho 
other  being  unloaded.  Then  the  longitudinal  beam  has  to  resist  a 
bending  action,  which  is  greatest  at  the  loaded  point  and  at  the 
unloaded  point,  producing  convexity  downwards  at  the  loaded 
point,  and  upwards  at  the  unloaded  point :  the  bending  moment 
lias  the  following  value : — 

M'=— c^ (1) 

and  the  stress  produced  by  it  must  be  taken  into  account  in  fixing 
the  dimensions  of  the  longitudinal  beam.  For  example,  if  x  =  c  -*- 
3,M'  =  W'c^.  9. 

To  provide  resistance  to  a  partial  load  by  diagonal  bracing,  there 
should  be  two  diagonal  struts,  in  the  positions  shown  by  the  dotted 
lines  4  5  and  6  1  in  fig.  209 ;  4  5  to  act  when  the  partial  load  is  on 
4,  and  6  1  when  the  partial  load  is  on  1 .  The  greatest  thrust  S 
along  either  of  them  is  given  by  the  following  formula: — Let  k  be  the 
depth  of  the  truss,  from  the  centre  line  of  F  to  the  centre  line  of  R 

Then  S=W/C~*-  a/ 4  **  +  **. (4.) 
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342.  €■!■!■■■■«  BrMge-Tnm.  (A.  M.,  160.)— The  general 
nature  of  a  compound  truss  has  been  explained  in  Article  121, 
p.  184.  Fig.  213  is  a  skeleton  diagram  of  a  compound  timber 
bridge-truss,  on  the  principle  of  those  of  the  celebrated  bridge 
of  Schaffhausen. 


u^ 

1          4 

r         1 

—-? 

i 

N^ 

W 

r                      i 

i    i    ii 

Fig.  213 

It  consists  of  four  elementary  trusses,  viz. : — 

12  3  4  loaded  at  2  and  3, 
15  6  4        „        5    „    6, 
17  84        „       7    „    8, 
194        „        9; 


Fig.  214. 


but  all  those  trusses  have  the  same  tie-beam,  1  4;  and  the  pull 
along  that  tie-beam  is  the  sum  of  the  pulls  due  to  the  four  trusses. 
The  vertical  lines  represent  Ruspending-pieces,  from  which  the 
tie-beam  is  hung.     The  tie-beam  supports  the  cross-beams  of  the 
platform. 

An  arrangement  of  struts  similar  to  that  in  the  figure,  but 
without  the  tie-beam  or  suspending-pieces,  and  supporting  the 

platform  above,  is  often  used 
for  timber  bridges  with  abut- 
ments. Stay-pieces,  how- 
ever, are  required,  nearly 
in  the  position  of  the  upper 
parts  of   the  suspending-pieces  in  the  figure,  to  give  sufficient 

stiffness  to  the  struts. 

343.   Dlaffemallr-braced    Girder.  —  This    sort    of 

girder,  of  which  fig.  ,214  is  a  skeleton  diagram, 
was  first  introduced  in  America  by  Mr.  Howe. 
The  two  horizontal  bars,  or  "  booms,"  resist  the 
bending  moment  of  the  load;  they  are  made  of 
layers  of  planks  set  on  edge,  and  bolted  together  so 
as  to  break  joint,  as  in  the  built  ribs  of  Article 
333,  p.  464.  The  shearing  action  of  the  load  is 
resisted  by  the  vertical  suspending-pieces  (which 
are  iron  rods),  and  the  diagonal  timber  struts, 
Fk  215  which  abut  into  iron  sockets,  as  shown  on  a  larger 

"  scale  in  fig.  215.     In  the  latter  figure  A  is  the 

upper  or  compressed  boom,  and  B  the  lower  or  extended  boom;  C, 
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a  suspending-rod;  D,  d,  struts  sloping  up  towards  the  middle  of 
the  span,  and  indicated  by  plain  lines  in  fig.  214;  E,  ey  struts 
sloping  up  towards  the  nearest  point  of  support,  and  indicated  by 
dotted  lines  in  fig.  214. 

The  diagonals  shown  by  full  lines  are  all  that  would  be  required 
if  the  load  were  always  uniformly  distributed  over  the  girder. 
Those  shown  by  dots  are  necessary  in  order  to  resist  travelling 
loads. 

The  actions  of  the  load  on  this  girder  are  computed  by  the  method 
already  explained  in  Article  160,  pp.  230  to  243,  as  applied  to  a 
beam  loaded  at  detached  points.  The  formula  for  the  bending 
moment  at  any  cross-section  has  already  been  given  in  Article  161, 
Case  VIII.,  p.  247.  In  computing  the  shearing  force,  regard  must 
be  had  to  the  action  of  a  travelling  load,  as  explained  in  Article 
161,  Case  IX.,  pp.  247,  248. 

The  following  are  the  most  convenient  formulae  in  practice. 
One  of  the  points  of  support  being  numbered  0,  the  joints  of  the 
upper  boom  are  to  be  numbered  consecutively  from  that  end  of  the 
girder  towards  the  middle,  as  in  fig.  214 : — 

Let  n  denote  the  number  of  any  joint,  and  N  the  total  number 
of  divisions  in  the  beam.  (In  the  figure  N  =  8;  and  for  the 
middle  joint,  n  =  4.     When  N  is  odd,  there  is  no  middle  joint.) 

Let  k  denote  the  height  of  the  girder,  measured  from  centre  to 
centre  of  the  horizontal  booms; 

I,  its  span ;  so  that  I  -t-  N  is  the  length  of  a  division; 

8,  the  length  of  a  diagonal,  measured  along  its  line  of  resistance, 


-v 


Z2 
#+— • 


w,  the  uniform  steady  load  upon  each  joint; 
uf9  the  greatest  travelling  load  upon  each  joint. 

The  divisions  of  the  horizontal  booms  are  to  be  numbered  1,  2, 
3,  4,  from  the  ends  towards  the  middle;  so  that  in  fig.  214,  Division 
No.  1  of  the  upper  boom  lies  between  1  and  2 ;  Division  No.  1  of 
the  lower  boom  lies  between  0  and  the  suspending-rod  1,  <fcc. 

Suspending-rods  and  diagonals  are  designated  by  the  number  of 
the  joint  where  their  upper  ends  meet;  thus,  in  fig.  215,  if  n  be  the 
number  of  the  rod  C,  it  is  also  the  number  of  the  larger  diagonal 
D,  and  the  smaller  diagonal  E;  while  the  number  of  d  is  n  +  1,  and 
that  of  e,  n  — 1. 

Let  Hw  be  the  thrust  and  tension  along  the  divisions  n  of  the 
npper  and  lower  booms ; 

Yw,  the  tension  on  the  vertical  rod  n ; 

T„,  the  thrust  on  the  large  diagonal  n; 

tu,  the  thrust  on  the  small  diagonal  n. 


480  MATERIALS  AND  STRUCTURES. 

Then 

(w  +  W)ln(N-n)t 
•""       k  2N     ' t1' 

V,,  (when  tlio  platform  is  hung  from  the  girder,  for  all  except  the 

•mi         n         ^N  +  1       \           (N-n)(N-n+l)      /av 
middle  rod)  =  u;  (  — ^ n\  +ur  -v ;^-«. -;—(*•) 

V  (when  the  platform  is  hung  from  the  girder,  for  the  middle 

TOd)  =  w+  T  '(?  +  1) <3> 

(When  the  platform  rests  on  the  top  of  the  girder,  subtract  w  +  w 
from  each  of  the  above  values  of  V.) 

1 "  ~  T  \~2       V  +  T  2  N  ' W 

ws/N  —  1       \     w's  n-(n  +  l\  ._, 

'•=  ~  T(-F-  nJ  +  X  '  -2-N-^ <°> 

When  the  last  formula  (5)  gives  a  null  or  negative  result,  it 
shows  that  the  smaller  diagonal  in  the  division  in  question  is  un- 
necessary. 

A  common  inclination  for  the  diagonals  is  45° ;  the  correspond- 
ing value  of  8  -f-  k  is  1414,  and  that  of  I  -j-  k  is  N.* 

The  following  is  a  numerical  example : — 

Span  80  feet,  in  eight  equal  divisions;  that  is,  1  =  80;  N  =  8. 
k=  10  feet;  *=  14-14  feet 
w  =  5000  lbs.;  w' =  10,000  lbs. 

Platform  hung  below  girder. 

n  H  V  T  t 

lbs.  lbs.  lbs.  lbs. 

i  52,5°°        52,5<>0        74,235        negative. 

2  90,000         38>75°         54,792         negative. 

3  112,500         26,250         37,1 28         7,070 

4  120,000         17,500         21,210 

The  last  column  shows  that,  in  the  example  chosen,  the  dotted 
diagonals  are  required  in  the  two  middle  divisions  only. 

The  value  of  H  for  n  =  4  applies  to  the  lower  boom  alone,  as  the 
upper  boom  has  only  three  divisions  on  each  side  of  the  middle. 

344.  Lattice-work  fjirden  of  timber  were  first  introduced  by  Mr. 
Ithiel  Towne.  The  lattice-work  consists  of  planks  inclined  at 
4 o°  to  the  horizon,  pinned  together  with  treenails. 

*  See  page  493. 
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Fig.  216. 


A  lattice  girder,  even  without  horizontal  booms  (as  in  fig.  216), 
is  capable  of  supporting  a  certain  load,  provided  its  ends  are  made 
fast  to  stable  piers;  and,  under  these  circumstances,  its  moment 
of  resistance  at  any  cross-section  is  simply  the 
sum  of  the  moments  of  resistance  of  the  planks 
intersected  by  that  cross-section.  But  this 
mode  of  construction  is  unfavourable  both  to 
economy  and  to  stiffness.  When  horizontal 
booms  are  bolted  to  the  lattice- work  at  its  upper 
and  lower  edges,  they  may  be  considered,  without 
sensible  error,  as  sustaining  all  the  bending  mo- 
ment, like  those  in  the  example  of  the  last  article;  while  the 
lattice-work  bears  the  shearing  action  of  the  load,  distributed  with 
approximate  uniformity  amongst  the  bars  or  planks. 

345.  Timber  Arches. — When  a  timber  arch  is  exactly  or  nearly 
of  the  form  of  an  equilibrated  rib  of  uniform  strength  under  the 
steady  part  of  its  load,  and  is  subject  besides  to  a  rolling  load,  its 
strength  is  to  be  computed  according  to  the  methods  of  Article 
180,  pp.  296  to  314, 

The  usual  form  for  timber  arches  is  a  segment  of  a  circle ;  but 
the  formulee  for  a  parabolic  rib  may  be  used  in  practice  without 
material  error.  In  almost  every  case  the  rib  may  be  considered 
as  fixed  in  direction  at  the  ends;  so  that  if  the  abutments  are 
immoveable,  the  formulae  to  be  employed  will  be  those  of  Problem 
IV.,  equations  30  to  38  b,  pp.  305  to  308;  and  if  the  abutments 
are  sensibly  moveable,  equation  40,  p.  308,  is  to  be  used  instead  of 
equation  30. 

In  designing  a  timber  arch,  the  greatest  working  deflection 
should  be  computed  by  the  equation  61  of  Article  180,  p.  313;  and 
the  pieces  of  timber  in  the  arch  and  superstructure  should  be  pro- 
portioned as  if  the  platform  were  to  have  an  upward  convexity  or 
"  camber,"  with  a  rise  in  the  centre  of  the  span  equal  to  the 
calculated  deflection.  The  result  will  be,  that  the  platform  will 
become  horizontal,  or  nearly  so,  when  fully  loaded. 

Semicircular  timber  ribs  are  now  often  employed  to  support 
roofs,  for  the  sake  of  architectural  appearance.  In  fig.  217,  let 
A  C  B  be  a  quadrant  of  such  a  rib,  under  a  load  g 

uniformly  distributed  horizontally,  O  being  its  r  -1 
centre.  Draw  B  D  and  A  D  tangents  to  the 
neutral  layer  at  the  springing  and  at  the  crown ; 
bisect  AD  in  E;  then,  if  the  arch  be  jointed 
or  hinged  at  A  and  B,  E  B  will  be  the  direction 
of  the  thrust  at  B;  and  its  horizontal  com-  -q} 
ponent  will  be  half  the  load  on  the  quadrant; 
that  is, 

2x 


.... ma 

Fig.  217. 
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(1.) 


r  being  the  radius  O  A,  and  w  the  load  per  lineal  unit  of  span. 
The  greatest  bending  moment,  on  the  same  supposition,  occurs  at 
0,  30°  above  the  springing.  That  moment  tends  to  make  curvature 
sliarper  at  that  point;  and  its  value  is 


M  = 


w  r2 
~8~" 


(2.) 


The  value  of  the  direct  thrust  at  C  is  H,  as  given  by  equation  1. 
By  the  use  of  these  values  in  the  formulae  of  Article  340,  p.  475, 
the  proper  scantling  for  the  rib  may  be  computed  The  supposition 
of  the  rib  being  hinged  at  A  and  £  is  not  perfectly  realized  in 
practice;  but  it  will  not  lead  to  any  error  of  importance. 

346.  Timber  gpandriia. — When  timber 
arches  support  a  level  platform,  each 
spandril  in  general  contains  a  series  of 
upright  posts  for  transmitting  the  load 
from  the  platform  to  the  arch.  A  hori- 
zontal beam  on  the  top  of  each  row  of 
Fte'  218#  posts  should  have  strength  and  stiffness 

sufficient  to  resist  the  load  between  each  pair  of  posts. 

To  stiffen  the  frame  transversely,  the  posts  which  stand  side  by 
side  should  have  diagonal  braces  between  them ;  the  smallest  trans- 
verse dimension  of  any  brace  not  being  less  than  about  one-twentieth 
part  of  its  length. 

To  stiffen  the  frame  longitudinally,  diagonal  braces  may  be 
placed  as  in  fig.  218.  To  find  the  stress  which  any  one  of  those 
diagonal  braces  should  be  capable  of  resisting  with  safety,  let  the 
upright  posts  be  numbered  from  one  end  of  the  arch  to  the  middle, 
0,  1,  2,  3,  <fec.  (like  the  suspending-rods  in  Article  343).     Let 

N  be  the  total  number  of  longitudinal  divisions  in  the  platform. 
n  and  n  +  1,  the  numbers  of  the  posts  between  which  a  given 

diagonal  brace  is  situated. 
«,  its  length,  and  k  the  difference  of  level  of  its  ends. 
w'y  the  greatest  travelling  load  on  one  post. 
T,  the  greatest  amount  of  thrust  along  the  diagonal;  then 


T_«/_«    n  (n  +  1) 

X~"    k  2N    * 


(1.) 


For  the  diagonals  between  0  and  1,  indicated  by  dots  in  the 
figure,  this  expression  is  =  0;  but  nevertheless  a  pair^of  «K«g«>iMlf 
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ma;  be  placed  there,  of  the  game  size  with  the  smallest  of  those 
between  1  and  2,  in  order  to  give  additional  stiffness. 

It  is  possible  that  when  the  arch  is  partially  loaded  with  a 
travelling  load,  some  of  the  upright  pieces  which,  when  the  load  is 
uniform,  are  posts,  may  have  to  act  occasionally  as  suspending- 
pieces.  To  find  whether  this  is  the  case  for  any  given  upright 
piece,  let  it  be  its  number,  and  w"  the  dead  load  resting  upon  it; 
then  compute  the  value  of  the  following  expression : — 

T.-^+fl-*, <„ 

and  if  this  is  positive,  it  will  give  the  greatest  tension  on  the 
upright;  if  null  or  negative,  it  will  show  that  the  upright  acta 
always  as  a  strut  or  post,  and  never  as  a  an  spending- piece  or  tie. 

Another  mode  of  construction  is  to  make  all  the  diagonals  iron 
tie-bolts.  In  this  case  equation  1  will  give  the  greatest  tension  on 
any  given  bolt.  The  uprights  will  always  act  as  posts,  and  the 
greatest  load  on  each  will  be  given  by  the  following  formulas : — 

V'  =  «,-  +  «/{i+">--i>} M 

347.  Timber  BamtriBi  GMn.     (Fig.  219.)— In  a  girder  of  this 
kind,  a  timber  arch  springs  from  a  tie- 
beam,  which  supports  the  cross-beams  of 
the  platform,  and  is  hung  from  the  arch  at 

intervals  by  vertical  suspending-pieces  or 

rods,  with  diagonal  braces  between  them.  fjg_  jig, 

Tbe  tie-beam  has  to  bear  at  once  a  ten- 
dan  equal  to  the  horizontal  thrust  of  the  arch,  and  a  bending  action 
due  to  the  load  sup[>orted  on  it  between  a  pair  of  suspending-pieces ; 
and  its  strength  depends  on  the  principles  explained  in  Article  340, 
p.  474. 

The  greatest  tension  on  any  snspending-piece  is  to  be  found  by 
means  of  equation  3  of  Article  346,  above. 

The  greatest  thrust  along  any  diagonal  is  to  be  found  by  means 
of  equation  1  of  the  same  Article,  p.  482. 

The  horizontal  tie  of  a  timber  bowstring  girder  should  never  be 
made  of  iron,  as  its  expansion  and  contraction  would  strain  and  at 
length  destroy  the  timber  arch. 

348.  Timber  pier*. — A  timber  pier  for  supporting  arches  or 
girders  may  consist  of  any  convenient  number  of  posts,  either 
vertical  or  slightly  raking,  and  connected  together  by  horizontal 
and  diagonal  braces. 

fitch  post  should  be  braced  at  every  point  where  there  is  a  joint  in 
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it,  and  at  additional  points  if  necessary,  in  order  that  the  distance 
between  the  braced  points  may  not  be  less  than  about  18  or  20 
times  the  diameter  of  the  post.  (As  to  lengthening  posts,  see 
Article  315,  p.  456.) 

Should  the  pier  have  lateral  thrust  to  bear,  whether  from  the 
action  of  the  wind  or  from  that  of  the  load  upon  the  super- 
structure, the  following  principles  are  to  be  attended  to : — 

I.  The  posts  at  the  base  of  the  pier  should,  if  possible,  spread  to 
such  a  distance  from  each  other  that  the  lateral  thrust  may  cause 
no  tension  on  any  one  of  them.  For  example,  conceive  a  pier  of  a 
timber  viaduct  to  consist  of  two  parallel  rows  of  posts;  let  the 
greatest  horizontal  thrust  in  a  direction  perpendicular  to  the  rows 
be  H,  acting  at  the  height  Y  above  the  base  of  the  pier,  so  that 
H  Y  is  its  moment ;  let  W  be  the  gross  vertical  load  of  the  pier,  and 
B  the  required  distance  from  centre  to  centre  between  the  two 
rows  of  posts  at  the  base  of  the  pier;  then  make 


B  -  L=I. 


(1.) 


and  there  will  never  be  tension  on  any  of  the  posts.     If  tins 
arrangement  be  made,  the  whole  load  W  will  be  concentrated 
one  row  of  posts  when  the  greatest  thrust  acts.     In  other 
the  load  on  the  row  of  posts  furthest  from  the  side  of  the 
which  the  thrust  acts  will  be, 


WHY 

2  +     B  " 


<*) 


If  the  pier  consists  of  more  than  two  rows  of  posts,  let  n  denote 
the  number  of  rows,  and  let  them  be  equidistant  from  each  othet; 
B  being  still  the  distance  from  centre  to  centre  of  the  outside  rowa. 
Let  P  denote  the  share  of  the  load  which  rests  on  the  row  of  posts 
furthest  from  the  side  the  thrust  is  applied  to,  and  P  the  share 
which  rests  on  the  row  nearest  that  side.     Then 


W 
P  =  —  + 


H  Y  (n  —  1) 


—  1\2 


n       B{(n—  l)2  +  (w  —  S^fo.}' 


H  Y  (n  —  1)2 


F=W 

n       B{(n—  1)2  + (n—  S^  +  ifcc.}' 


(3.) 


(4.) 


the  series  in  the  denominator  of  the  second  term  being  carried  on 
long  as  the  numbers  in  the  brackets  are  positive. 
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The  best  value  for  B  is  found  by  making  F  —  0;  that  is  to  say, 


HY-n(»— 1)» 
=  w{(» -!)'  +  (» -3)'  + to.}' 
„      2W 


..(«.) 


■•(«.) 


II.  The  horizontal  and  diagonal  braces  are  to  be  calculated  to 
resist  the  horizontal  thrust,  in  the  same  manner  that  the  suspend- 
ing-pieces  and  diagonal  strata  of  a  diagonally- braced  girder  are 
calculated  to  resist  the  shearing  stress,  supposing  that  shearing 
stress  to  be  the  same  at  all  points  of  the  girder,  and  =  H. 


Fig.  2*0.—  [Portage  Bridge 


pin  ■  Fbotognph.] 


349.  Ccwtm  r*r  Arches. — The  use  and  general  construction  of 
centres  for  arches  have  already  been  explained  in  Article  279, 
ji.  415.  The  present  article  relates  to  the  figure  and  strength  of 
the  ribs  or  frames  which  support  the  laggings. 

L  Action  of  Load  on  Centre. — The  building  of  the  arch 
should  be  carried  up  simultaneously  at  the  two  sides  of  the 
centre,  bo  that  the  load  on  the  centre  may  never  be  sensibly 
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unsymmetricaL  The  loading  of  the  centre  will  thus  advance 
from  both  ends  towards  the  middle;  and  its  most  severe  action, 
whether  compressive,  shearing,  or  bending,  will  take  place  just 
before  the  key-stones  are  driven  into  their  places. 

If  there  were  no  friction  between  the  arch-stones,  the  load  upon 
the  centre  could  be  computed  exactly.  The  friction  between  them 
renders  all  formulae  for  that  purpose  uncertain. 

It  is  usually  stated  that  the  arch-stones  do  not  begin  to  press 
against  the  centre  until  courses  are  laid  the  slope  .of  whose  beds  is 
steeper  than  the  angle  of  repose;  that  is  to  say,  from  25°  to  35°,  or 
on  an  average,  about  30° ;  but  in  order  that  this  may  be  true,  the 
lower  part  of  the  arch  must  be  so  thick  as  to  have  no  tendency  to 
upaet  inwards.  A  thickness  equal  to  about  one-tenth  of  the 
radius  of  curvature  of  the  intrados  is  in  general  sufficient  for  that 
purpose;  but  still  any  accidental  disturbance  of  the  arch-stones 
may  make  them  press  against  the  centre. 

Each  successive  course  of  arch-stones  that  is  laid  causes  the 
pressure  exerted  by  the  previous  courses  against  the  centre  to 
diminish ;  and  when  a  semicircular  arch  is  completed  all  but  the 
key-stone,  the  stones  whose  beds  slope  less  steeply  than  30°  have 
ceased  to  press  against  the  centre,  and  that  even  altlwugh  there 
should  be  no  friction.  In  fact,  when  the  load  on  the  centre  reaches 
its  greatest  amount,  its  action  is  nearly  the  same  whether  friction 
operates  sensibly  or  not;  and  considering  this  fact,  and  also  the 
fact  that  any  errors  in  calculation  caused  by  neglecting  the  friction 
of  the  stones  on  each  other  must  be  on  the  side  of  safety,  it  appears 
that  for  practical  purposes  it  is  sufficient  to  calculate  the  load  on  a 
centre  as  if  the  friction  between  the  stones  were  insensible. 
The  following  are  the  results : — 

(1.)  General  Case. — Let  w  denote  the  weight  per  lineal  foot  of  the 
intrados  of  the  arch  resting  on  a  given  rib  of  a  centre. 

Let  the  co-ordinates  of  any  point  (such  as 
D,  fig.  221)  in  the  intrados  be  measured 
from  its  highest  point  A ;  x  being  measured 
horizontally,  and  y  vertically  downwards. 

Let  a*0  and  y0  be  the  co-ordinates  of  the. 
point  C. 

Let  r  be  the  radius  of  curvature  of  the 
intrados  at  the  point  D. 

4,  its  inclination  to  the  horizon. 
p9  the  normal  pressure  against  the  rib 
at  the  point  D,  per  lineal  foot  of  intrados; 
Fig.  £21.  then,  friction  being  insensible, 


-  s 


ps=w'cos6 /      wdy; (1.) 
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and  the  greatest  value  of  this  is 

to  '  cos  0.  (1  A.) 

JiOt  P  be  the  total  vertical  load  arising  from  the  pressure  of  the 
arch-stones  on  the  rib  between  C  and  D ;  then 


P 


=  floPdx> (3-) 

and  the  value  of  this,  when  the  arch  is  complete  all  but  the  key- 
stone, is 

Px  =  J *l  p  d  x  (making  y0  =  0); (2  A.) 

x1  being  the  horizontal  distance  from  the  middle  of  the  span  to 
a  point  for  which  p  =  0. 

If  the  rib,  instead  of  resting  on  a  series  of  posts,  as  in  fig.  221,  is 
supported  as  a  girder  on  the  abutments  or  piers  of  the  arch,  or  on 
timber  piers  of  its  own, 

Let  c  be  the  half-span  of  that  girder ; 

M,  the  moment  of  flexure  in  the  middle  of  the  span ;  then 

M  =  P  c  —  J*p  xdx; (3.) 

and  the  greatest  value  of  this  is 

Mx  =  Px  c  —  [*l  pxdx  (for  f/0  =  0). (3  a.) 

Formula  1  a.  serves  to  compute  the  greatest  load  to  be  borne  by 
the  laggings  or  bolsters;  equation  2  serves  to  compute  the  load  on 
any  vertical  post,  or  the  vertical  component  of  the  load  on  any  given 
back-piece,  or  segment  of  the  rib  immediately  under  the  laggings; 
and  the  total  transverse  load  on  such  a  piece  is 

P  sec  9 (4.) 

ff  being  its  inclination  to  the  horizon. 

Equation  2  a.  gives  the  greatest  vertical  load  on  each  half  of 
the  rib,  and  serves  to  compute  the  total  strength  required  for  its 
vertical  supports;  and  equation  3  A  serves  to  compute  the  strength 
required  if  the  rib  acts  as  a  girder. 

(2.)  Circular  Arch  not  exceeding  120°. — In  an  arch  with  a  circular 
intrados,  we  have — 


x  =  r  sin  $  ;  y  =r(l  —  cos  $  ); 
x0  =  r  sin  *0;  y0  =  r  (1  —  cos  *0); 
x1  =  r  sin  fix;  yx  =  r  (1  —  cos  tfj); 
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Let  $,  tn,  $v  denote  lengths  of  arcs  measured  from  A  in  feet 
Let  the  weight  per  foot  of  intrados  w  be  constant.     Then  the 
normal  pressure  per  foot  of  intrados  is 

2y  +  y„. 


p  =  V)  (2  cob  *  ■ —  cos  i0)  =  to  •  - 
and  its  greatest  value  for  a  given  point, 

WCOS#  =  W  — 

The  vertical  load  between  C  and  D  is 
P  =  to  r  <  i  —  i0  —  sin  (  (coh  t0 


...(*) 


•>  —  f(S—Sn)j! 


./)} 


....(6.) 


which,  when  the  load  is  complete  up  to  A,  and  D  is  at  the  tpring- 
t'nj,  becomes 


Pl  =  w  r  i  #,  —  sin  #,  (1  - 


«0}=»{-1-^}.(eA.) 


in  which  last  expression,  the  load  on  the  half-rib  is  given  in  terms 
of  its  length,  sv  its  kalf-tpan,  x,,  and  its  rue,  yv 

The  greatest  moment  of  flexure,  Mv  on  a  girder-rib  of  the  half- 
span  e,  is  as  follows : — 

2co8»*A 
3      / 
If      ('-Vi? +  *<*-*?  \ 


H_p,.  — ^Q+SJ4- 


'(•'.-^ 


p.) 


In  employing  these  formula;,  it  may  often  be  convenient  to  use 
the  following  expressions  for  computing  the  radius  r  and  length  t 
of  any  given  arc  from  its  half-span  x  and  rise  y : — 

'-&+$*»'— 0+K-&-*  <*> 

The  load  on  any  arc  of  the  rib  may  be  represented  graphically  in 
the  following  manner: — 

In  fig.  222,  let  A  B  be  a  quadrant,  described  about  0  with  a  radius 
representing  that  of  the  intrados.  Let  C  be  the  point  up  to  which 
the  arch  has  been  built,  and  .1)  any  other  point  in  the  intrados. 
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Fig.  223. 


Conceive  that  the  half  of  the  radius  A  O  represents  w,  the 
weight  per  foot  of  intrados. 

From  C  draw  C  E  ||  A  O;  bisect  C  E  in  F,  from  which  draw 
F  H  ||  O  B;  draw  D  G  ||  A  O; 
then  will  D  G  represent  the  normal 
pressure  on  each  lineal  foot  of  the 
rib  at  the  point  D ;  and  the  shaded 
area  C  D  G  F  will  represent  the 
vertical  component  of  the  load  on     s  « 

the  rib  between  C  and  D,  both  in  F,e-  ***• 

amount  and  in  distribution ;  that  is  to  say, 

£  AO:w::T>G:p 

•  :  :  C  D  G  F  :  P. 

The  point  H  is  that  below  which  the  arch-stones  cease  to  press 
on  the  rib,  when  the  arch  has  been  built  up  to  the  point  C. 

The  case  in  which  the  rib  is  completely  loaded,  the  arch  being 
finished  all  but  the  key-stone,  is  represented  by  fig.  223.  Bisect 
the  vertical  radius  A  O  in  K,  and  conceive  A  K  to  represent  w ; 
draw  K  L  ||  O  B ;  L  will  be  a  point  below  which  the  stones  do  not 
press  on  the  rib  (supposing  the  arch  to  extend  so  far) ;  and  at  that 
point  6  =  60°.  Let  D  be  any  point  in  the  intrados;  draw  D  M  || 
AO;  then 

A  K  :  w  :  :  D  M  :  p 

:  :  A  DM  K  :  P; 

and  if  D  is  the  springing  of  the  arch,  ADMK  represents  the 
vertical  load  on  the  half  rib,  Pr  If  the  arrow  P  in  the  figure 
represents  the  position  of  one  of  the  two  supports  of  a  girder  rib, 
O  P  =  c  in  equation  7. 

(3.)  Circular  ArcJh  of  120°  and  upwards. — Because  the  arch-stones 
below  the  point  where  the  inclination  of  the  intrados  to  the  horizon 
is  60°,  do  not  press  upon  the  rib  when  the  load  is  complete,  the 
value  of  Px  for  6L  =  60°  applies  also  to  all  greater  values  of  ^ ;  it 
being  understood  that  in  every  such  case  we  are  to  make 

*i=  yj  J  -r  =  -866  r;  Vl  =  J;  #x  =  10472  r;  ...(9.) 

whatsoever  the  actual  rise  and  span  of  the  arch  may  be.  This 
gives  the  following  results : — 

Px  =  -6142  w  r; (10.) 


M1  =  t*r(-6H2c-^) (11.) 
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(4.)  Non-circular  Arch. — Find  the  two  points  at  which  the  in- 
trados is  inclined  60°  to  the  horizon ;  conceive  a  circular  arc  drawn 
through  them  and  through  the  crown  of  the  intrados,  and  proceed 
as  in  Case  2,  calculating  r  and  8  by  the  formulee  8,  from  x  and  y, 
the  co-ordinates  of  each  of  the  two  points  where  the  inclination  of 
the  intrados  is  60°.  The  results  will  be  near  enough  to  the  truth 
for  practical  purposes. 

II.  Striking-plates  and  Wedges. — These  terms  are  applied 
to  the  apparatus  by  which  the  centre  is  lowered  after  the  arch  has 
been  completed.  Fig.  224  represents  a  pair  of  striking-plates,  A 
and  B,  with  a  compound  wedge  C  between  them.  The  lower 
striking-plate  £  is  a  strong  beam,  suitably  notched  on  the  upper 
side,  and  resting  on  the  top  of  the  pier  or  row  of  posts  which  forms 

one  of  the  supports  of  a  centre;  the  upper 
striking-plate  A,  notched  on  the  under  side, 
forms  the  base  of  part  of  the  frame  of  the 


~fi centre;   and  the  wedge  C  keeps  the  strik- 

Fig.  224.  ing-plates   A  and   £  asunder,    being   itself 

kept  in  its  place  by  keys  or  smaller  wedges 
driven  behind  its  shoulders.  When  the  centre  is  to  be  struck, 
those  key 8  are  driven  out;  and  the  wedge  C  being  driven  back 
with  a  mallet,  allows  the  upper  striking-plate  to  descend.  In  fig. 
221,  p.  486,  S,  S,  S,  represent  the  ends  of  pairs  of  striking-plates 
resting  transversely  on  the  posts  or  piles  which  support  the  entire 
centre.  In  some  centres,  of  which  examples  will  be  given,  the 
striking-plates  lie  longitudinally.  In  the  centres  introduced  by 
Hartley,  each  lagging  can  be  struck  separately  by  lowering  the 
wedges  or  screws  which  support  it;  so  that  striking-plates  to 
support  the  entire  centre  are  unnecessary.    (See  p.  493.) 

III.  Framing  op  Centres. — The  back-pieces  which  form  the 
upper  edge  of  the  rib,  are  usually  supported  at  points  from  10  to 
15  feet  asunder.  In  some  examples,  however,  those  points  are  as 
close  as  5  or  6  feet 

It  is  essential  that  a  centre  should  possess  stiffness  so  great  that 
polygonal  frames  of  many  sides  and  timber  arches  are  unfit  forms 
for  its  ribs,  because  of  their  flexibility.  Such  forms  have  been 
used,  but  have  caused  great  difficulty  and  even  danger  in  the 
construction  of  the  arch.  The  kinds  of  framework  which  have 
been  found  to  succeed  are  of  three  kinds,  viz. : — 

(1.)  Direct  supports  from  intermediate  points;  to  be  always 
employed  when  practicable. 

!»\  t    v     J-X..L-        •      )  to  be  employed  when  intermediate 
2.)  Inclined  struts  in  pairs;  (  •  *  x  r  ^  *  u    u  j 

3  {  Trussed  Orders  •  f      Points  of  ^PP01*  c*™0*  *»  had 

d.)  irussed  girders,  j      clo8e  enough# 

(1.)  Direct  Supports  in  a  very  simple  form  are  illustrated  by  fig. 
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221, p.  486.  Several  rows  of  piles  support  a  series  of  pairs  of  striking- 
plates.  On  the  upper  striking-plates  rest  the  ribs,  each  of  which 
consists  of  the  following  parts : — A  sill  or  horizontal  beam,  a  series 
of  vertical  posts  directly  over  the  piles,  horizontal  braces  or  wales, 
diagonal  braces  between  the  posts,  oblique  struts  near  the  tipper 
ends  of  the  posts,  to  support  intermediate  points  in  the  back- 
pieces,  and  the  back-pieces.  Besides  giving  stiffness  to  the  posts,  the 
diagonal  braces  answer  the  purpose  of  supporting  a  given  part  of 
the  rib  in  case  the  pile  vertically  below  it  should  give  way. 

Fig.  225  is  a  skeleton  diagram  of  Hartley's  centre  for  the  Dee 
Bridge  at  Chester,  in  which  the 
greater    number    of  the    supports       V.M  I  1  r'7"~~"'>  „, 
consisted  of  struts,  radiating  in   a         \\\\|  /,//, 
f'au-like     arrangement     from     iron 
sockets    or  shoes   ou    the  tops  of 
temporary   stone  piers,    of   which 
there  were  four  in  the  total  span 
of  200  feet     The  struts  were  stif- 
fened by  means  of  wales  at  dis- 
tances of  from  10  to  12  feet  apart 

Tertieally,  The  duty  of  back-pieces  was  done  by  two  thicknesses 
of  4  J  inch  planks.     (See  Trans.  Inst.  Civ.  Enga.,  vol.  i.) 

(2.)  Inclined  Struts,  in  pairs,  are  exemplified  in  fig.  226,  which  is 
a  skeleton  diagram  of  the  centre  of  Waterloo  Bridge.  Each  joint 
in  the  back-pieces,  such  as  A,  B,  C,  ifec,  was  independently  snp- 
j>ortcd  by  a  pair  of  struts  of  its  own,  springing  from  the  striking- 
plates  at  F  and  F,     At  each  point  where  many  of  those  struts 


Fig.  220. 

intersected  each  other,  such  as  H,  I,  and  1',  they  were  connected  by 
abutting  into  one  cast  iron  socket.  At  other  points  of  intersection 
they  were  notched  and  bolted  together.  They  were  further  stif- 
fened by  means  of  radiating  pieces  in  pairs,  whose  positions  are 
shown  in  the  sketch.  The  striking-plates  were  longitudinal  and 
inclined,  and  were  supported  on  struts  springing  from  the  stepped 
bases  of  the  stone  piers  of  the  bridge. 
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(3.)  Trusted  Girders,  as  applied  to  centres,  are  illustrated  (in  tig. 
227}  by  the  centre  of  London  Bridge.  The  sketch  shows  that  for 
about  one-fourth  of  the  spun  at  each  aide  the  support  was  direct, 


being  given  by  vertical  posts  with  diagonal  braces  between  them ; 
while  across  the  middle  half  of  the  span  the  rib  formed  a 
diagonally-braced  girder  of  great  stillness,  its  depth  being  about 
one-fourth  of  its  spun.  The  striking- plates  were  longitudinal 
and  horizontal 

The  ribs  of  a  centre  should  be  braced  together  transversely  by 
horizontal  and  diagonal  braces. 

In  framing  centres  it  is  desirable  to  use  the  pieces  of  timber  in 
such  a  manner  that  they  may  be  afterwards  applied  to  other 
purposes. 


(Addendum  to  Article  174,  p.  280,  and  Article  313, 

pp.  450  to  453.) 

349  a.  Bniinian  mf  Timber  i*  Tinin — The  following  are  the 

results  of  some  recent  experiments  by  M.  Bouniceau  on  the 
resistance  of  timber  to  twisting  and  wrenching,  extracted  from 
a  paper  in  the  "  Annaia  des  foitfs  et  Chauasea"  for  1861.  The 
co-efficients  are  modified  so  as  to  suit  the  formulas  of  M.  de  St 
Venant  for  resistance  to  torsion,  which  are  more  correct  than  Um 
ordinary  fortnuhe  employed  in  the  original  paper. 
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Modulus  of  Rupture   Modulus  of  Trans- 
bv  Wrenching.         verse  Elasticity. 

/  c 

Lbs.  on  the  Square    Lbs.  on  the  Square 
Inch.  Inch. 

Red  Pine  of  Prussia, i,54°  116,300 

„         of  Norway, 950  61,800 

Elm, i,39°  76,000 

Oak  (of  Normandy), 2,350  82,400 

Ash, 1,460  76,000 

The  modulus  of  rupture  by  wrenching  for  oak,  as  stated  above,  is 
almost  exactly  the  same  with  its  resistance  to  shearing  along  the 
grain.  (See  tables  at  the  end  of  the  volume.)  For  red  pine,  the 
resistance  to  wrenching  is  the  greater. 

The  following  are  the  formulae  applicable  to  square  bars : — 

Let  h  be  the  breadth  and  thickness  of  the  bar. 

M,  the  moment  of  torsion  required  to  wrench  it  asunder;  then 

M  =  -281/A8 (1.) 

Also,  let  I  be  the  length  of  the  bar. 
M',  any  moment  of  torsion. 

4,  the  angle,  stated  in  arc  to  radius  unity,  through  which  the 
bar  is  twisted  by  that  moment;  then 

-•1405CA** K  } 


Addendum  to  Article  343,  p.  480. 
As  to  the  most  economical  angles  of  inclination  for  diagonal  braces,  see  papers 
by  Mr.  Bow  in  the  Civil  Engineer  and  Architect's  Journal  for  1861. 

Addendum  to  Article  349,  p.  490. 

349  B.  Striking  of  Centre*  by  means  of  Sand. — This  process  was  first 
invented  by  M.  Baudemoulin,  perfected  by  M.  de  Sazilly,  and  carried  into  effect  at 
the  Bridge  of  Ansterlitz,  in  Paris,  by  M.  Bouziat. 

The  lower  striking- plate  consists  of  a  timber  platform,  on  which  stand  a  number 
of  vertical  plate-iron  cylinders,  of  nearly  1  foot  in  diameter,  and  1  foot  in  height. 
The  lower  end  of  each  cylinder  fits  on  a  circular  wooden  disc  about  j  inch  thick. 
About  \\  inch  above  the  base  of  each  cylinder  are  four  round  holes,  of  about  }  inch 
in  diameter,  stopped  with  corks.  Each  cylinder  is  filled  about  two-thirds  or  three- 
quarters  full  of  clean  dry  sand ;  and  upon  the  sand  rests  the  lower  end  of  a  cylindrical 
-wooden  plunger  loosely  fitting  the  cylinder,  which  plunger  is,  in  fact,  the  lower  end 
of  one  of  the  upright  posts  of  the  framework  of  the  centre.  The  joint  between  the 
plunger  and  the  cylinder  is  stopped  with  plaster,  to  protect  the  sand  from  moisture. 
When  the  centre  is  to  be  struck,  the  corks  are  taken  out  of  the  cylinders,  and  the 
sand,  running  out  of  the  holes,  allows  the  centre  to  sink  slowly  and  steadily.  The 
sand,  if  necessary,  may  be  loosened  with  a  hook,  to  make  it  run  freely ;  and  it  must 
he  cleared  away  from  the  holes  as  it  rnns  out.  "  j 

(Exposition  Umvertelle,  1862. — Notices  sur  les  Jfodeles^  Cartes,  et  Dessvns  relalifs      4 
Travaux  Publics.) 


Fit;.  228.— [Die  Cmmlin  Vtodnct,  from  a  Photograph.] 
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J  STRUCTURES. 

Section  L — Of  Iron  and  SteeL 

350.  ftMrFc*  mad  ciawca  mt  inn  ■■  G«wt«L—  It  would  be  foreign 
to  the  subject  of  the  present  treatise  to  enter  into  details  as  to  the 
ores  from  which  iron  is  obtained,  and  the  processes  of  its  manu- 
facture. A  brief  nummary,  therefore,  of  those  matters  will  alone 
be  given,  referring  for  more  full  information  to  such  works  as 
Fairhairu  On  (A*  Iron  Manufacture;  Truran  On  tin  Iron  Trade; 
Mushet's  Papers  on  Iron  and  Steel;  Karsten's  IJandbuch  der  Eiten- 
hwttenfomde;  Phillips's  Manual  of  Mineralogy. 

The  chemical  equivalent  of  iron  is  28  times  that  of  hydrogen. 
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The  following  'are  the  most  common  conditions  in  which  iron  is 
found  in  its  ores : — 

Atoms.  fiy  Weight  otJroiu 
L  Native  Iron,  being  iron  nearly  pure,  or  com- 
bined with  from  one-fourth  to  one-hundredth 
part  of  its  weight  of  nickel.  This  is  very 
rare,  and  is  found  in  detached  masses,  which 
are  known,  or  supposed,  to  have  fallen  from 
the  heavens, 80  to  100 

IL  Protoxide  or  Black  Oxide  of  /  Iron, 2  56  )  o 

Iron, \  Oxygen, 1  16$    7*  " 

Protoxide  of  iron  is  only  found  in  combination  with  other  substances. 
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IIL  Peroxide  or  Red  Oxide  of  C  Iron, 4        "2  1  ,&, 

Iron, 1  Oxygen, 3  48  S 

IV.  Magnetic  Oxide  of  Iron, }  <^— J  J  j  »6  72'4 

V.  Hydrate  of  Peroxide  of  Iron  = 

PeroxideofIron,2atoms,....  j  Oxygen, 6) 

w«*. 8  atomB { Hy&;::::::6 ) ...  6, 

VI.  Carbonate  of  Iron  = 

Protoxide  of  Iron,  1  atom,...  {  jfelZ^?  I  Z  #} 116  4S'3 

Carbonic  Acid, 1  atom,...  {  C^n,ZZZl    ...  12] 

Iron  is  found  combined  with  sulphur,  forming  what  is  called 
Iron  Pyrites;  but  that  mineral  is  not  available  for  the  manufacture 
of  iron ;  and  it  forms  a  pernicious  ingredient  in  ores,  or  in  the  fuel 
used  to  smelt  them,  because  of  the  weakening  effect  of  sulphur  upon 
iron.     The  same  is  the  case  with  PhospluUe  of  Iron, 

The  most  abundant  foreign  ingredients  found  mixed  with  com- 
pounds of  iron  in  its  ores  are  siliceous  sand  and  silicate  of  alumina, 
or  clay;  next  in  abundance  are  the  carbonates  of  lime  and  mag- 
nesia. Amongst  other  foreign  ingredients,  which,  though  not 
abundant,  have  an  influence  on  the  quality  of  the  iron  produced,  are 
carbon,  manganese,  arsenic,  titanium,  <fcc.  Of  these  manganese  and 
carbon  alone  are  beneficial ;  for  manganese  gives  increased  strength 
to  steel,  and  carbon  assists  in  reducing  the  ore;  all  the  rest  are 
hurtful 

The  most  common  Ores  of  Iron  are  the  following : — 

I.  Magnetic  Iron  Ore,  consisting  of  magnetic  oxide  of  iron,  pure, 
or  almost  pure,  and  containing  72  per  cent,  of  iron,  is  found  chiefly 
in  veins  traversing  the  primary  strata,  and  amongst  plutonic  rocks, 
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and  is  the  source  of  some  of  the  finest  qualities  of  iron,  such  as  those 
of  Sweden  and  the  North-Eastern  United  States. 

II.  Bed  Iron  Ore  is  peroxide  of  iron,  pure  or  mixed.  When 
pure  and  crystalline,  it  is  called  Specular  Iron  Ore,  or  Iron-glance; 
when  pure,  or  nearly  so,  and  in  kidney-shaped  masses,  showing  a 
fibrous  structure,  it  is  called  Red  HcematUe;  when  mixed  with  less 
or  more  clay  and  sand,  it  is  called  Bed  Ironstone  and  Bed  Ochre.  It 
is  found  in  various  geological  formations,  and  is  purest  in  the  oldest 
The  purer  kinds,  iron-glance  and  haematite,  produce  excellent  iron; 
for  example,  that  of  Nova  Scotia. 

III.  Brown  Iron  Ore  is  hydrate  of  peroxide  of  iron,  pure  or 
mixed.  When  compact  and  nearly  pure,  it  is  called  Brown 
HcematUe;  when  earthy  and  mixed  with  much  clay,  Yellow 
Oclire.  It  is  found  amongst  various  strata,  especially  those  of  later 
formations. 

IV.  Carbonate  of  Iron,  when  pure  and  crystalline,  is  called 
Sparry  or  Spatliose  Iron  Ore;  when  mixed  with  clay  and  sand,  Clay 
Ironstone;  when  clay  ironstone  is  coloured  black  by  carbonaceous 
matter,  it  is  called  Black-band  Ironstone.  These  ores  are  found 
amongst  various  primary  and  secondary  stratified  rocks,  and 
especially  amongst  those  of  the  coal  formation. 

The  proportion  of  earthy  matter  in  the  ordinary  ores  containing 
carbonate  of  iron  ranges  from  10  to  40  per  cent. 

The  iron  of  Britain  is  manufactured  partly  from  haematite,  but 
chiefly  from  clay  ironstone  and  black-band. 

The  extraction  of  iron  from  its  ores  consists  of  a  combination  of 
processes,  which  may  be  described  in  general  terms  as  follows : — If 
the  iron  is  in  the  state  of  carbonate,  the  carbonic  acid  is  expelled 
by  the  agency  of  heat,  leaving  oxide  of  iron ;  the  earthy  constituents 
of  the  ore  are  removed  by  means  of  the  chemical  affinity  of  other 
earths  (especially  lime),  forming  a  glassy  refuse  called  Slag;  the 
oxygen  is  taken  away  from  the  iron  by  means  of  the  chemical 
affinity  of  carbon ;  and  in  certain  processes,  carbon,  combined  with 
the  iron,  is  taken  away  by  means  of  the  chemical  affinity  of  oxygen. 
There  are  also  processes  whose  object  is  to  combine  the  iron  with 
certain  proportions  of  carbon.  The  substances  employed  in  the 
extraction  of  iron  from  its  ore  may  be  thus  classed, — the  ore  itself; 
the  fuel.,  which  produces  heat  by  its  combustion,  and  supplies  car- 
bon ;  the  air,  which  supplies  oxygen  for  the  combustion  of  the  fuel; 
the  flux  (generally  lime),  which  promotes  the  fusion  of  the  ore,  and 
combines  with  its  earthy  constituents. 

In  some  cases  a  substance  is  also  used  in  order  to  remove  sul- 
phur and  phosphorus  from  the  ores  and  fueL  In  this  process  (the 
invention  of  Mr.  Calvert),  chlorine,  or  some  chloride,  by  preference 
common  salt,  is  employed  in  such  quantity  that  for  every 
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1 6  parts  of  sulphur       )  in  the  ore 
or  33  parts  of  phosphorus  J     or  fuel; 
there  shall  be  35  parts  of  chlorine ; 
and  as  common  salt  contains  23  parts  of  sodium  to  35  of  chlorine, 

the  proper  proportion  is         58  parts  of  common  salt. 

The  metallic  products  of  the  iron  manufacture  are  of  three  kinds ; 
malleable  or  wrougM  iron,  being  pure  or  nearly  pure  iron ;  cast  iron 
and  steel,  being  certain  compounds  of  iron  with  carbon.* 

351.  imparitku  mf  iron. — The  strength  and  other  good  qualities 
of  these  products  depend  mainly  on  the  absence  of  impurities,  and 
especially  of  certain  substances  which  are  known  to  cause  brittle- 
ness  and  weakness,  of  which  the  most  important  are,  sulphur, 
phosphorus,  silicon,  calcium,  and  magnesium. 

Sulphur  and  (according  to  Mushet)  calcium,  and  probably  also 
magnesium,  make  iron  "  red  short;"  that  is,  brittle  at  high  temper- 
atures; phosphorus  and  (according  to  Mushet)  silicon  make  it 
"  cold  short;"  that  is,  brittle  at  low  temperatures.  These  are  both 
serious  defects ;  but  the  latter  is  the  worse. 

Sulphur  comes  in  general  from  coal  or  coke  used  as  fueL  Its 
pernicious  effects  can  be  avoided  altogether  by  using  fuel  which 
contains  no  sulphur;  and  hence  the  strongest  and  toughest  of  all 
iron  is  that  which  is  melted,  reduced,  and  puddled  either  with 
charcoal,  or  with  coal  or  coke  that  is  free  from  sulphur.  As  to  the 
artificial  removal  of  sulphur,  see  the  preceding  Article. 

Pfiospliorus  comes  in  most  cases  from  phosphate  of  iron  in  the 
ore,  or  from  phosphate  of  lime  in  the  ore,  the  fuel,  or  the  flux. 
Mr.  Calvert's  method  of  removing  it  has  already  been  mentioned 
above.  The  ores  which  contain  most  phosphorus  are  those  found 
in  strata  where  animal  remains  abound,  such  as  those  of  the  oolitic 
formation. 

Calcium  and  Silicon  are  derived  respectively  from  the  decom- 
position of  lime  and  of  silica  by  the  chemical  affinity  of  carbon  for 
their  oxygen.  The  only  iron  which  is  entirely  free  from  these 
impurities  is  that  which  is  made  by  the  reduction  of  ores  that  con- 
tain neither  silica,  nor  lime,  such  as  pure  magnetic  iron  ore,  pure 
haematite,  or  pure  sparry  iron  ore. 

If  either  of  those  earths  be  present  in  the  ore,  the  other  must  be 
added  as  a  flux,  to  form  a  slag  with  it ;  and  a  small  portion  of 
each  of  them  will  be  deoxidated,  the  bases  uniting  with  the  iron. 
This  is  a  defect  of  earthy  ores  for  which  no  remedy  is  yet  known. 

*  According  to  some  views  recently  set  forth,  nitrogen  is  one  of  the  essential  con- 
stituents of  steel;  bat  this  wants  confirmation. 

2k 
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The  statements  made  relative  to  calcium  are  applicable  also  to 
magnesium. 

The  effect  of  aluminium  upon  iron  is  not  known  with  cer- 
tainty. 

352.  c««t  iron  is  the  product  of  the  process  of  smelting  iron 
ores.  In  that  process  the  ore  in  fragments,  mixed  with  fuel  and 
with  flux,  is  subjected  to  an  intense  heat  in  a  blast-furnace,  and 
the  products  are  slag,  or  glassy  matter  formed  by  the  combination 
of  the  flux  with  the  earthy  ingredients  of  the  ore,  and  pig  iron, 
which  is  a  compound  of  iron  and  carbon,  either  unmixed,  or  mixed 
with  a  small  quantity  of  uncombined  carbon  in  the  state  of 
plumbago. 

The  ore  is  often  roasted  or  calcined  before  being  smelted,  in 
order  to  expel  carbonic  acid  and  water. 

The  proportions  of  ore,  fuel,  and  flux  are  fixed  by  trial;  and  the 
success  of  the  operation  of  smelting  depends  much  on  those  propor- 
tions. The  flux  is  generally  limestone,  from  which  the  carbonic 
acid  is  expelled  by  the  heat  of  the  furnace;  while  the  lime 
combines  with  the  silica  and  alumina  of  the  ore.  If  the  ore 
contains  carbonate  of  lime,  less  lime  is  required  as  a  flux.  If 
either  lime  or  silica  is  present  in  excess,  part  of  the  earth  which  is 
in  excess  forms  a  glassy  compound  with  oxide  of  iron,  which  runs 
off  amongst  the  slag,  so  that  part  of  the  iron  is  wasted;  and 
another  part  of  that  earth  becomes  reduced,  its  base  combining 
with  the  iron  and  making  it  brittle,  as  has  been  stated  in  the 
preceding  article ;  so  that  in  order  to  produce  at  once  the  greatest 
quantity  and  best  quality  of  iron  from  the  ore,  the  earthy  in- 
gredients of  the  entire  charge  of  the  furnace  must  be  in  certain 
definite  proportions,  which  are  discovered  for  each  kind  of  ore  by 
careful  experimert. 

The  total  quantity  of  carbon  in  pig  iron  ranges  from  2  to  5  per 
cent,  of  its  weight. 

Different  kinds  of  pig  iron  are  produced  from  the  same  ore  in  the 
same  furnace  under  different  circumstances  as  to  temperature  and 
quantity  of  fuel.  A  high  temperature  and  a  large  quantity  of  fuel 
produce  grey  cast  iron,  which  is  further  distinguished  into  No.  1, 
No.  2,  No.  3,  and  so  on;  No.  1  being  that  produced  at  the  highest 
temperature.  A  low  temperature  and  a  deficiency  of  fuel  produce 
white  cast  iron.  Grey  cast  iron  is  of  different  shades  of  bluish- 
grey  in  colour,  granular  in  texture,  softer  and  more  easily  fusible 
than  white  cast  iron.  White  cast  iron  is  silvery  white,  either 
granular  or  crystalline,  comparatively  difficult  to  melt,  brittle,  and 
excessively  hard. 

It  appears  that  the  differences  between  those  kinds  of  iron 
depend  not  so  much  on  the  total  quantities  of  carbon  which  they 
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contain  as  on  the  proportions  of  that  carbon  which  are  respectively 
in  the  conditions  of  mechanical  mixture  and  of  chemical  combi- 
nation with  the  iron.  Thus,  grey  cast  iron  contains  one  per  cent, 
and  sometimes  less,  of  carbon  in  chemical  combination  with  the 
iron,  and  from  one  to  three  or  four  per  cent  of  carbon  in  the  state 
of  plumbago  in  mechanical  mixture;  while  white  cast  iron  is  a 
homogeneous  chemical  compound  of  iron  with  from  2  to  4  per  cent 
of  carbon.  Of  the  different  kinds  of  grey  cast  iron,  No.  1  con- 
tains the  greatest  proportion  of  plumbago,  No.  2  the  next,  and 
so  on. 

There  are  two  kinds  of  white  cast  iron,  the  granular  and  the 
crystalline.  The  granular  kind  can  be  converted  into  grey 
cast  iron  by  fusion  and  slow  cooling;  and  grey  cast  iron 
can  be  converted  into  granular  white  cast  iron  by  fusion  and 
sudden  cooling.  This  takes  place  most  readily  in  the  best  iron. 
Crystalline  white  cast  iron  is  harder  and  more  brittle  than 
granular,  and  is  not  capable  of  conversion  into  grey  cast  iron  by 
fusion  and  slow  cooling.  It  is  said  to  contain  more  carbon  than 
granular  white  cast  iron ;  but  the  exact  difference  in  their  chemical 
composition  is  not  yet  known. 

Grey  cast  iron,  No.  1,  is  the  most  easily  fusible,  and  produces 
the  finest  and  most  accurate  castings ;  but  it  is  deficient  in  hard- 
ness and  strength;  and,  therefore,  although  it  is  the  best  for 
castings  of  moderate  size,  in  which  accuracy  is  of  more  importance 
than  strength,  it  is  inferior  to  the  harder  and  stronger  kinds,  No. 
2  and  No.  3,  for  large  structures. 

353.  Strength  •€  Cast  iron. — Something  has  been  already  stated 
as  to  the  comparative  strength  of  different  kinds  of  cast  iron.  It 
may  be  laid  down  as  a  general  principle,  that  the  presence  of 
plumbago  renders  iron  comparatively  weak  and  pliable,  so  that  the 
order  of  strength  among  different  kinds  of  cast  iron  from  the  same 
ore  and  fuel  is  as  follows : — 

Granular  white  cast  iron. 
Grey  cast  iron,  No.  3. 

„  „        No.  2. 

„  „         No.  1. 

Crystalline  white  cast  iron  is  not  introduced  into  this  classifi- 
cation, because  its  extreme  brittleness  makes  it  unfit  for  use  in 
engineering  structures. 

Granular  white  cast  iron  also,  although  stronger  and  harder 
than  grey  cast  iron,  is  too  brittle  to  be  a  safe  material  for  the 
entire  mass  of  any  girder,  or  other  large  piece  of  a  structure ;  but 
it  is  used  to  form  a  hard  and  impenetrable  skin  to  a  piece  of  grey 
cast  iron  by  the  process  called  drilling.    This  consists  in  lining  tie 
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portion  of  the  mould  where  a  hardened  surface  is  required  with 
suitably  shaped  pieces  of  iron.  The  melted  metal,  on  being  run  in,  is 
cooled  and  solidified  suddenly  where  it  touches  the  cold  iron ;  and 
for  a  certain  depth  from  the  chilled  surface,  varying  from  about 
Jth  to  ^  inch  in  different  kinds  of  iron,  it  takes  the  white  granular 
condition,  while  the  remainder  of  the  casting  takes  the  grey  con- 
dition. 

Even  in  castings  which  are  not  chilled  by  an  iron  lining  to  the 
mould,  the  outermost  layer,  being  cooled  more  rapidly  than  the 
interior,  approaches  more  nearly  to  the  white  condition,  and  forms 
a  skin  harder  and  stronger  than  the  rest  of  the  casting. 

The  best  kinds  of  cast  iron  for  large  structures  are  No.  2  and 
No.  3;  because,  being  stronger  than  No.  1,  and  softer  and  more 
flexible  than  white  cast  iron,  they  combine  strength  and  pliability 
in  the  manner  which  is  best  suited  for  safely  bearing  loads  that 
are  in  motion. 

As  to  the  comparative  strength  of  irons  melted  by  the  cold  blast 
and  by  the  hot  blast,  it  appears  from  the  experiments  of  Mr. 
Fairbairn  and  Mr.  Hodgkinson,  that  with  the  same  kind  of  ore  and 
fuel,  No.  1  cold  blast  is  in  general  superior  to  No.  1  hot  blast  iron ; 
No.  2  hot  and  cold  blast  are  about  equally  good ;  No.  3  hot  blast  is 
in  general  superior  to  No.  3  cold  blast;  and  the  average  quality 
of  the  iron  on  the  whole  is  nearly  the  same  with  the  hot  as  with 
the  cold  blast 

A  strong  kind  of  cast  iron  called  toughened  cast  iron,  is  pro- 
duced by  the  process,  invented  by  Mr.  Morries  Stirling,  of  adding, 
to  the  cast  iron,  and  melting  amongst  it,  from  one-fourth  to  one- 
seventh  of  its  weight  of  wrought  iron  scrap. 

The  manner  in  which  the  strength  of  cast  iron  depends  on  the 
absence  of  impurities  from  the  ore  and  fuel  has  already  been 
mentioned  in  Article  351,  p.  497. 

Various  mixtures  of  different  qualities  of  iron  have  been  recom-  • 
mended  by  different  engineers  as  materials  for  large  castings.     (On 
this  point  see  the  Report  on  tJte  Application  of  Iron  to  Railway 
Structures,  p.  265.)    For  example,  Mr.  Fairbairn  recommended  the 
following  combination  :— 

Lowmoor,  No.  3, 30  per  cent 

Blaina,  or  Yorkshire,  No.  2,  25         „ 

Shropshire,  or  Derbyshire,  No.  3, 25         „ 

Good  old  malleable  scrap, 20        „ 

100 


ft 


i 


Sir  Charles  Fox  recommended  a  combination  of  two-thirds 
Welsh  cold  blast  iron,  and  one-third  Scotch  hot  blast  iron,  the. 
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latter  being  manufactured  from  equal  proportions  of  black-band 
and  haematite  ores.  But  both  these  and  other  engineers  agreed  in 
considering  that  the  best  course  for  an  engineer  to  take  in  order  to 
obtain  iron  of  a  certain  strength  for  a  proposed  structure  was,  not 
to  specify  to  the  founder  any  particular  mixture,  but  to  specify  a 
certain  minimum  strength  which  the  iron  should  exert  when  tested 
by  experiment. 

The  strength  of  cast  iron  to  resist  cross  breaking  was  found  by 
Mr.  Fairbairn  to  be  increased  by  repeated  meltings  up  to  the 
tooelfth,  when  it  was  greater  than  at  the  first  in  the  ratio  of  7  to  5 
nearly.  After  the  twelfth  melting  that  sort  of  strength  rapidly  fell  off. 

The  resistance  to  crushing  went  on  increasing  after  each  succes- 
sive melting ;  and  after  the  eig/Ueenth  melting  it  was  double  of  its 
original  amount,  the  iron  becoming  silvery  white  and  intensely 
bard. 

The  transverse  strength  of  No.  3  cast  iron  was  found  by  Mr. 
Fairbairn  not  to  be  diminished  by  raising  its  temperature  to  600° 
Fahr.  (being  about  the  temperature  of  melting  lead).  At  a  red 
heat  its  strength  fell  to  two-thirds. 

The  strength  of  cast  iron  of  every  kind  is  marked  by  two  pro- 
perties ;  the  smallness  of  the  tenacity  as  compared  with  the  resist- 
ance to  crushing,  and  the  different  values  of  the  modulus  of 
rupture  of  the  same  kind  of  iron  in  bars  torn  directly  asunder,  and 
in  beams  of  different  forms  when  broken  across.  These  circum- 
stances have  already  been  referred  to  in  Article  157,  p.  235, 
Article  164,  pp.  256  to  258,  and  Article  166,  p.  261.  The 
variations  in  the  modulus  of  rupture  for  beams  of  different  figures 
arise  in  all  probability  from  the  greater  tenacity  of  the  skin  as 
compared  with  the  interior  of  the  casting ;  for  an  experiment  on  a 
bar  torn  directly  asunder  shows  the  least  tenacity  of  its  internal 
particles;  while  experiments  on  beams  broken  across  show  the 
tenacity  of  some  layer  which  is  nearer  to  or  further  from  the  skin 
according  to  the  form  of  cross-section. 

Intense  cold  makes  cast  iron  brittle;  and  sudden  changes  of 
temperature  sometimes  cause  large  pieces  of  it  to  split. 

The  proof  strength  of  cast  iron  has  been  shown  to  be  about 
one-third  ofihe  brea/cing  load,  by  experiments  already  mentioned  in 
the  note  to  p.  221.  The  usual  factor  of  safety  for  the  working 
load  on  railway  structures  of  cast  iron  is  six.  (See  Article  143, 
p.  222.) 

In  addition  to  the  data  in  the  tables  at  the  end  of  the  volume, 
the  following  table  gives  results  as  to  the  strength  of  cast  iron, 
extracted  and  condensed  from  the  experiments  of  Mi\  Fairbairn 
and  Mr.  Hodgkinson.  All  the  co-efficients  are  in  lbs.  on  the 
square  inch. 
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No.  1.  Cold  bUtl, |[™m 

No,  J,  Hot  Hut,  - ■{ 

No,  2.  Cold  blue, {£"" 

No.!.  Hot  Mart. {£"" 

No.  3.  Coldblut, {f™ 

No.  B.  Hot  blast. {*£ 

No.  4.  Studied  by  cuko  Hilbout  eulpbu 

Toughened  cut  iron,  J  (o 

No.  3.  Hot  blut  after  flml  melting 

„  „  „     twflfilim.-liiii-.. 

„     eIKhie.;iit_ti_„      . 


5,6.455 
80,561 

8*74' 
68,53* 

8*734 


35.3>6 
33-453 
39.609 
ai9'7 

£» 

47.o6i 
3S°4° 

43.497 


14.000,00a 
15.380.000 

1  i.539.ooa 
15,510.0001 


4.281.000 
22.90S.000 1 
15,852000 

22.7jj.0OO1 


in  inch-lbe. 


It  ia  to  be  understood  that  the  numbers  ill  one  line  of  the  pre- 
ceding table  do  not  necessarily  belong  to  the  same  specimen  of  iron, 
each  number  being  an  extreme  result  for  the  kind  of  iron  specified 
in  the  first  column. 

The  modulus  0/ rupture  of  cast  iron  by  wrencliing,  according  to  an 
average  of  several  experiments,  is 

27,700  lbs.  on  the  square  inch. 

If  this  be  denoted  by/',  the  wrenching  moment*  of  cast  iron  shafts  are 

for  round  bars  of  the  diameter  A,  ■190/' As 

for  square  bars  of  the  dimensions  A  X  A,  '281  f  h1 

for  hollow  cylinders :  diameter,  outaide,  hv  inside,  Aq,  •IQGf 

(See  also  p.  605.) 

354.  Cuiinp  rar  worti.  *r  Engineering. — The  quality  of  the  iron 
suitable  for  such  castings  has  already  been  discussed. 

As  to  appearance,  it  should  show  on  the  outer  surface  a  smooth, 
clear,  and  continuous  skin,  with  regular  faces  and  sharp  angles. 
When  broken,  the  surface  of  fracture  should  be  of  a  light  bluish-grey 
colour  and  close-grained  texture,  with  considerable  metallic  lustre; 
both  colour  and  texture  should  bo  uniform,  except  that  near  the 
skin  the  colour  may  be  somewhat  lighter  and  the  grain  closer;  if 
the  fractured  surface  is  mottled,  either  with  patches  of  darker  or 
lighter  iron,  or  with  crjaUttme  natensa,  the  casting  will  1m  unsafe; 
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and  it  will  be  still  more  unsafe  if  it  contains  air-bubbles.  The  iron 
should  be  soft  enough  to  be  slightly  indented  by  a  blow  of  a  hammer 
on  an  edge  of  the  casting. 

Castings  are  tested  for  air-bubbles  by  ringing  them  with  a 
hammer  all  over  the  surface. 

Cast  iron,  like  many  other  substances,  when  at  or  near  the 
temperature  of  fusion,  is  a  little  more  bulky  for  the  same  weight  in 
the  solid  than  in  the  liquid  state,  as  is  shown  by  the  solid  iron 
floating  on  the  melted  iron.  This  causes  the  iron  as  it  solidifies 
to  fill  all  parts  of  the  mould  completely,  and  to  take  a  sharp  and 
accurate  figure. 

The  solid  iron  contracts  in  cooling  from  the  melting  point  down 
to  the  temperature  of  the  atmosphere,  by  p\jth  part  in  each  of  its 
linear  dimensions,  or  one-eighth  of  an  inch  in  afoot;  and  therefore 
patterns  for  castings  are  made  larger  in  that  proportion  than  the 
intended  pieces  of  cast  iron  which  they  represent. 

In  designing  patterns  for  castings,  care  must  be  taken  to  avoid 
all  abrupt  variations  in  the  thickness  of  metal,  lest  parts  of  the 
casting  near  each  other  should  be  caused  to  cool  and  contract  with 
unequal  rapidity,  and  so  to  split  asunder  or  overstrain  the  iron. 

Iron  becomes  more  compact  and  sound  by  being  cast  under 
pressure;  and  hence  cast  iron  cannon,  pipes,  columns,  and  the 
like,  are  stronger  when  cast  in  a  vertical  than  in  a  horizontal 
position,  and  stronger  still  when  provided  with  a  liead,  or  ad- 
ditional column  of  iron,  whose  weight  serves  to  compress  the  mass 
of  iron  in  the  mould  below  it.  The  air  bubbles  ascend  and  collect 
in  the  head,  which  is  broken  off  when  the  casting  is  cool. 

Care  should  be  taken  not  to  cut  or  remove  the  skin  of  a  piece 
of  cast  iron  at  those  points  where  the  stress  is  intense. 

Cast  iron  expands  in  linear  dimensions  by  about  1  -900th,  or 
•00111,  in  rising  from  the  freezing  to  the  boiling  point  of  water; 
being  at  the  rate  of  -00000617  for  each  degree  of  Fahrenheit's  scale, 
or  about  -0004  for  the  range  of  temperature  which  is  usual  in  the 
British  climate.  Every  structure  containing  cast  iron  must  be  so 
designed  that  the  greatest  expansion  and  contraction  of  the  castings 
by  change  of  temperature  shall  not  injure  the  structure. 

355.  Wrought  «r  malleable  iron  in  its  perfect  condition  is 
simply  pure  iron.  It  falls  short  of  that  perfect  condition  to  a 
greater  or  less  extent  owing  to  the  presence  of  impurities,  of 
which  the  most  common  and  injurious  have  been  mentioned,  and 
their  effects  stated,  in  Article  351,  p.  497;  and  its  strength  is  in 
general  greater  or  less  according  to  the  greater  or  less  purity  of  the 
ore  and  fuel  employed  in  its  manufacture. 

Malleable  iron  may  be  made  either  by  direct  reduction  of  the  ore, 
or  by  the  abstraction  of  the  carbon  and  various  impurities  from 
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cast  iron.     The  process  of  direct  reduction  is  applicable  to  rich  and 

Sure  ores  only;  and  it  leaves  a  slag  or  "  cinder"  which  contains  a 
irge  proportion  of  oxide  of  iron,  and  yields  pig  iron  by  smelting. 
The  most  economical  and  generally  applicable  process  is  that  of 
removing  the  foreign  constituents  from  pig  iron;  and  for  that 
purpose  white  pig  iron  (called  "  forge  pig")  is  usually  employed, 
partly  because  it  retains  less  carbon  on  the  whole  than  grey  pig  iron, 
and  partly  because  it  is  unfit  for  making  castings.  The  details  of  the 
process  are  very  much  varied ;  but  the  most  important  principle  of 
its  operation  always  is  to  bring  the  pig  iron  in  a  melted  state  into 
close  contact  with  a  quantity  of  air  sufficient  to  oxidate  all  the 
carbon  and  silicon.  The  carbon  escapes  in  carbonic  oxide  or 
carbonic  acid  gas;  the  silica  produced  by  the  oxidation  of  the 
silicon  combines  partly  with  protoxide  of  iron  and  partly  with 
lime  (which  is  sometimes  introduced  as  a  flux  for  it),  and  forms 
slag  or  "cinder."  Chloride  of  sodium  (common  salt)  is  used  to 
remove  sulphur  and  phosphorus.  In  one  form  of  the  process  this 
is  accomplished  by  injecting  jets  of  steam  amongst  the  molten 
iron;  the  oxygen  of  the  steam  assists  in  oxidating  the  carbon 
and  silicon,  and  the  hydrogen  combines  with  the  sulphur  and 
phosphorus.  The  surest  method,  however,  of  obtaining  iron  free 
from  the  weakening  effects  of  sulphur  and  phosphorus  is  to  employ 
ores  and  fuel  that  do  not  contain  those  constituents. 

The  most  common  form  of  the  process  of  making  malleable  iron 
is  fuddling,  in  which  the  pig  iron  is  melted  in  a  reverberatory 
furnace,  and  is  brought  into  close  contact  with  the  air  by  stirring 
it  with  a  rake  or  "  rabble."  Some  iron  makers  precede  the  process 
of  puddling  by  that  of  "  refining,"  in  which  the  pig  iron,  in  a 
melted  state,  has  a  blast  of  air  blown  over  its  surface.  This  removes 
part  of  the  carbon,  and  leaves  a  white  crystalline  compound  of  iron 
and  carbon  called  "  refiners*  metal."  Others  omit  the  refining,  and 
at  once  puddle  the  pig  iron;  this  is  called  "pig  bailing*9  The 
removal  of  the  carbon  is  indicated  by  the  thickening  of  the  mass  of 
iron,  malleable  iron  requiring  a  higher  temperature  for.  its  fusion 
than  cast  iron.  It  is  formed  into  a  lump  called  a  "loup"  or 
"  bloom,"  taken  out  of  the  furnace,  and  placed  under  a  tilt  hammer 
or  in  a  suitable  squeezing  machine,  to  be  "shingled;"  that  is,  to 
have  the  cinder  forced  out,  and  the  particles  of  iron  welded 
together  by  blows  or  pressure. 

The  bloom  is  then  passed  between  rollers,  and  rolled  into  a 
bar;  the  bar  is  cut  into  short  lengths,  which  are  fagotted  together, 
reheated,  and  rolled  again  into  one  bar;  and  this  process  is  repeated 
till  the  iron  has  become  sufficiently  compact  and  has  acquired  a 
fibrous  structure. 

In  Mr.  Bessemer's  process,  the  molten  pig  iron,  having  been  run 
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into  a  suitable  vessel,  has  jets  of  air  blown  through  it  by  a  blowing 
machine.  The  oxygen  of  the  air  combines  with  the  silicon  and 
carbon  of  the  pig  iron,  and  in  so  doing  produces  enough  of  heat  to 
keep  the  iron  in  a  melted  state  till  it  is  brought  to  the  malleable 
condition ;  it  is  then  run  into  large  ingots,  which  are  hammered 
and  rolled  in  the  usual  way.  This  process  has  been  most  success- 
ful when  applied  to  pig  iron  that  is  free  from  sulphur  and  phos- 
phorus, such  as  that  of  Sweden  and  Nova  Scotia. 

Strength  and  toughness  in  bar  iron  are  indicated  by  a  fine,  close, 
and  uniform  fibrous  structure,  free  from  all  appearance  of  crystal- 
lization, with  a  clear  bluish-grey  colour  and  silky  lustre  on  a  torn 
surface  where  the  fibres  are  shown. 

Plate  iron  of  the  best  kind  consists  of  alternate  layers  of  fibres 
crossing  each  other,  and  ought  to  be  nearly  of  the  same  tenacity  in 
all  directions. 

Malleable  iron  is  distinguished  by  the  property  of  welding :  two 
pieces,  if  raised  nearly  to  a  white  heat  and  pressed  or  hammered 
firmly  together,  adhering  so  as  to  form  one  piece.  In  all  operations 
of  rolling  or  forging  iron  of  which  welding  forms  a  part,  it  is 
essential  that  the  surfaces  to  be  welded  should  be  brought  into 
close  contact,  and  should  be  perfectly  clean  and  free  from  oxide  of 
iron,  cinder,  and  all  foreign  matter. 

In  all  cases  in  which  several  bars  are  to  be  fagotted  or  rolled 
into  one  attention  should  be  paid  to  the  manner  in  which  they  are 
"piled"  or  built  together,  so  that  the  pressure  exerted  by  the 
hammer  or  the  rollers  may  be  transmitted  through  the  whole  mass. 
If  this  be  neglected,  the  finished  bar  or  other  piece  may  show  flaws 
marking  the  divisions  between  the  bars  of  the  pile  (as  is  often 
exemplified  in  rails). 

Wrought  iron,  although  it  is  at  first  made  more  compact  and 
strong  by  reheating  and  hammering,  or  otherwise  working  it,  soon 
reaches  a  state  of  maximum  strength,  after  which  all  reheating  and 
working  rapidly  makes  it  weaker  (as  will  afterwards  be  shown  by 
examples).  Good  bar  iron  has  in  general  attained  its  maximum 
strength ;  and  therefore,  in  all  operations  of  forging  it,  whether  on 
a  great  or  small  scale,  by  the  steam-hammer  or  by  that  in  the 
hand  of  the  blacksmith,  the  desired  size  and  figure  ought  to  be 
given  with  the  least  possible  amount  of  reheating  and  working. 

It  is  still  a  matter  of  dispute  to  what  extent  and  under  what 
circumstances  wrought  iron  loses  its  fibrous  structure  and  tough- 
ness, and  becomes  crystalline  and  brittle.  By  some  authorities  it 
is  asserted  that  all  shocks  and  vibrations  tend  to  produce  that 
change ;  others  maintain  that  only  sharp  shocks  and  vibrations  do 
so ;  and  others,  that  no  such  change  takes  place ;  but  that  the  same 
piece  of  iron  which  shows  a  fibrous  fracture,  if  gradually  broken  by 
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a  steady  load,  will  show  a  crystalline  fracture,  if  suddenly  broken 
by  a  sharp  blow.  The  author  of  this  work  at  one  time  made  a 
collection  of  several  journals  of  railway  carriage  axles,  which,  after 
running  for  two  or  three  years,  had  broken  spontaneously  by  the 
gradual  creeping  inwards  of  an  invisible  crack  at  the  shoulder.  The 
fracture  of  every  one  of  these  was  wholly  or  almost  wholly  fibrous ; 
while  other  axles  from  the  same  works,  when  broken  by  the 
hammer,  showed  some  a  fibrous  and  others  a  crystalline  fracture.* 
It  is  certain,  at  all  events,  that  iron  ought  to  be  as  little  as  possible 
exposed  to  sharp  blows  and  rattling  vibrations. 

It  is  of  great  importance  to  the  strength  of  all  pieces  of  forged 
iron  that  the  continuity  of  tlve  fibres  near  the  surface  should  be  as 
little  interrupted  as  possible ;  in  other  words,  that  the  fibres  near 
the  surface  should  lie  in  layers  parallel  to  the  surface.  This 
principle  is  illustrated  by  the  results  of  some  experiments  made  by 
the  author  of  this  work  on  the  fracture  of  axles.  Two  cylindrical 
wrought  iron  railway  carriage  axles,  one  rolled,  the  other  fagotted 
with  the  hammer,  of  four  inches  in  diameter,  were  taken ;  a  pair 
of  journals  of  two  inches  in  diameter  were  formed  on  the  ends  of 
each  axle,  one  journal  being  reduced  to  the  smaller  diameter 
entirely  by  turning,  so  that  the  fibres  at  the  shoulder  did  not  follow 
the  surface,  and  the  other  as  far  as  possible  by  forging  with  the 
hammer,  only  one-sixteenth  of  an  inch  being  turned  off  in  the 
lathe  to  make  it  smooth,  so  that  the  fibres  at  the  shoulder  followed 
the  surface  almost  exactly.  All  the  journals  were  then  broken  ofi 
by  blows  with  a  16  lb.  hammer;  when  those  whose  diameters  had 
been  reduced  by  turning  broke  off  with  the  first  blow ;  and  of 
those  which  had  been  drawn  down  by  forging,  that  of  the  rolled 
axle  broke  off  with  the  fifth  blow,  that  of  the  hammered  axle  with 
the  eighth.     (Proceedings  of  the  Inst  of  Civil  Engineers,  1843.) 

Another  important  principle  in  designing  pieces  of  forged  iron 
which  are  to  sustain  shocks  and  vibrations,  is  to  avoid  as  much 
as  possible  abrupt  variations  of  dimensions  and  angular  figures, 
especially  those  with  re-entering  angles ;  for  at  the  points  where 
such  abrupt  variations  and  angles  occur  fractures  are  apt  to 
commence.  If  two  parts  of  a  shaft,  for  example,  or  of  a  beam 
exposed  to  shocks  and  vibrations,  are  to  be  of  different  thicknesses, 
they  should  be  connected  by  means  of  curved  surfaces,  so  that  the 
change  of  thickness  may  take  place  gradually,  and  without  re- 
entering angles. 

35 G.  steel  and  Steely  iron. — Steel,  the  hardest  of  the  metals  and 
the  strongest  of  known  substances,  is  a  compound  of  iron  with  from 

*  Full -sized  drawings  of  tlie  fractured  surfaces  of  several  of  these  axles  ire  in  the 
poaaeeaion  of  the  Institution  of  Civil  Engineers. 
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0*5  to  1*5  per  cent,  of  its  weight  of  carbon.  These,  according  to 
most  authorities,  are  the  only  essential  constituents  of  steeL  (See 
Article  350,  p.  497.) 

The  term  "  steely  iron,"  or  "  semi-steel,"  may  be  applied  to  com- 
pounds of  iron  with  less  than  0*5  per  cent  of  carbon.  They  are 
intermediate  in  hardness  and  other  properties  between  steel  and 
malleable  iron. 

In  general,  such  compounds  are  the  harder  and  the  stronger,  and 
also  the  more  easily  fusible,  the  more  carbon  they  contain ;  those 
kinds  which  contain  less  carbon,  though  weaker,  are  more  easily 
welded  and  forged,  and  from  their  greater  pliability  are  the  fitter 
for  structures  that  are  exposed  to  shocks. 

Impurities  of  different  kinds  affect  steel  injuriously  in  the  same 
way  with  iron.     (See  Article  351,  p.  497.) 

There  are  certain  foreign  substances  which  have  a  beneficial  effect 
on  steeL  One  2,000th  part  of  its  weight  of  silicon  causes  steel  to 
cool  and  solidify  without  bubbling  or  agitation ;  but  a  larger  pro- 
portion is  not  to  be  used,  as  it  would  make  the  steel  brittle.  The 
presence  of  manganese  in  the  iron,  or  its  introduction  into  the 
crucible  or  vessel  in  which  steel  is  made,  improves  the  steel  by 
increasing  its  toughness  and  making  it  easier  to  weld  and  forge ; 
but  whether  the  manganese  remains  in  combination  with  the  iron 
and  carbon  in  the  steel,  or  whether  it  produces  its  effects  by  its 
temporary  presence  only,  is  not  known  with  certainty. 

Steel  is  distinguished  by  the  property  of  tempering;  that  is  to 
say,  it  can  be  hardened  by  sudden  cooling  from  a  high  temperature, 
and  softened  by  gradual  cooling;  and  its  degree  of  hardness  or  soft- 
ness can  be  regulated  with  precision  by  suitably  fixing  that  temper- 
ature. The  ordinary  practice  is,  to  bring  all  articles  of  steel  to  a 
high  degree  of  hardness  by  sudden  cooling,  and  then  to  soften  them 
more  or  less  by  raising  them  to  a  temperature  which  is  the  higher 
the  softer  the  articles  are  to  be  made,  and  letting  them  cool  very 
gradually.  The  elevation  of  temperature  previous  to  the  "  anneal- 
ing" or  gradual  cooling  is  produced  by  plunging  the  articles  into  a 
bath  of  a  fusible  metallic  alloy.  The  temperature  of  the  bath 
ranges  from  430°  to  560°  Fahr. 

It  is  supposed  that  hard  steel  is  analogous  to  granular  white  cast 
iron,  being  a  homogeneous  chemical  compound  of  iron  and  carbon ; 
that  soft  steel  is  analogous  to  grey  cast  iron,  and  is  a  mixture  of  a 
carburet  of  iron  containing  less  carbon  than  hard  steel  with 
another  carburet  containing  more  carbon;  and  that  slow  cooling 
favours  the  separation  of  those  two  carburets. 

Steel  is  made  by  various  processes,  which  have  of  late  become 
very  numerous.  They  may  all  be  classed  under  two  heads,  viz., 
adding  carbon  to  malleable  iron,  and  abstracting  carbon  from  cast 
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iron.  The  former  class  of  processes,  though  the  more  complex, 
laborious,  and  expensive,  is  preferred  for  making  steel  for  cutting 
tools  and  other  fine  purposes,  because  of  its  being  easier  to  obtain 
malleable  iron  than  cast  iron  in  a  high  state  of  purity.  The  latter 
class  of  processes  is  the  best  adapted  for  making  great  masses  of 
steel  and  steely  iron  rapidly  and  at  moderate  expense.  The 
following  are  some  of  the  processes  employed  in  making  different 
kinds  of  steel : — 

I.  Blister  Steel  is  made  by  a  process  called  " cementation"  which 
consists  in  imbedding  bars  of  the  purest  wrought  iron  (such  as  that 
manufactured  by  charcoal  from  magnetic  iron  ore)  in  a  layer  of 
charcoal,  and  subjecting  them  for  several  days  to  a  high  temper- 
ature. Each  bar  absorbs  carbon,  and  its  surface  becomes  converted 
into  steel,  while  the  interior  is  in  a  condition  intermediate  between 
steel  and  iron.  Cementation  may  also  be  performed  by  exposing 
the  surface  of  the  iron  to  a  current  of  carburetted  hydrogen  gas  at 
a  high  temperature.  Cementation  is  sometimes  applied  to  the 
surfaces  of  articles  of  malleable  iron  in  order  to  give  them  a  skin 
or  coating  of  steel,  and  is  called  "  case-fuirdening." 

II.  Shear  Steel  is  made  by  breaking  bars  of  blister  steel  into 
lengths,  making  them  into  bundles  or  fagots,  and  rolling  them  out 
at  a  welding  heat,  and  repeating  the  process  until  a  near  approach 
to  uniformity  of  composition  and  texture  has  been  obtained.  It  is 
used  for  various  tools  and  cutting  implements. 

III.  Cast  Steel  is  made  by  melting  bars  of  blister  steel  in  a 
crucible,  along  with  a  small  additional  quantity  of  carbon  (usually 
in  the  form  of  coal  tar)  and  some  manganese.  It  is  the  purest, 
most  uniform,  and  strongest  steel,  and  is  used  for  the  finest  cutting 
implements. 

Another  process  for  making  cast  steel,  but  one  requiring  a  higher 
temperature  than  the  preceding,  is  to  melt  bars  of  the  purest 
malleable  iron  with  manganese  and  with  the  whole  quantity  of 
carbon  required  in  order  to  form  steel.  The  quality  of  the  steel 
as  to  hardness  is  regulated  by  the  proportion  of  carbon.  A  sort  of 
semi-steel,  or  steely  iron,  made  by  this  process,  and  containing  a 
small  proportion  of  carbon  only,  is  known  as  homogeneous  metal. 

IV.  Steel  made  by  Uve  air  blast  is  produced  from  molten  pig  iron 
by  Mr.  Bessemer's  process  (Article  355,  p.  504)  in  two  ways; 
either  the  blowing  of  jets  of  air  through  the  iron  is  stopped  at  an 
instant  determined  by  experience,  when  it  is  known  that  a 
quantity  of  carbon  still  remains  in  the  iron  sufficient  to  make  steel 
of  the  kind  required,  or  else  the  blast  is  continued  until  the  carbon 
is  all  removed,  so  that  the  vessel  is  full  of  pure  malleable  iron  in 
the  melted  state,  and  carbon  is  added  in  the  proper  projK>rtion, 
along  with  manganese  and  silicon.     The  steel  thus  produced  is  run 
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into  large  ingots,  which  are  hammered  and  rolled  like  blooms  of 
wrought  iron. 

V.  Puddled  Steel  is  made  by  puddling  pig  iron  (Article  355, 
p.  504),  and  stopping  the  process  at  the  instant  when  the  proper 
quantity  of  carbon  remains.  The  bloom  is  shingled  and  rolled  like 
bar  iron. 

VI.  Granulated  Steel  (the  invention  of  Captain  Uchatius)  is 
made  by  running  melted  pig  iron  into  a  cistern  of  water,  over  a 
wheel,  which  clashes  it  about  so  that  it  is  found  at  the  bottom  of 
the  cistern  in  the  form  of  grains  or  lumps  of  the  size  of  a  hazel  nut, 
or  thereabouts.  These  are  imbedded  in  pulverized  haematite,  or 
sparry  iron  ore,  and  exposed  to  a  heat  sufficient  to  cause  part  of 
the  oxygen  of  the  ore  to  combine  with  and  extract  the  carbon 
from  the  superficial  layer  of  each*  of  the  lumps  of  iron,  each  of 
which  is  reduced  to  the  condition  of  malleable  iron  at  the  surface, 
while  its  heart  continues  in  the  state  of  cast  iron.  /  A  small  ad- 
ditional quantity  of  malleable  iron  is  produced  by  the  reduction 
of  the  ore.  These  ingredients  being  melted  together,  produce 
steel. 

There  are  other  processes  for  m  iking  steel  and  steely  iron  of 
which  the  details  are  not  yet  publicly  known. 

357.   Atrength   of  Wrought  Iron  and  Steel. — Wrought    iron,    like 

fibrous  substances  in  general,  is  more  tenacious  along  than  across 
the  fibres;  and  its  tenacity  is  greater  than  its  resistance  to 
crushing.  The  effect  of  the  latter  difference  on  the  best  forms 
of  cross-section  for  beams  has  already  been  considered  in  Article 
164,  pp.  256  to  259,  and  will  be  further  illustrated  in  the  sequel. 

The  ductility  of  wrought  iron  often  causes  it  to  yield  by 
degrees  to  a  load,  so  that  it  is  difficult  to  determine  its  strength 
with  precision. 

Wrought  iron  has  its  longitudinal  tenacity  considerably  in- 
creased by  rolling  and  wire-drawing ;  so  that  the  smaller  sizes  of 
bars  are  on  the  whole  more  tenacious  than  the  larger;  and  iron  wire 
is  more  tenacious  still,  as  the  figures  in  the  table  of  tenacity  at  the 
end  of  the  volume  show. 

Wrought  iron  is  weakened  by  too  frequent  reheating  and  forging ; 
so  that  even  in  the  best  of  large  forgings,  the  tenacity  is  only 
about  three-fourths  of  that  of  the  bars  from  which  the  forgings  were 
made,  and  sometimes  even  less. 

As  to  the  effect  ofJieat  on  the  strength  of  wrouglU  iron,  it  has 
been  shown  by  Mr.  Fairbairn  ( Useful  Information  for  Engineers, 
second  series) : — 

L  That  the  tenacity  of  ordinary  boiler  plate  is  not  appreciably 
diminished  at  a  temperature  of  395°  Fahr.,  but  that  at  a  dull  red 
heat  it  is  diminished  to  about  three-fourths. 
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IL  That  the  tenacity  of  good  rivet  iron  increases  with  elevation 
of  temperature  up  to  about  320°  Fahr.,  at  which  point  it  is  about 
one-third  greater  than  at  ordinary  atmospheric  temperatures;  and 
that  it  then  diminishes,  and  at  a  red  heat  is  reduced  to  little  more 
than  one-half  of  its  value  at  ordinary  atmospheric  temperatures. 

The  resistance  of  iron  rivets  to  shearing  is  nearly  the  same  with 
the  tenacity  of  the  best  boiler  plates. 

As  to  the  strength  of  wrought  iron  to  resist  crushing,  see 
Article  157,  p.  237. 

Numerous  experiments  have  been  made  on  the  tenacity  of  steel; 
but  its  other  kinds  of  strength  have  been  very  little  investigated. 
Its  tenacity,  like  that  of  bar  iron,  is  increased  by  rolling  and  wire- 
drawing. 

The  experiments  already  quoted  in  the  note  to  Article  142, 
p.  221,  have  shown  that  the  proof  strength  of  wrought  iron  is 
almost  exactly  one-third  of  the  breaking  load. 

The  tables  at  the  end  of  the  volume  give  only  average  or  extreme 
results  as  to  the  strength  of  wrought  iron  and  steel ;  and  therefore 
the  following  tables  are  here  annexed,  in  which  more  details  are 
given,  but  still  in  a  very  condensed  form,  chiefly  on  the  authority 
of  Mr.  Fairbairn,  Mr.  Hodgkinson,  and  Messrs.  E.  Napier  and 
Sons.     (See  also  Addenda,  p.  xvi.) 

Table  op  the  Tenacity  of  "Wrought  Iron  and  Steel. 

Description  of  Material.  Te™C!!T  *!  **  P*8q0i7  IodL   »U!tlm.afi 

r  Lengthwise.        Crueswise.         Extenaiun. 

Malleable  Iron. 

wi^iZ..rtr.g: }  ««*»  m°- 

Wire — Average, 86,000      T. 

Wire— Weak, 71,000  Mo. 

Yorkshire  (Lowmoor),...  64,200      F.    52,490  F. 

„  from  66,390  )  N  (  c-ao 

to  60,075/      *  (0-26 

Yorkshire  (Lowmoor)  \ 

and      Staffordshire  >  59,740      F.  o'2too#25 

rivet  iron, j 

Charcoal  bar, 63,620      F.  o*a 

Staffordshire  bar,...  from  62,231  )  ^  ('302 

to  5<5,7i5J  t  -186 

Yorkshire  bridge iroD,...  49,930      F.  43,940  F.        -04; -029 

Staffordshire  bridge  iron,  47,600      F.  44,385  -04;  -036 

Lanarkshire  bar,...  from  64,795  \  -a  f  '158 

to 


64>795  I  v  J  -158 

6i,327  J  l*  V238 
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Description  of  Material. 

Lancashire  bar, ....  from 

to 

Swedioh  bar, from 

to 

Russian  bar, from 

to 
Bu&helled  iron    from ) 

turnings, J 

Hammered  scrap, 53,420 

Angle-iron  from  I  from     61,260 
various  districts,  /      to 
Straps  from  vari-  I  from 
ous  districts,...  |       to 
Bessemer's  iron,   cast ) 

ingot, J 

Bessemer's  iron,  ham-  ) 

mered  or  rolled,  ....  f 

Bessemer's  iron,  boiler  \ 

plate, :....  J 

Yorkshire  plates,...  from 

to     52,000 
Staffordshire  plates,  from     56,996 

to     46,404 


Table — continued. 

Tenacity  in  lbe.  per  Square  Inch.     Ultimate 
Lengthwise.  Crosswise.        Extension. 


60,110)   j- 

53,775  / 

48,933  I  n 
41,251  J 

49,564  /  JN# 
55,878     K 

N. 

50,056  J 

5^937  I  K 
41,386  / 

41,242    "W. 

72,643 

68,319 
58,487 


(  169 
•216 
'264 

4  -278 

,    153 
l^ 

•166 


-248 


{i 


08 
048 


55,o33  \ 
46,221 


Staffordshire     plates, ) 
best-best,   charcoal,  J 

Staffordshire  )  from 

plates,  best-best,  J      to 

Staffordshire  plates,  best, 

Staffordshire      plates, 
common, 


45,010 

59,820 

49,945 
61,280 

50,820 

Lancashire  plates, 48,865 


} 


*•  44,764/ 

F.  41,420 

F.  54,820 

F.  46,470 

F.  53,820 

F.  52,825 

F.  45,015 


N  f -109; -059 

'  (   170;  113 

N  j  -04;    -034 

'  I  #I3;    *059 

F.  -05;    045 

F.  -05;    -038 

F.  '067;  #04 

F.  -077;  -045 

F.  -05;    -043 

F.  '043;  '028 


Lanarkshire  plates,  from    53,849  )  ^   48,848  )  «    f  -033;  -014 

to     43,433/         39,544/         V 


Durham  plates, 5x,-45     N.  46,712 


093;  -046 
•089;  '064 


Effects  of  LeJteating  and  Rolling. 

Puddled  bar, 43,904 

The    same   iron    five] 

times  piled,  reheated  >     61,824 

and  rolled, I 

The  same  iron  eleven  | 

times  piled,  reheated  j>     43,904 

and  rolled, J 


a 
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Description  of  Material. 


Table — continued. 

Tenacity  in  lbs.  per  Square  Inch.     Ultimate 
Lengthwise.  Crosswise.        Extension. 


Strength  of  Large  Forgings. 
Bars   cut   out   of )  from 

large  forgiugs,  J  to 
Bars  cut  out  of  large  }  r       'lf 

forgiugs, ...]      33>6o°     *• 


47,582  )  K  44,578 


43,759 


36,824 


(-231;  -i 
(  205;    o 


68 
064 


Steel  and  Steely  Iron. 

Cast  steel  bars,  rol- 1  from 

led  and  forged,  J       to 
Cast  steel  bars,  rolled  ) 

and  forged, f 

Blistered    steel    bars,  \ 

rolled  and  forged,...  J 
Shear  steel  bars,  rolled  ) 

and  forged, J 

Besseraer's  steel  bars,  ) 

rolled  and  forged, ...  J 
Bessemer's  steel  bars, ) 

cast  ingots, J 

Bessemer's  steel  bars, ) 

hammered  or  rolled,  J 
Spring  steel  bars,  ham- 
mered or  rolled, 

Homogeneous     metal 

bars,  rolled, 

Homogeneous     metal  ) 

bars,  rolled, 

Homogeneous     metal 

bars,  forged, 

Puddled       steel    )  « 

bars,  rolled  and  }  tro.m 

forged, )       to 

Puddled    steel     bars,  ) 

rolled  and  forged,...  J 
Puddled    steel     bars,  ) 

rolled  and  forged, . . .  J 
Mushet's     gun-metal, . . . 
Cast  steel  plates, ....  from 

to 


T32,9°9  I  jt 
92,015 1  * 

130,000  R. 

104,298  K 

118,468  N. 

111,460  N. 

63,024  TV. 

152,912  TV. 

72,529  N. 

90,647  N. 

93,000  F. 


£ 


©5» 
53 


•097 
•135 


•180 
•137 


89,724  N. 


71,484)  N 
62,768/  1N* 

90,000   F. 

94,752  M. 
103,400   F. 

Q6,28o  \  to-     97>l5°  1    -jar 

75,594  J        69,082  J  *• 


\ 


•119 
•191 

K>91 


{ 


0-034 

•057; -096 

•198;  -196 


STRENGTH  AND  MCBTTJENCE  OF  WROUGHT  IBON  AND  STEEL.   513 

Table — continued. 

Description  of  Material.       Te?tcity  « ,"»•  P*  Square  Inch.  Ultimate 

w.nptum  ui  ai»ujn*i.  Lengthwise.        Crosswise.  Extension. 


Oast  steel  plates,....  hard  102,900  )y  J  • 

soft  85,400  J     '  \-  „ 

Homogeneous     metal )  *    o    \  ^    -    \          /or 

plated  first  quality,}  96>28o>  -  91,*S<>)          ( -086; -144 


031 
031 


J      73,580)      l< 


Homogeneous     metal  J  Q  .  „    . 

Plat4secondquaHty,  }      ^,408  j         73,5»oj  {  ^9^032 

Puddled    steel )      from  102,593  )  v   85,365  )  ^    J  -028;  -013 

plates, f         to     7^532/      *  67,686/  *"  \  -082;  -057 

Puddled  steel  plates, 93,600      F.         .  0*125 

In  the  preceding  table  the  following  abbreviations  are  used  for 
the  names  of  authorities : — 

G,  Clay;  F.,  Fairbairn;  H.,  Hodgkinson;  M,  Mallet;  Mo., 
Morin;  N.,#  Napier  <fc  Sons;  R,  Eennie;  T.,  Telford;  W., 
Wilmoi 

The  column  headed  "  Ultimate  Extension"  gives  the  ratio  of  the 
elongation  of  the  piece  at  the  instant  of  breaking  to  its  original 
length.  It  furnishes  an  index  (but  a  somewhat  vague  one)  to  the 
ductility  of  the  metal,  and  its  consequent  safety  as  a  material  for 
resisting  shocks.  The  vagueness  arises  from  the  fact,  that  the 
elongation  of  a  bar  just  before  breaking  consists  not  so  much  of  a 
stretching  of  each  particle  as  of  a  permanent  drawing  out,  with  a 
new  arrangement  of  the  particles ;  and  that  it  bears  no  fixed  pro- 
portion, even  in  the  same  material,  to  the  original  length,  being 
proportionally  greater  for  short  than  for  long  bars.  It  is  probable 
that  it  depends  on  the  thickness  of  the  piece  as  well  as  on  its 
length. 

When  two  numbers  separated  by  a  semicolon  appear  in  the 
column  of  ultimate  extension  (thus  -082 ;  *057),  the  first  denotes 
the  ultimate  extension  lengthwise,  and  the  second  crosswise. 

358.  Resilience  of  Iron  and  Steel. — In  order  to  obtain  an  exact 
measure  of  the  capacity  of  a  material  for  resisting  shocks  by 
tension,  the  modulus  of  elasticity,  as  well  as  the  tenacity,  must  be 
known;  and  then  the  modulus  0/ resilience  (whose  nature  and  use 
have  been  explained  in  Article  149,  p.  227,  and  Article  173, 
p.  279)  can  be  computed  in  inch-pounds  to  the  cubic  inch,  by 
dividing  the  square  oftlie  proof  tenacity  by  the  modulus  of  elasticity. 
For  iron  and  steel,  the  proof  tenacity  may  be  estimated  at  one' 
third  of  the  ultimate  tenacity. 

*  The  experiments  whose  extreme  results  are  marked  N.  were  conducted  for 
Messrs.  B.  Napier  &  Sons  by  Mr.  Kirk  aid  v.  For  details,  see  TYatuactions  of  the 
Institution  of  Engineer*  in  Scotland,  1858-59;  also  Eirkaldy  On  the  Strength  of  Irun 
andSteeL 

2l 
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The  following  table  gives  some  examples  of  such  computa- 
tions : — 

TTiAt     a         r>~  *  Modulus        Modules 

,,  „,  Ultimate        Proof  -  . 

MnAlrom"to°"         *— *     Tenacity.      ^^    ^J^ 

Cast  iron — Weak,  13,400  4>4<>7  14,000,000     1*425 

„           Average, 16,500  5,500  17,000,000     178 

„           Strong, 29,000  ,9,667  22,900,000     4*08 

Bar  iron — Good  average,  60,000  20,000  29,000,000  1379 

Plate  iron — Good  average,  50,000  1 6,667  24,000,000?  1 1  -57? 

Iron  Wire — Good  average,  90,000  30,000  25,300,000  35*57 

Steel — Soft, 90,000  30,000  29,000,000  31*03 

„       Hard, ! 132,000  44,000  42,000,000  46*10- 

To  express  the  power  of  resisting  shocks  by  compression,  the 
resistance  to  crushing  might  be  substituted  in  these  calculations 
for  the  tenacity*  but  owing  to  the  indirect  manner  in  which 
fracture  by  crushing  takes  place,  the  result  would  be  of  very 
doubtful  accuracy. 

359.   Corrosion    and    Preservation   of  Iron. — On   this  point,   see 

Article  330,  p.  462,  where  some  of  the  best  methods  of  preserving 
the  surface  of  iron  from  oxidation  have  already  been  mentioned. 

Cast  iron  will  often  last  for  a  long  time  without  rusting,  if  care 
be  taken  not  to  injure  its  skin,  which  is  usually  coated  with  a  film 
of  silicate  of  the  protoxide  of  iron,  produced  by  the  action  of  the 
sand  of  the  mould  on  the  iron.  Chilled  surfaces  of  castings  are 
without  this  protection,  and  therefore  rust  more  rapidly. 

The  corrosion  of  iron  is  more  rapid  when  partly  wet  and  partly 
dry  than  when  wholly  immersed  in  water  or  wholly  exposed  to 
the  air.  It  is  accelerated  by  impurities  in  water,  and  especially  by 
the  presence  of  decomposing  organic  matter,  or  of  free  acids.  It  is 
also  accelerated  by  the  contact  of  the  iron  with  any  metal  which  is 
electro-negative  relatively  to  the  iron,  or  in  other  words,  has  less 
affinity  for  oxygen,  or  with  the  rust  of  the  iron  itself  If  two 
portions  of  a  mass  of  iron  are  in  different  conditions,  so  that  one 
has  less  affinity  for  oxygen  than  the  other,  the  contact  of  the 
fonner  makes  the  latter  oxidate  more  rapidly.  In  general,  hard 
and  crystalline  iron  is  less  oxidable  than  ductile  and  fibrous  iron. 

Cast  iron  and  steel  decompose  rapidly  in  warm  or  impure  sea- 
water. 

Pieces  of  iron  which  are  kept  constantly  in  a  state  of  vibration 
oxidate  less  rapidly  than  those  which  are  at  rest ;  for  example,  the 
rails  of  a  railway  on  which  a  constant  traffic  runs  rust  much  more 
slowly  than  those  on  which  there  is  little  or  no  traffic. 

(See  Mallet  "  On  the  Corrosion  of  Iron,"  in  the  Reports  of  the 
British  Association  for  1843  and  1849.) 
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Section  II. — Of  Iron  Fastenings. 

360.  Rivets  are  made  of  the  most  tough  and  ductile  iron.  (See 
"  Rivet  Iron,"  in  the  preceding  tables  of  strength.)  In  order  that 
a  rivet  may  connect  two  or  more  layers  of  plates  or  flat  bars 
firmly,  and  in  order  that  the  shearing  stress  brought  to  bear  on  the 
rivet  by  a  force  tending  to  pull  the  plates  asunder  may  be  uniformly 
distributed  throughout  the  sectional  area  of  the  rivet,  it  is  essential 
that  the  rivet  should  tightly  fit  its  hole.  The  longitudinal  com- 
pression to  which  the  rivet  is  subjected  during  the  formation  of  its 
head,  whether  by  hand  or  by  machinery,  tends  to  produce  that 
result. 

The  ordinary  dimensions  of  rivets  in  practice  are  as  follows : — 

Diameter  of  a  rivet  for  plates  less  than  half  an  inch  thick, 
about  double  the  thickness  of  the  plate. 

For  plates  of  half  an  inch  thick  and  upwards,  about  once  and 
a-half  the  thickness  of  the  plate. 

Length  of  a  rivet  before  clenching,  measuring  from  the  head  = 
sum  of  the  thickness  of  the  plates  to  be  connected  +  2\  X 
diameter  of  the  rivet. 

Inasmuch  as  the  resistance  of  rivets  to  shearing  is  nearly  the 
same  with  the  tenacity  of  good  iron  plates  (50,000  lbs.  per  square 
inch,  or  thereabouts),  the  distance  apart  of  the  rivets  used  to 
connect  two  pieces  of  plate  iron  together  is  regulated  by  the  rule, 
that  the  joint  sectional  area  of  the  rivets  shall  be  equal  to  the  sectional 
area  of  plate  left  after  punching  the  rivet  holes.  This  rule  leads  to 
the  following  algebraical  formula : — 

Let  t  denote  the  thickness  of  the  plate  iron, 
d,  the  diameter  of  a  rivet, 
w,  the  number  of  rows  of  rivets, 

it  being  understood  that  the  rivets  which  form  a  row  stand  in  a  line 
perpendicular  to  the  direction  of  the  tension  which  tends  to  pull 
the  plates  asunder.  ^ 

c,  the  distance  frcm  centre  to  centre  of  the  adjoining  rivets 
in  one  row ;  then 

,  ,    -7854  nd*  n  . 

c  =  rf+  - (1.) 

Each  plate  is  weakened  by  the  rivet  holes  in  the  ratio 

c  —  d_     -7854  nd  (e). 

In  "single-rivetted"  joints,  n  =  1;  in  "  double-rivetted"  joints 
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n  =  2,  and  the  two  rows  of  rivets  form  a  zig-zag;  in  "chain- 
rivetted"  joints,  n  may  have  any  value  greater  than  1.     A  aingle- 
rivetted  joint  is  weakened  by  unequal  distribution  of  the  tension 
..  in  the  ratio  of  4  : 5. 

Suppose  that  in  a  chain-ri vetted  joint  the  distance  e  from  centre 
to  centre  of  the  rivets  is  fixed,  so  as  not  to  weaken  the  plate* 
below  a  given  limit;  then  in  order  to  find  how  many  rows  of  rivets 
there  should  be, — in  other  words,  how  many  rivets  there  should  be 
in  each  file, — the  following  formula  may  be  used : — 

(c  —  d)t 
n==  -7854  d* W 

361.  Ptaa,  Keys*  aad  Wedge* — These  fastenings  are,  like  rivets, 
themselves  exposed  to  a  shearing  stress,  while  they  serve  to  trans- 
mit a  pull  or  thrust  from  one  piece  of  an  iron  frame  to  another; 
and  the  rule  for  determining  their  proper  sectional  area  is  the  same, 
with  this  modification  only,  that  if  a  pin,  key,  or  wedge  is  not  held 
perfectly  tight  in  its  seat,  the  shearing  stress,  instead  of  being 
uniformly  distributed  throughout  its  sectional  area,  will  be  more 
intense  at  the  central  layer  of  the  section  than  elsewhere,  being 
distributed  according  to  the  laws  explained  in  Article  168,  p.  266. 

The  ratio  in  which  the  maximum  intensity  of  the  shearing  stress 
exceeds  its  mean  intensity  is  the  quantity  denoted  by  q0  A  -a-  F  in 
the  table,  p.  267 ;  its  two  most  important  values  in  practice  being 
the  following : — 

3 
For  rectangular  keys  and  wedges, ^; 

4 

For  circular  or  elliptical  pins, ^; 

o 

and  the  sectional  area  of  the  fastening  is  to  be  increased  in  this 
proportion  beyond  what  would  be  necessary  if  the  stress  were 
uniformly  distributed. 

In  order  that  a  wedge  or  key  may  be  safe  against  slipping  out  of 
its  seat,  its  angle  of  obliquity  ought  not  to  exceed  the  angle  of 
repose  of  iron  upon  iron,  which,  to  provide  for  the  contingency  of 
the  surfaces  being  greasy,  may  be  taken  at  about  4°.  (Article  110, 
p.  172.) 

362.  Bolts  and  Screws. — If  a  bolt  has  to  withstand  a  shearing 
stress,  its  diameter  is  to  be  determined  like  that  of  a  cylindrical 
pin.  If  it  has  to  withstand  tension,  its  diameter  is  to  be  determined 
by  having  regard  to  its  tenacity.  In  either  case  the  effective 
diameter  of  the  bolt  is  its  least  diameter;  that  is,  if  it  has  a  screw 
on  it,  the  diameter  of  the  spindle  inside  the  thread. 
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The  projection  of  the  thread  is  usually  one-half  of  the  pitch;  and 
the  pitch  should  not  in  general  be  greater  than  one-fifth  of  t/ie 
effective  diameter,  and  may  be  considerably  less. 

In  order  that  the  resistance  of  a  screw  or  screw-bolt  to  rupture 
by  stripping  the  thread  may  be  at  least  equal  to  its  resistance  to 
direct  tearing  asunder,  the  length  of  the  nut  should  be  at  least  one- 
half  of  the  effective  diameter  of  the  screw ;  and  it  is  often  in 
practice  considerably  greater;  for  example,  once  and  a-half  that 
diameter. 

The  head  of  a  bolt  is  usually  about  twice  the  diameter  of  the 
spindle,  and  of  a  thickness  which  is  usually  greater  than  five- 
eighths  of  that  diameter. 

Section  III. — Of  Iron  Ties,  Struts,  and  Beams. 

363.  Foima  of  iron  Ban— -In  designing  ordinary  structures  of 
wrought  iron,  it  saves  time  and  expense  to  use  iron  bars  of  such 
forms  of  cross-section  as  are  usually  to  be  met  with  in  the  mar- 
ket. The  variety  of  those  forms  continually  increases  with  the 
demand  for  new  shapes ;  but  an  engineer  should  avoid  introducing 
new  sections  for  bars  into  his  designs,  except  when,  by  so  doing, 
some  important  purpose  is  to  be  served,  or  some  decided  advantage 
to  be  gained. 

Amongst  the  most  common  forms  of  rolled  bars  are  the  following : — 

Bound  iron,  with  a  circular  cross-section. 

Square  iron,  with  a  square  cross-section. 

Flat  iron,   with  oblong  rectangular   cross-sections   of  various 

forms. 
Half-round  and  convex  iron,  with  one  side  cylindrical  and  the 

other  flat 
Angle  iron,  with  cross-sections  shaped  like  an   L,  of  various 

breadths,  depths,  and  thicknesses. 
T-iron,  with  cross-sections  shaped  like  a  T,  with  a  table  or  flange 

and  a  rib  of  various  dimensions. 
Double  T-iron,  or  H-iron,  or  I-shaped  iron,  with  a  web  and  two 
flanges,  of  various  dimensions.     The  most  common  form  of 
railway  bars  belongs  to  this  class. 
Channel  iron,  which  is  like  a  flat  bar  with  flanges  projecting 
from  both  of  its  edges,  but  in  one  direction  only,  so  that  if 
laid  with  the  flat  bar  downwards  it  is  like  a  trough  or  rect- 
angular channel. 
Bulb  iron,  which  is  like  a  flat  bar  with  -a  cylindrical  thickening 

along  one  or  both  edges. 
The  "  Bridge  Bail,"  fig.  229. 
The  "Barlow  Bail,"  fig.  230. 
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Fig.  229. 


Fig.  230. 


Bars  of  a  cross-shaped  section  are  sometimes  rolled;  but  the 
figure  is  unfavourable  to  soundness  of  the  iron;  and  when  this 

form  of  section  is  required,  it  is  best 
to  build  it.     In  general,  figures  for 
iron  bars  which  cannot  be  rolled 
without  great  distortion  of  the  iron 
ought  to  be  avoided,  unless  there 
are  special  reasons  for  using  them. 
Angle  bars  and  plates  which  exceed  an  inch  in  thickness  are 
seldom  so  sound  as  those  of  less  thickness.     Where  greater  thick- 
nesses are  required,  therefore,  it  is  in  general  advisable  to  make 
them  by  building  small  thicknesses  together. 

364.  iron  Tic»  ought  in  almost  every  case  to  be  of  malleable  iron, 
as  it  has  about  three  times  the  tenacity  of  cast  iron. 

A  tie  may  consist  either  of  one  bar,  or  of  several  bars  side  by 
side,  or  of  wires  lying  parallel  in  a  bundle  or  spun  into  a  vope ;  it 
may  be  in  one  length,  or  in  two  or  more  lengths  joined  together; 
if  the  lengths  are  numerous  and  short,  they  become  links,  and  the 
whole  tie  a  chain. 

I.  Plate  Iron  Ties. — The  best  mode  of  joining  two  lengths  of  a 
plate  iron  tie  is  by  means  of  a  fish-joint  chain-ri vetted.     In  fig. 

231  are  seen  the  ends  of  two  lengths  of  a 
plate  iron  tie,  meeting  at  the  dotted  line; 
they  are  connected  by  means  of  a  fish- 
piece  or  covering  plate,  which  is  chain- 
rivetted  to  each  of  the  pieces.  The 
principles  according  to  which  the  dimensions,  number,  and  arrange- 
ment of  the  rivets  are  to  be  determined  have  been  explained  in 
Article  360,  p.  515;  and  it  has  there  also  been  shown  to  what 
extent  the  effective  sectional  area  of  the  tie  is  diminished  by  the 
rivet  holes,  so  as  to  be  less  than  the  total  sectional  area. 

When  a  plate  iron  tie  is  built  of  several  layers,  they  should  break 
joint  with  each  other;  and  at  each  joint  there  should  be  either* 
covering  plate  or  a  pair  of  covering  plates,  to  transmit  that  share  of 
the  tension  which  belongs  to  the  layer  of  plates  in  which  the 
joint  occurs. 

II.  Tie-rods  or  Tie-bars  may  be  round,  square,  or  flat,  and  may 
be  made  fast  at  the  ends  by  pins  passing  through  round  eyes,  by 
wedges  driven  into  oval  eyes  or  slots,  or  by  screws  and  nuts.  The 
proportions  of  these  fastenings  have  been  considered  in  Articles 
361,  362,  pp.  516,  517.  Wedges  and  screws  admit  of  being  used 
to  tighten  the  tie. 

When  an  eye  is  formed  on  the  end  of  a  tie-bar,  care  should  be 
taken  that  the  sides  of  the  eye  are  of  sufficient  strength.  The 
tension  is  not  uniformly  distributed  in  them,  being  more  intense  at 
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Fig.  231. 
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the  inner  side  than  at  the  outer.  To  allow  for  this,  the  sectional 
area  may  be  made  one-half  greater  than  would  be  necessary  if  the 
tension  were  uniformly  distributed. 

III.  Compound  Tie-bars  and  Flat  Chains  are  made  of  lengths  or 
links,  each  consisting  of  flat  bars  placed  side  by  side,  and  connected 
together  by  means  of  eyes  and  pins,  as  in  the  side  view,  fig.  232,  and 
plan,  fig.  232.*  Whether  it  is  desired  to  give  stiffness  to  each 
individual  bar  or  flexibility  to  the  whole  chain,  the  bars  should  be 
on  edge.     The  numbers  of  bars  in  a  compound  link  aro  odd  and 
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Fig.  232. 


Fig.  232.' 


even  alternately ;  thus,  in  the  figure,  the  links  A  and  C  consist  of 
odd  numbers  of  bars,  and  B  of  an  even  number.  The  dimensions 
of  the  pin  are  to  be  found  as  in  Article  361,  p.  51G,  taking  care  to 
note  at  how  many  cross-sections  it  must  give  way  at  once  if  sheared 
across;  for  the  stress  is  distributed  amongst  those  cross-sections. 
In  fig.  232*  they  are  six  in  number.  As  to  the  eyes,  see  Division 
II.  of  this  Article  above. 

IV.  In  Oval-linked  Cliains  it  is  essential  to  strength  that  each 
link  should  be  prevented  from  collapsing  by  a  stay  or 
cross-bar,  as  shown  in  fig.  233,  when  it  appears  by 
experiment  that  the  tension  is  uniformly  distributed 
over  the  cross-sections  of  the  two  sides  of  the  link. 
When  the  stay  is  omitted,  the  strength  of  the  chain 
is  reduced  in  the  proportion  of 

85  :  100,  or  nearly  6  :  7. 

(Barlow,  On  the  Strength  of  Materials,  Article  143.)  i 

V.  Wire  Cables  are  sometimes  made  simply  of  a  [ 
cylindrical  bundle  of  parallel  wires,  served  or  bound  Fig.  233. 
together  by  a  wire  wound  round  the  outside  of  the 

bundle.  In  constructing  this  sort  of  tie,  great  care  is  necessary  in 
order  to  distribute  the  tension  equally  amongst  the  wires.  The 
tension  is  equally  distributed,  without  any  special  care,  in  untwisted 
tcire  ropes  in  which  the  wires  are  spun  into  strands,  and  the 
strands  into  ropes,  without  any  rotation  of  individual  wires,  so  that 
the  fibres  are  all  untwisted,  and  all  equally  strained.  This  is  the 
strongest  kind  of  iron  tie  for  its  weight;  its  tenacity,  of  about 
90,000  lbs.  per  square  inch  of  section,  being  equal  to  the  weight  of 
27,000  feet  of  its  own  length,  or  thereabouts. 
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The  beet,  and  perhaps  the  only  safe,  mode  of  making  fast  the  end 
of  a  wire  rope  is  to  make  it  form  a  turn  or  loop  round  a  dead-eye, 
and  splice  it  into  itself:  this  is  the  only  fastening  which  is  as 
strong  as  the  rope. 

Wire  cables  require  special  care  to  protect  them  against  oxi- 
dation. 

YI.  Welded  Ties. — Iron  ties  have  been  lengthened  by  scarfing 
the  ends  of  the  two  pieces  together,  heating  them  to  a  welding  heat 
by  a  gas  flame,  and  welding  them  together  by  an  intense  pressure. 
Data  are  wanting  to  determine  precisely  the  strength  of  this  sort  of 
joint.  In  an  experiment  on  the  bursting  of  a  cylindrical  plate  iron 
welded  retort,  the  tenacity  of  the  welded  joint  was  found  to  be 

30,750  lbs.  per  square  inch; 

or  probably  about  3-5ths  of  the  tenacity  of  the  plate  iron 

V II.  In  proving  Iron  Ties,  they  may  safely  be  loaded  with 
one-half  of  the  instantaneous  breaking  load,  without  risk  of 
permanent  injury,  the  testing  load  being  only  applied  once; 
although  frequent  application  of  the  same  load  would  at  last 
break  the  tie. 

365.  Cast  Iron  Struts  and  Pillars. — Cast  iron,  from  its  great 
resistance  to  crushing,  is  peculiarly  well  suited  for  struts  and 
pillars,  especially  those  of  moderate  length.  The  best  form  for  a 
cast  iron  strut  or  pillar  containing  a  given  quantity  of  material  is 
that  of  a  hollow  cylinder.  The  laws  of  the  strength  of  such  pillars 
have  already  been  fully  explained  in  Article  158,  pp.  236  and  237. 
The  thickness  of  metal  in  them  is  seldom  less  than  one-twelfth  of 
the  diameter. 

Another  form  of  cross-section  commonly  adopted  for  cast  iron 
.struts  is  that  of  a  cross,  tig.  234.  The  strength  of  such  struts  may 
be  computed  approximately  by  putting  for  the  co-efficient  a  in 
equations  4  and  5  of  Article  158,  p.  237,  a  value  greater  than  its 

value  for  a  hollow  cylinder,  in  the  same  proportion 

as  a  cross-shaped  bar  is  more  flexible  than  a  hollow 

\h    cylindrical  tube  of  the  same  diameter  and  sectional 

area;  that  is  to  say,  in  the  proportion  of  3  to  1 

By  similar  reasoning,  it  appears  that  in  the  case 
of  a  hollow  square  cast  iron  strut,  whose  diagonal  is  equal  to  the 
diameter  of  the  cylinder,  the  co-efficient  a  is  to  be  increased  in  the 
ratio  of  3  to  4. 

Hence  we  have  the  following  approximate  formulae  for  the 
crushing  load  of  cast  iron  struts  in  lbs.  per  square  inch  of  sectional 
area: — 
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Cross;  diameter  from  end  to  end  of  a  )  Q/.  /v/xA       ,    .     3  J2 
pair  of  arms  =  A; J  80>000  ^  *  +  400A*; 

3  & 
Hollow  square;  diagonal  =  A; 80,000  -5-  1  + 


Hollow  cylinder;  diameter  =  h; 80,000  -s-  1  + 


800  IP 
400  h* 


The  preceding  formulae  refer  to  the  case  in  which  the  struts  are 
fixed  in  direction  at  the  ends.  When  they  are  hinged  at  the  ends, 
the  second  term  of  each  divisor  is  to  be  made  four  times  as  great 

In  order  to  give  lateral  stiffness  to  a  flat-ended  pillar,  its  ends 
should  spread  so  as  to  form  a  capital  and  base,  whose  abutting  sur- 
faces should  be  " faced"  in  the  lathe,  or  planed,  to  make  them  exactly 
plane  and  perpendicular  to  the  axis  of  the  pillar.  For  the  same 
reason,  when  a  cast  iron  pillar  consists  of  two  or  more  lengths,  the 
ends  of  those  lengths  should  be  made  truly  plane  and  perpendicular 
to  the  axis  of  the  pillar  by  the  same  process,  so  that  they  may  abut 
firmly  and  equally  against  each  other;  and  they  should  be  fastened 
together  by  at  least  four  bolts  passing  through  projecting  flanges. 

366.   Wrought  Iron  Strata  and  Pillars. — The    principles    of  the 

strength  of  wrought  iron  struts  have  been  explained  in  Article  158, 
pp.  237,  238.  It  appears  from  the  formulae  deduced  by  Mr. 
Gordon  from  Mr.  Hodgkinson's  experiments,  that  while  cast  iron 
is  the  better  material  for  a  pillar  whose  length  does  not  exceed  a 
certain  limit  as  compared  with  its  diameter,  wrought  iron  is  the 
better  material  when  the  length  exceeds  that  limit.  For  pillars 
with  fixed  ends,  that  limit,  according  to  the  formula?,  is  about  26 
times  the  diameter;  for  those  with  hinged  ends,  about  13  times; 
but  from  the  nature  of  the  calculation,  those -results  must  be 
regarded  as  roughly  approximate  only. 

In  order  to  stiffen  wrought  iron  struts,  they  are  made  of  various 
forms  in  cross-section,  such  as  the  angle  iron,  T-iron,  double  T-iron, 
channel  iron,  <fcc.,  already  described.  A  very  convenient  form  of 
cross-section  is  that  of  a  cross.  It  is  in  general  built  by  rivetting 
bars  of  simpler  forms  together;  thus,  it  may  be  made  up  of  two 
T-irons  rivetted  back  to  back,  or  four  angle  irons  rivetted  back  to 
back,  or  (as  in  fig.  235)  one  flat  bar  A  A,  two 
narrower  flat  bars,  B,  B,  and  four  angle  irons,  all  *  \ 

rivetted  together.     This  last  form  is  that  of  the  ^3  L>. 

strut-diagonals  of  the  Warren  girders  in  the  Crumlin  B  u^-  ii*3  D 
Viaduct.     A  double  T-shaped  strut  may  either  be  a  \f 

single  bar,  or  may  be  built  in  a  manner  which  will  p.    ^^ 

be  described  in  treating  of  beams.      The  Barlow 
Rail  (fig.  230,  p.  518)  is  also  a  good  form  for  struts. 
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The  stiffest  form  for  a  wrought  iron  strut  is  that  of  a  cell,  that  is 
to  say,  a  built  tul»e,  which  may  be  cylindrical,  rectangular,  or 
triangular.  Fig.  236  is  a  cross-section  of  a  rectangular  cell,  with 
four  plate  iron  sides  connected  together  by  angle  irons  and  rivets. 
Fig.  237  is  a  triangular  cell,  running  along  the  upper  edge  of  a 
plate  iron  beam. 

Fig.  238  shows  a  simple  form  of  cross-section  for  a  strut,  being 


Fig.  236. 


Fig.  237. 


Fig.  238. 


a  segment  of  a  circle.  This  might  be  further  stiffened  by  rivetting 
a  pair  of  angle  irons  along  its  edges. 

When  a  wrought  iron  strut  is  hinged  at  the  ends,  that  generally 
takes  place  by  its  abutting  at  each  end  against  a  cylindrical  pin,  by 
which  it  is  connected  with  some  other  piece  of  the  framework,  in 
the  manner  already  described  for  tie-bars.  To  fix  its  ends  in 
direction,  as  it  seldom  has  large  abutting  surfaces,  it  is  in  general 
necessary  to  fasten  it  to  the  adjoining  pieces  of  the  structure  by 
several  bolts  or  rivets. 

To  insure  the  stiffness  of  a  built  strut,  the  bars  of  which  it  is 
built  should  break  joint,  like  the  layers  of  a  built  iron  tie.  The 
abutment  of  successive  lengths  against  each  other  should  be  firm 
and  equable;  to  insure  which,  every  bar  should  have  its  ends  made 
exactly  plane  and  exactly  perpendicular  to  its  length.  This  is  best 
done  by  a  machine  consisting  of  a  pair  of  circular  saws  on  one  axis, 
at  a  clear  distance  apart  equal  to  the  intended  length  of  the  bars 
when  cut:  a  bar  being  placed  parallel  to  the  axis,  and  moved 
towards  it,  has  its  two  ends  sawn  off  at  once,  in  planes  perpendicular 
to  its  length. 

Mr.  Gordon's  formula  for  the  ultimate  strength  of  wrought  iron 
struts,  deduced  from  Mr.  Hodgkinson's  experiments,  may  be 
expressed  as  follows,  P  being  the  load,  S  the  sectional  area,  I  the 
length,  and  h  the  thickness : — 

1  =  36,000  +  1  +  ?£ (1.) 

where  a  has  the  value  „  ftnft  for  struts  fixed  in  direction  at  the 
ends,  and  of  a  solid  rectangular  section,  h  being  the  least  dimension. 
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For  other  forms  of  cross-section,  an  approximate  rule  has  already 
been  given,  to  the  effect  that  A  is  to  be  considered  as  representing  the 
least  dimension  of  a  triangle  or  rectangle  circumscribed  about  the 
bar;  but  in  many  cases  it  may  be  more  satisfactory  to  take  into 
account  the  least  "  radius  of  gyration"  of  the  cross-section,  as  in  the 
last  article;  and  for  that  purpose  the  formula  may  be  put  in  the 
following  shape,  r  denoting  that  radius ;  that  is  to  say,  r2  is  the 
mean  of  the  squares  of  the  distances  of  the  particles  of  the  cross- 
section  from  a  neutral  axis  traversing  its  centre  of  gravity  in  that 
direction  which  makes  r2  least : — 


9-  =  36,000  -f-  1  + 


P 


h*  -5-  12. 

A2-*-    6. 
A2.A  +  3  6 

12*  h  +  b  * 

b*  -*-  12. 


A2 
A2 


+  16. 

-f.    8. 


S '         '        '  36,000^ 

.For  hinged  ends,  9,000  is  to  be  substituted  for  36,000. 
The  following  are  values  of  r2  for  different  figures : — 

L  Solid  rectangle;  least  dimen- ) 

sion  =  A; J 

IT.  Thin  square  cell ;  side  ==  A ; . . . 

III.  Thin    rectangular    cell;       ) 

breadth  b ;  depth  A ; j 

IV.  Thin  triangular  cell  on  the  \ 

edge  of  a  plate  (fig.  237);  \ 
base  of  triangle  ==b;  ....  ) 
V    Solid  cylinder ;  diameter  =  A ; 
VI.  Thin  cylindrical  cell;  dia-  ) 

meter  =  A; J 

VII.  Angle  iron  of  equal  ribs; 
breadth  of  each  =  6;  .... 
VIII.  Angle  iron  of  unequal  ribs;  . 

greater  b,  less  A; J 

IX.  Cross  of  equal  arms ; 

X.  H-iron ;  breadth  of  flanges  ) 
b;   their  joint  area   B;  > 

area  of  web  A; J 

XI.  Channel    iron;    depth    of] 

flanges  4-  ^  thickness  of  I        J        A 
web,  A;  area  of  web  B;  *",~|  J2(^~ 

,     of  flanges  A; I 

XIL  Barlow  rail;  cross-section 
composed  of  two  quad- 
rants of  radius  R,  mea- 
sured to  middle  of  thick- 
ness, connected  by  a  table 
of  sectional  area  =  joint 
area  of  quadrants  X  *273 ; 


(2.) 


62  -j-  24. 

I*  A2  -*-  12  (62  +  A2}. 
7*2  +  24. 

P       A 
12'A  +  B' 


+ 


AB 


12(A+B)  '  4(A+B)2 


}• 


R2  -s-  7  nearly. 


524 


MATERIALS  AND  STRUCTURES. 


XIIL  Pair  of  Barlow  rails  as  above, ) 
rivetted  base  to  base;  ...  / 

XTV.  Circular  segment  of  radius  )     (  1  , 
B  and  length  2  R  rf;  ....  J   \  2*1" 


•393  R« 
cos  4  sin  4      sin*  6  )  _f 


20 


**     J 


367.  Cast  iron  Beams. — For  the  principles  which  are  applicable 
to  cast  iron  beams  in  common  with  beams  in  general,  see  Articles 
169  to  179  a,  pp.  230  to  296.  The  peculiar  properties  of  cast  iron 
as  to  strength,  which  have  to  be  considered  in  designing  beams, 
have  been  stated  in  Article  164,  p.  257;  Article  166,  p.  261; 
Article  167,  pp.  263  to  265;  and  in  Article  353,  pp.  499  to  502; 
and  the  precautions  to  be  observed  in  designing  these,  as  well  as 
other  castings,  have  been  explained  in  Article  354,  p.  502. 

The  most  common  and  useful  forms  of  cross-section  for  cast  iron 
beams  are  the  inverted  X-shaped  (fig.  239),  the  trough-shaped  (fig. 
240),  and  the  double  T-shaped  (fig.  241). 

As  to  the  transverse  resistance  of  the  J>shaped  section,  see 
Article  163,  Example  VIIL,  p.  254.     As  to  the  proportionate  area 


s 


I 

c 

Fig.  230. 


of  flange  and  web  which  makes  the  tendency  to  break  by  crushing 
at  B  and  tearing  at  C  equal,  see  Article  164,  Case  L,  p.  257 ;  also 
the  example  in  the  same  page.  The  same  formulae  and  example 
are  applicable  to  trough-shaped  beams,  takiug  the  two  vertical  ribs, 
B,  B',  to  be  equivalent  to  one  rib  of  the  same  depth  and  double  the 
thickness. 

The  thickness  of  the  horizontal  and  vertical  parts  of  these 
girders  should  be  equal,  or  nearly  equal,  for  the  reason  stated  in 
Article  354,  p.  503. 

The  double  T-shaped  beam  is  in  general  made  of  a  figure  intro- 
duced by  Mr.  Hodgkinson,  with  a  view  to  making  the  strength 
equal  above  and  below.  As  to  the  proportions  of  that  section,  see 
Article  164,  Case  IL,  p.  257;  also  the  example  in  the  same  page. 
See  also  Hodgkinson  On  the  Strength  of  Cast  Iron, 

In  order  to  make  the  stretched  table  C  large  enough  as  compared 
with  the  compressed  table  A,  it  is  necessary  to  make  the  former 
considerably  thicker  than  the  latter.     This  is  reconciled  with  the 
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rule  as  to  avoiding  abrupt  changes  of  thickness  in  castings,  by 
making  the  vertical  web  B  of  the  same  thickness  with  A  at  the  top, 
and  of  a  gradually  increasing  thickness  towards  the  bottom,  where 
it  is  nearly  as  thick  as  C. 

Transverse  ribs  or  feathers  on  cast  iron  beams  are  to  be  avoided, 
as  forming  lodgments  for  air-bubbles,  and  as  tending  to  cause 
cracks  in  cooling. 

Open-work  in  the  vertical  web  is  also  to  be  avoided,  partly  for 
the  same  reasons,  and  partly  because  it  too  much  diminishes  the 
resistance  to  distortion  by  the  shearing  action  of  the  load. 

The  various  "forms  of  equal  strength1*  in  longitudinal  sections, 
already  described  in  Article  165,  pp.  259,  260,  are  more  easily 
executed  in  cast  iron  than  in  any  other  material,  and  are  often 
employed  in  practice,  especially  those  shown  in  figs.  141,  142,  143, 
144,  and  145. 

The  forms  of  horizontal  section  shown  in  figs.  142  and  144  are 
applied  to  the  flanges  or  tables  of  double  T-shaped  girders  of 
uniform  depth. 

In  supporting  a  cast  iron  beam,  provision  must  be  made  at  one 
end  for  its  expansion  and  contraction  by  heat  and  cold,  which  take 
place  at  the  rate  of  about  '00111  for  the  180°  Fahr.  between  the 
ordinary  freezing  and  boiling  points  of  water,  or  '0000062  nearly 
per  degree  of  Fahrenheit's  scale. 

368.  Lengthened  and  Timed  Cant  Iron  Beam* — It  is  seldom 
advisable  to  use  a  cast  iron  beam  of  a  span  so  great  that  it  cannot 
be  cast  in  one  length ;  but  should  it  nevertheless  be  determined  to 
do  so,  the  following  principles  are  to  be  observed  in  the  construction 
of  each  junction. 

Above  the  neutral  axis  the  ends  of  the  pieces  should  be  true 
planes,  abutting  closely  and  equably  against  each  other,  and  exactly 
perpendicular  to  the  axis  of  the  beam. 

Below  the  neutral  axis  the  pieces  are  to  be  connected  by  means 
of  transverse  flanges  and  wrought  iron  bolts,  which  will  thus,  at  the 
joint,  perform  the  duty  of  the  lower  or  stretched  table  of  the  beam ; 
and  the  total  sectional  area  of  those  bolts  should  be  such  as  to 
make,  not  their  tenacity,  but  their  proportionate  elongation  by  a  given 
tension,  the  same  with  that  of  the  cast  iron  table  for  which  they 
are  a  substitute.  This  condition  will  be  approximately  fulfilled  by 
making  the  sectional  area  of  the  bolts  in  all  about  one-half  of  that 
of  the  cast  iron  table ;  when  their  tenacity  will  be  more  than  sufficient. 

Care  should  be  taken  so  to  arrange  the  bolts  that  the  mean  of 
the  squares  of  their  distances  from  the  neutral  axis  of  the  section 
shall  not  be  less  than  the  corresponding  quantity  for  the  cast  iron 
table  whose  duty  they  are  to  perform. 

The  same  principles  are  to  be  followed  in  designing  that  sort  of 
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trussed  cast  iron  beam  in  which  a  pair  of  wrought  iron  tie-rods  are 
substituted  for  the  whole  or  part  of  the  lower  table. 

369.  Plain  Wrought  iron  Beam*. — For  the  principles  which  are 
applicable  to  wrought  iron  beams  in  common  with  beams  in  general, 
see  Articles  169  to  179  a,  pp.  230  to  296. 

The  most  common  and  useful  forms  of  section  for  wrought  iron 
beams  that  are  rolled  in  one  piece  are  the  T-shaped,  and  the 
I-shaped  or  double  T-shaped,  of  which  latter  form  fig.  242  is  an 
example. 

As  to  the  resistance  of  cross-sections  of  those  figures  to  cross- 
breaking,  see  Article  254,  Examples  VIII.  and  IX.,  pp.  254  to 
256.     As  to  the  mode  of  fixing  the  proportions  of  such  sections 
in  order  that  they  may  be  of  equal  strength  against  crush- 
^\f        ing  and  tearing,  see  Article  164,  Cases  III.   and   IV., 
p.  258,  and  the  example  in  the  same  page ;  these  being  the 
cases   applicable   to   a  material   in    which    the    tenacity 
(denoted   by  fb  in  the  formulae)  is  greater  than  the  re- 
i>      sistance  to  crushing  (denoted  byfa). 

Fig.  242.  j±  plain  wrought  iron  beam  usually  gives  way  under  a 
transverse  load  by  the  compressed  flange  bending  sideways ;  for  that 
flange  is  in  general  so  narrow,  as  compared  with  its  length,  that  its 
condition  is  analogous  to  that  of  a  long  wrought  iron  strut  (See 
Article  158,  p.  237.)  The  co-efficient  fa,  therefore,  which  is  the 
modulus  of  resistance  of  that  flange,  is  not  in  general  a  constant 
quantity,  but  is  less  as  the  flange  becomes  narrower  in  comparison 
with  the  span  of  the  beam. 

From  a  reduction  of  the  experiments  of  Mr.  Fairbairn  on 
wrought  iron  beams,  given  in  his  works,  On  the  Application  of  Iron 
to  Building  Purposes,  and  Useful  Information  for  Engineers, 
first  series,  it  appears  that  the  modulus  in  question  may  be  com- 
puted with  sufficient  accuracy  by  the  following  formula,  in  which 

I  denotes  the  span  of  the  beam,  and 

b,  the  breadth  of  its  compressed  flange : — 

fa  (in  lbs.  on  the  square  inch)  =    y—~ — (1.) 

T  5,000  62 

The  following  table  shows  the  result  of  applying  this  formula  to 
variously  proportioned  beams,  and  of  substituting  its  results  in 
equations  10  and  11  of  Article  164,  p.  258;  the  value  of  the 
tenacity  ,/i  being  assumed  to  be  60,000  lbs.  per  square  inch  in  each 
case.  A*  denotes  the  sectional  area  of  the  compressed  flange ;  A* 
that  of  the  vertical  web;  A8  that  of  the  stretched  flange;  h'  the 
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depth  from  centre  to  centre  of  the  two  flanges;  Mq  the  breaking 
moment  in  inch-lbs. : — 


/. 


I 
b 


f. 


Ax 


Mq  -r-  K. 


I.     60,000  IO  35,294  '35^2+1-7       A3 

II.  60,000  20  33,333  -4    A2+i-8    A3 

III.  60,000  30  30,509  -48  A2  +  1  -97  A3 

IV.  60,000  40  27,273  *6    A2  +  2*2    A3 
Y.  60,000  50  24,000  75A2+2-5    A3 


14,1 18  A2  +  60,000  A3 
14,444  A2  + 60,000  A3 
14,916  As  +  60,000  A3 

I5»455  ^2  +  60,000  A3 
16,000  A  2  +  60,000  A3 


The  preceding  results  are  made  applicable  to  the  T-shaped 
section  simply  by  making  A8  =  0. 

In  cases  in  which  a  beam  is  liable  to  be  strained  alternately  in 
either  direction,  the  section  is  to  be  made  similar  above  and 
'  below,  so  that  Ax  =  A3 ;  the  beam  tends  to  give  way  in  every  case 
by  lateral  bending  of  the  flange  which  is  compressed  tor  the  time, 
and  fa  is  the  modulus  of  rupture ;  and  the  expression  for  the 
breaking  moment  assumes  the  simplified  form, 


IW.ff^+A,) (2.) 


The  expansion  of  wrought  iron  beams  by  heat  is  very  slightly, 
greater  than  that  of  cast  iron  beams,  being  about  *0012  for  the  180° 
between  the  ordinary  freezing  and  boiling  points  of  water,  or  about 
•0000067  per  degree  of  Fahrenheit. 

370.  Plate  and  Box  Beams. — This  class  of  wrought  iron  beams 
comprises  various  cross-sections,  built  of  plates  and  bars  rivetted 
together  in  various  ways,  but  all  virtually  equivalent  to  double 
T-shaped  sections,  and  having  their  strength  dependent  on  the  same 
principles.     The  following  are  examples : — 


v   n 


Hg.  243. 


J= 


P 


■9- 


Fig.  246. 


Fig.  244.  Fig.  245. 

Fig.  243  is  a  plate  beam  having  a  single  plate  for  the  vertical 
web,  while  each  of  the  horizontal  ribs  or  flanges  consists  of  a  flat 
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bar  and  a  pair  of  angle  irons,  rivetted  to  each  other  and  to  the 
vertical  web. 

Fig.  244  is  a  "  box  beam,*'  in  which  there  is  a  double  vertical 
web.  The  advantage  of  this  construction  is  to  give  additional 
breadth,  and  therefore  additional  lateral  stiffness  and  additional 
strength  for  resisting  thrust,  to  the  compressed  table  or  flange. 

Fig.  245  is  a  plate  beam  of  greater  dimensions  than  fig.  243. 
The  horizontal  ribs  or  flanges  contain  more  than  one  layer  of  flat 
bars,  and  the  web,  which  consists  of  plates  with  their  largest 
dimension  vertical,  is  stiffened  by  vertical  T-iron  ribs  at  the  joints 
of  those  plates,  as  shown  in  the  horizontal  section,  fig.  246. 

To  give  still  greater  stiffness  and  strength  to  the  upper  or  com- 
pressed horizontal  rib,  it  is  sometimes  a  cylindrical  tube  or  "  cell;" 
sometimes  a  rectangular  cell,  as  in  fig.  236,  p.  522;  sometimes  a 
triangular  cell,  rivetted  to  the  upper  edge  of  the  vertical  web,  as  in 
fig.  237,  p.  522;  and  in  some  cases  a  line  of  plates  bent  into  an 
inverted  segmental  trough,  as  shown  in  the  cross-section,  fig.  238, 
p.  522,  has  been  made  fast  at  its  summit  Y,  by  angle-irons  and 
rivets,  to  the  upper  edge  of  the  vertical  web. 

In  fixing  the  dimensions  of  the  parts,  and  computing  the  strength, 
of  beams  of  this  class,  the  rules  of  the  preceding  article  are  all  ap- 
plicable, having  regard  to  the  following  special  principles : — 

L  The  several  tiers  or  layers  of  pieces  of  which  the  beam  is  built 
should  break  joint  as  much  as  possible. 

II.  Upper  Horizontal  Rib. — The  several  lengths  of  the  pieces 

composing  the  upper  horizontal  rib  should  abut  closely  and  truly 

against  each  other,  having  end  surfaces  made  exactly  perpendicular 

to  the  axis  of  the  beam,  as  already  described  for  wrought  iron 

struts  in  Article  366,  p.  522.     In  using  equation  1  of  Article  369, 

p.  526,  to  compute  the  modulus  of  rupture  by  crushing,  /«,  the 

I* 
following  are  the  divisors  by  which  =«  is  to  be  divided : — 

For  a  flat  upper  horizontal  rib,  or  a  tri- )  ~  ^q 

angular  cell, j        ' 

For  a  square  cell, 10,000 

For  a  cylindrical  cell  or  an  inverted  )  -  *** 

semicircular  trough   (diameter  =  6),  J         ' 

For  an  inverted  segmental  trough,  sub-  )  7,500  /-       sin  2s\ 

tending  the  angle  2i  to  radius  unity,  J  8in2  $  \-  2/   /" 

III.  Loioer  Horizontal  Rib. — The  several  lengths  of  plates  or  bars 
of  which  the  lower  horizontal  rib  consists  are  to  be  connected  with 
each  other  by  covering-plates  and  rivets  as  prescribed  for  wrought 
iron  ties  in  Article  364,  p.  518;  and  the  symbol  A8  in  the  formula 
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of  Article  369,  and  of  the  other  articles  there  referred  to,  is  to  be 
understood  to  stand,  not  for  the  total  sectional  area  of  the  lower  rib, 
but  only  for  the  effective  sectional  area  left  after  making  the  proper 
deduction  for  rivet-holes,  according  to  the  principles  explained  in 
Article  364,  p.  518,  and  Article  360,  p.  515. 

For  the  best  plate  iron,  the  value  of  the  modulus  of  tenacity,  fbi 
is  on  an  average  about  50,000  lbs.  per  square  inch.  The  following 
are  the  results  of  substituting  that  value  for  60,000  in  the  com- 
putations of  the  table  in  Article  369,  p.  527 : — 

M0-A' 


10,784  A2  +  50,000  A8 
1 1,1 1 1  A2  +  50,000  A8 
11,584  A2  + 50,000  A3 
12,121  A2  + 50,000  A8 
1 2,667  A2  +  50,000  A8 

IV.  Vertical  Web. — The  thickness  of  the  vertical  web  is  seldom 
made  less  than  f  inch,  and,  except  in  the  largest  beams,  is  in  general 
more  than  sufficient  to  resist  the  shearing  stress.  In  those  beams 
in  which  it  becomes  necessary  to  attend  specially  to  the  power  of 
the  vertical  web  to  resist  the  shearing  action  of  the  load,  the 
amount  of  that  shearing  action  is  to  be  computed  for  a  sufficient 
number  of  cross-sections  by  the  formulae  of  Article  161,  Case  IX., 
pp.  247,  248,  249,  and  its  greatest  intensity,  for  an  assumed 
thickness  of  web,  by  the  formula  of  Article  168,  Case  VIII., 
p.  267.  (In  many  cases,  however,  it  is  sufficiently  accurate  to 
assume  the  shearing  stress  to  be  entirely  borne  by  the  vertical 
■web,  and  uniformly  distributed  throughout  its  section.)  It  is  then 
to  be  considered  that  the  shearing  stress  at  the  neutral  axis  is 
equivalent  to  a  pull  and  a  thrust  of  equal  intensity  inclined 
opposite  ways  at  45°,  and  that  the  vertical  web  tends  to  give  way 
by  buckling  under  the  thrust ;  so  that  its  ultimate  resistance  in  lbs. 
per  square  inch  is  given  by  the  following  expression : — 

36,000  „  x 
:*— ; (!) 


fb                  7               fa 

Ax 

For  a  Flat 

Upper  Rib. 

I. 

50,000      10     35,294 

•2i  A2+i-4i  A, 

IL 

50,000     20     33,333 

•25A0  +  15    A8 

IIL 

50,000     30     30,509 

•32  A2+  164  A8 

IV. 

50,000     40     27,273 

•41  A2+i-83A3 

V. 

50,000     50     24,000 

•54  A2  +  2-o8  A3 

1  * 

1  +  . 


3,000  fl 


in  which  t  is  the  thickness  of  the  plates  of  the  web,  and  0  the  dis- 
tance measured  along  a  line  inclined  at  45°  to  the  horizon,  between 
two  of  its  vertical  stiffening  ribs;  or,  if  it  has  no  such  ribs,  between 
the  upper  and  lower  horizontal  ribs.     The  intensity  of  the  shearing 

2u 
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action  of  the  working  load  should  not  exceed  one-sixth  of  the 
resistance  given  by  the  above  formula. 

V.  Longitudinal  Variations  of  Section. — Inasmuch  as  the  bend- 
ing moment  of  the  load  diminishes  from  the  middle  of  the  beam 
towards  the  ends,  and  the  shearing  force  from  the  ends  towards 
the  middle,  according  to  principles  stated  in  Article  161,  pp.  245 
to  249,  the  transverse  sections  of  the  horizontal  ribs  may  be 
diminished  from  the  middle  towards  the  ends,  and  that  of  the 
vertical  web  from  the  ends  towards  the  middle,  so  as  to  mmkm  the 
resistance  to  bending  and  shearing  respectively  vary  according  to 
the  same  law. 

VI.  Vertical  Bibs. — Each  vertical  rib  is  to  be  considered  either 
as  a  suspending-piece  from  which  a  portion  of  the  load  hangs,  or  as 
a  pillar  on  which  a  portion  of  the  load  lies,  according  as  the  load  is 
hung  from  or  supported  upon  the  beam;  and  its  transverse  section 
must  be  made  sufficient  for  the  duty  so  thrown  upon  it,  according 
to  the  principles  of  Article  364,  p.  518,  or  Article  366,  p.  521,  as 
the  case  may  be ;  and  regard  must  be  had  to  the  fact,  that  a  large 
rolling  load,  such  as  that  upon  one  of  the  wheels  of  a  locomotive 
engine,  may  be  concentrated  upon  one  vertical  rib. 

Above  each  of  the  points  of  support,  the  vertical  ribs  must  either 
be  placed  closer  or  made  larger,  so  that  they  may  be  jointly 
capable  of  safely  bearing,  as  pillars,  the  entire  share  of  the  load 
which  rests  on  that  point  of  support 

A  pair  of  vertical  T-iron  ribs  rivetted  back  to  back  through  the 
web-plates  may  be  held  to  act  as  a  pillar  of  cross-shaped  section. 
(Article  3G6,  Case  IX.,  p.  323.) 

{Note  as  to  Diagonal  Ribs. — It  is  obvious  that  the  best  position  of 
the  stiffening  ribs  would  be  diagonal,  sloping  upwards  from  the 
ends  of  the  beam  towards  the  middle  at  angles  of  45°;  but  this 
would  involve  inconvenience  and  expense  in  workmanship,  and 
would  cause  the  plates  for  the  web  to  be  cut  into  awkward  and 
complex  figures). 

VII.  Rivets. — The  principles  which  regulate  the  number  and 
dimensions  of  the  rivets  that  connect  the  lengths  of  the  stretched 
horizontal  rib  together  have  been  sufficiently  explained  in  the  pas- 
sages referred  to  in  Division  III.  of  this  Article. 

The  rivets  which  connect  one  division  of  the  web  with  an  adjoin- 
ing vertical  rib  should  be  capable  of  withstanding  safely  the  greatest 
shearing  action  of  the  load  at  the  joint  in  question. 

The  shearing  action  on  the  rivets  which  connect  one  of  the 
horizontal  ribs  with  a  given  division  of  the  web  is  to  the  vertical 
shearing  action  of  the  load  at  the  middle  of  that  division  very 
nearly  as  the  length  of  the  division  in  question  is  to  its  depth. 

VIII.  Camber. — In  order  that  a  built  wrought  iron  beam  may 
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become  nearly  straight  under  its  working  load,  it  should  be  con- 
structed in  such  a  manner  that,  if  unloaded,  it  would  have  a 
"  camber"  or  upward  convexity  equal  to  the  anticipated  working 
deflection. 

Formula  for  that  deflection  are  formed  by  putting  the  intensity 
of  the  working  stress  for  the  quantities  denoted  by/*  in  equations 
13  and  13  a  of  Article  169,  p.  275. 

The  modulus  of  elasticity  for  plate  beams,  according  to  the  best 
authorities,  is  considerably  less  than  for  continuous  iron  bars,  its 
value  in  lbs.  per  square  inch  being 

E  =  from  16,000,000  to  18,750,000, 
or  say,  on  an  average,  17,500,000. 

The  equation  13  a,  above  referred  to,  being  that  suitable  for 
cross-sections  of  equal  strength,  is  as  follows,  putting  1  +  2  instead 
of  c,  the  half  span : — 

deflection  vx=  —  iVa       ' (2) 

Taking  6  as  the  factor  of  safety,  we  may  make,  with  sufficient 
accuracy  for  the  present  purpose, 

/.'  +/>'  =  (/.  +A)  -  6  =  84,000  -  6  =  14,000. 
For  an  uniformly -loaded  beam,  with  an  uniform  cross-section, 

w"  =  r-9;  if  the  cross-section  varies  along  the  beam  so  as  to  be  of 

uniform  strength  and  uniform  depth,  n"  =  „.     Assuming  the  latter 

to  be  nearly  the  case,  we  have 

v      a  *    *•  14>000         p  p         ri\ 

working  deflection  Vl  =  ^^-^^^  ^  =  ][p^i;   (3.) 

or  a  third  proportional  to  the  depth  and  the  hundredth  part  of  the 

span. 

3  I 
For  example,  an  ordinary  proportion  is  1  =  15  h;  then  vY  =  ^r. 

371.  Great  Tabular  Girders. — This  term  is  applied  to  hollow 
plate  iron  girders  so  large  that  the  traffic  of  a  bridge  can  pass 
through  the  interior.  A  great  tubular  girder  differs  from  a 
magnified  box-beam,  inasmuch  as  the  former  requires  special 
appliances  for  stiffening  the  upper  and  lower  horizontal  tables. 

Fig.  247  is  a  skeleton  diagram  of  a  cross-section  of  the  class  of 
tubular  girder  used  in  the  Conway  and  Britannia  bridges,  in  which 
the  top  and  bottom  are  cellular,  consisting  of  plates  so  disposed  as 
to  form  rows  of  square  or  nearly  square  cells,  like  that  in  fig.  236, 
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p.  522.  In  order  that  these  cells  may  be  sufficiently  stiff,  the 
width  of  each  of  them  should  not  exceed  tiiirty  times  the  thickness  of 
the  plaiea  of  which  they  are  made.  The  joints  of  the  cells  are 
connected  and  stiffened  by  means  of  covering  plates  outside  as  well 
as  angle  irons  within.     The  breadth  is  fifteen  feet. 

The  two  vertical  webs,  or  sides,  B,  exactly  resemble  the  vertical 


Fig.  247. 


Fig.  24a 


web  already  described  in  Division  IV.  of  the  last  article,  being 
composed  of  plates  set  up  on  end,  and  connected  by  means  of  pairs 
of  vertical  T-iron  ribs,/,/  The  horizontal  joints  of  the  side  plates  are 
made  fast  by  covering  strips.  The  lateral  steadiness  of  the  con- 
nection between  the  horizontal  tables  and  the  vertical  webs  is 
assisted  by  means  of  gussets,  h}  h}  and  horizontal  prolongations  of 
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the  inner  T-iron  ribs.     The  top  and  bottom  are  farther  stiffened 
by  transverse  ribs,  e,  g,  one  at  every  third  set  of  vertical  ribs. 

Fig.  246  shows  one-half  of  a  kind  of  cross-section  for  a  great 
tubular  girder  16  feet  broad,  in  which  the  top  and  bottom  consist 
of  one  or  more  layers  of  plates  rivetted  close  together,  and  stif- 
fened by  means  of  projecting  ribs,  instead  of  by  a  cellular  structure. 
The  girders  of  the  Victoria  Bridge  over  the  St.  Lawrence  belong  to 
this  class.  A.  is  the  upper  table;  it  is  slightly  arched,  having  a 
radius  of  curvature  equal  to  about  six  times  its  breadth,  and  is 
stiffened  by  the  longitudinal  T-iron  ribs  d,  d,  d,  d,  about  2  feet  3 
inches  apart,  and  by  the  transverse  ribs  e,  about  7  feet  apart  B 
is  one  of  the  sides,  with  vertical  T-iron  ribs  in  pairs,  f,  f,  about 
34  feet  apart  C  is  the  bottom,  consisting  of  a  sufficient  thick- 
ness of  plates,  with  covering  strips ;  it  is  stiffened,  so  far  as  it 
needs  stiffening,  by  its  connection  with  the  transverse  joists  g  of 
the  platform,  which  are  double  T-shaped  plate  beams,  one  at  every 
7  feet ;  h,  h,  are  gusBets  to  stiffen  laterally  the  connection  between 
the  aides  and  the  top  and  bottom. 


Fig.  119.— [Tr*  Victoria  Bridge,  from  a  Photograph.] 

The  whole  of  the  principles  of  construction  and  strength  stated  in 

the  preceding  article  for  plate  and  box-beams  are  applicable  to  great 
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tubular  girders.  In  applying  to  them  the  principle  of  Division 
VI.  of  that  Article,  p.  530,  so  far  as  it  relates  to  the  strength  and 
stiffness  required  for  the  vertical  ribs  at  the  points  of  support,  it 
may  be  found  necessary  greatly  to  enlarge  those  ribs,  and  to  give 
them  the  form  of  double  T-shaped  plate  girders  standing  on  end, 
and  tapering  from  below  upwards. 

To  illustrate  the  relative  proportions  of  the  parts  of  which  a 
tubular  girder  is  composed,  the  following  statement  shows  those 
proportions  for  the  tubes  of  the  Conway  Bridge : — 

The  quantities  of  iron  in  the  top  and  bottom  are  nearly  equal; 
for  though  the  top,  being  compressed,  has  a  larger  effective  section 
than  the  bottom,  which  is  stretched,  the  total  section  of  the 
bottom  is  increased  so  as  to  be  nearly  equal  to  that  of  the  top, 
by  the  greater  dimensions  of  the  covering  plates  required  at  the 
joints. 

The  two  sides  together  contain  nearly  the  same  quantity  of  iron 
with  the  top. 

The  distribution  amongst  the  various  parts  is  as  follows : — 

Top.  Sides.        Bottom. 

Per  cent    Per  cent     Per  cent. 

Plates, 6i*o  51*3  6imi 

Angle  iron  and  T-iron, 29*3  37*2  14*9 

Covers, 38  54  197 

Rivet-heads, 5*9  -6t  4*3 

lOO'O         IOO'O         IOO'O 

Proportion  per  cent,   of  ef- )      0_  _  f  without 

festive  to  total  section, f      8™         *?°        ?2*2  {  *££2 

Proportion   per   cent,  of  ef-  \ 

fective  to  total  section  of  f  ^ 

bottom,     deducting      one-  [  x"^ 

seventh  for  rivet-holes, ) 

(See  Fairbairn  On  Tubular  Bridges;  Clark  On  the  Britannic 
and  Conioay  Bridges;  Hodges  On  the  Victoria  Bridge;  Stephen- 
son "  On  Iron  Bridges,"  in  the  Encyc.  Brit.) 

372.  In  the  Erection  of  iron  Girder*,  three  methods  may  be 
followed :  a  girder  may  be  built  on  the  ground  and  lifted  to  its 
place;  it  may  be  moved  endwise  upon  rollers  on  to  its  piers; 
or  it  may  be  built  in  position  on  a  scaffold.  The  first  method  was 
adopted  with  the  girders  of  the  Britannia  Bridge,  each  of  which 
was  floated  on  pontoons  to  a  position  between  the  piers  directly 
below  its  permanent  position ;  the  faces  of  the  piers  having  recesses 
to  admit  the  ends  of  the  girder.     It  was  then  lifted  by  means  of 
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chains,  hanging  from  the  cross-heads  of  the  plungers  of  a  pair  of 
hydraulic  presses  on  the  top  of  the  piers,  through  a  height  equal  to 
the  stroke  of  the  plungers  (6  feet).  As  the  beam  rose,  the  recesses 
below  its  ends  were  built  up  with  brickwork,  which  formed  a  pair 
of  temporary  supports  for  it  while  the  plungers  were  lowered  and 
the  chains  shortened,  in  order  to  raise  it  through  the  height  of 
another  stroke,  and  so  on.  The  girders  of  the  Victoria  Bridge 
were  built  upon  a  scaffolding  in  their  final  position,  all  the  pieces  of 
which  they  were  made  having  been  shaped  and  punched  in  England. 

The  method  of  moving  endwise  on  rollers  on  to  the  piers  is  best 
adapted  to  girders  that  are  continuous  over  two  or  more  spans; 
and  such  girders  may  require  during  the  process  to  be  temporarily 
stiffened  by  means  of  masts  and  stay-chains. 

In  order  to  give  a  girder  put  up  span  by  span  the  property  of 
continuity  over  its  piers,  the  following  method  has  been  practised : — 
Suppose  two  lengths  of  the  girder  to  have  been  erected,  and  to 
be  still  discontinuous  over  the  pier  where  they  meet  Each  of 
those  lengths  is  bent  by  its  own  weight;  and  their  adjoining 
ends,  instead  of  standing  in  parallel  vertical  planes,  lean  away 
from  each  other.  The  further  end  of  one  of  the  lengths  is  now 
tilted  up,  by  means  of  a  hydraulic  press,  a  lifting  jack,  or  some 
such  suitable  machine,  until  the  two  adjoining  ends  meet  ac- 
curately; when  they  are  made  fast  to  each  other  by  fishing, 
bolting,  rivetting,  or  other  suitable  means  of  connection.  The 
further  end  of  the  girder  that  has  been  tilted  up  is  now  lowered 
into  its  proper  place;  and  the  same  process  is  followed  for  each 
joint  where  continuity  over  a  pier  is  required. 

As  to  the  effect  of  continuity  over  the  piers  upon  the  strength 
and  stiffness  of  a  girder,  see  Article  178,  p.  287,  and  especially 
Method  II.  of  that  Article,  pp.  288  to  292. 

The  continuity  of  a  girder  must  not  be  carried  throughout  a 
greater  length  than  is  consistent  with  a  proper  provision  for  its 
expansion  and  contraction  by  changes  of  temperature.  An  iron 
girder  can  have  only  one  fixed  support ;  all  the  rest  must  be  on 
roller  beds  or  slides ;  and  in  the  case  of  a  girder  continuous  over 
piers  the  best  position  for  the  fixed  point  of  support  is  near  the 
middle  of  its  length.  The  largest  continuous  iron  girders  yet 
erected  are  those  of  the  Britannia  Bridge;  they  are  1,511  feet  in 
length,  and  rest  on  three  piers  and  two  abutments,  forming  four 
spans ;  they  have  a  fixed  support  on  the  central  pier,  and  rest  on 
rollers  at  the  other  four  points  of  support,  so  that  the  length  of 
metal  which  expands  and  contracts  at  each  side  of  the  fixed  support 
is  755^  feet. 

From  what  has  been  stated  respecting  the  mode  of  connecting 
the  lengths  of  a  continuous  girder,  it  is  obvious  that,  previous  to 
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the  making  of  the  connection,  each  length  bends  under  its  own 
weight  as  a  separate  girder,  and  that  the  whole  of  its  top  should  be 
stiffened  to  resist  compression.  After  the  connection  has  been 
effected,  the  top  of  each  girder  assumes  a  state  of  tension,  and  the 
bottom  a  state  of  compression,  from  the  piers  to  the  points  of 
contrary  flexure  (p.  291,  equation  10).  Hence  both  the  top  and 
the  bottom  of  a  girder  which  is  to  be  continuous  over  the  piers  are 
to  be  stiffened  by  means  of  cells  or  ribs,  so  as  to  be  capable  of 
resisting  either  compression  or  tension.  Such  is  the  case  in  the 
Britannia  Bridge,  where  the  girders  are  cellular  both  above  and 
below.     (See  the  authorities  cited  in  p.  534.) 

It  may  sometimes  be  desired  to  make  the  girder  imperfectly 
continuous  over  the  piers,  for  the  following  reason : — It  has  already 
been  shown  in  Article  178,  Method  II.,  equations  6  and  7,  pp. 
289,  290,  that  if  w  be  the  fixed  and  u/  the  rolling  load  per  unit  of 
length,  the  moments  of  flexure  are  respectively, 

over  a  pier, -M1  =  — ^j — •  Z2; (1.) 

in  the  middle  of  a  span,  M0  =  — ~j —  J2; (2.) 

the  sura  of  which,  or  — ~ — •  Z2,. (3.) 

is  simply  the  moment  of  flexure  in  the  middle  of  a  separate  girder. 
The  effect  of  the  operation,  then,  already  described,  by  which  a 
girder  is  made  continuous  over  the  piers,  consists  in  relieving  the 
middle  of  each  span  of  the  girder  of  bending  action  to  the  amount 
denoted  by  the  expression  (1),  and  transferring  that  amount  of 
bending  action  to  the  parts  over  the  piers.  If,  as  is  the  case  in 
tubular  bridges  of  the  largest  class,  the  rolling  load  is  less  than 
the  fixed  load,  (1)  is  greater  than  (2);  but  the  most  advantageous 
method  of  employing  the  strength  of  the  material,  is  to  make  the 
bending  actions  at  mid-span  and  at  each  pier  equal  to  each  other, 
each  of  them  being  one-half  of  the  expression  (3);  that  is  to  say, 

16      ' V4-) 

To  effect  this  result,  an  imperfect  continuity  is  to  be  produced  in 
the  following  manner : — 

Observe  the  angular  opening  between  the  end  surfaces  of  a  pair 
of  lengths  of  the  girder  as  they  lean  from  each  other  before  being 
connected;  denote  it  by  4,  then  compute  the  following  quantity: 
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vs  —  vf 


4  w  +  t  vS 


-w 


■nd  let  this  be  the  angle  between  the  faces  of  a  wedge-shaped 
tilling  piece  to  be  introduced  into  the  opening  between  the  ends  of 
the  lengths  of  girder  before  connecting  them,  so  that  the  opening 
may  be  reduced  in  the  ratio  of  the  expression  (4)  to  the  expression 
(1).  Then  tilt  up  the  further  end  of  one  of  the  lengths  until  the 
joints  fit,  and  connect  them. 

If  the  rolling  load  is  to  be  neglected  in  making  this  adjustment,  the 
expression  (5)  becomes  simply  I  +  4,  so  that  the  angular  owning  is 


Fig.  !».— [The  Briunaia  Bridge.] 


to  be  reduced  to  3-4ths,  and  the  further  end  of  one  of  the  lengths 
tilted  op  to  3-4ths  of  the  height  which  would  have  been  necessary 
for  perfect  continuity.  The  result  is,  that  the  moments  of  flexure 
at  mid-span  and  at  the  piers  become  equal  to  each  other  for  a  fixed 
load.  This  was  the  method  followed  at  the  junction  over  the 
central  pier  of  the  Britannia  Bridge. 

373.  street  nf  wind  ■■  Tubular  Girdm. — The  pressure  of  the 
wind  against  one  side  of  a  tubular  girder  acts  like  an  uniformly  dis- 
tributed load  tending  to  bend  it  sideways,  and  producing  a  bending 
moment  and  maximum  stress  whose  values  are  as  follows: — 

Let  to"  be  the  pleasure  per  lineal  inch  of  girder,  found  by 
multiplying  the  intensity  of  the  pressure  of  the  wind  by  the  depth 
of  the  side  of  the  girder. 
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I,  the  span ; 

b,  the  breadth,  from  centre  to  centre  of  the  vertical  sides. 

A  j  and  A8,  as  before,  the  sectional  area  of  the  top  and  bottom; 

and  A2,  the  joint  sectional  area  of  the  sides. 
Then  the  greatest  bending  moment  is, 

to"  I? 
M  =  — £-  at  the  middle  for  a  separate  single  span  girder;  (1.) 

w"  J2 
M  =  --  „  at  each  pier  for  a  girder  continuous  over  the  piers;  (2.) 

and  the  greatest  stress  is 

Pl  =  M1.ft(^  +  ^») (3.) 

The  greatest  pressure  of  wind  ever  observed  in  Britain*  was 
55  lbs.  on  the  square  foot,  =  '382  lb.  on  the  square  inch. 

374.  Plain  Arched  iron  Bibs  are  usually  made  of  cast  iron,  but 
wrought  iron  is  sometimes  employed.  The  present  article  is  con- 
fined to  those  iron  arches  which  have  not,  or  do  not  depend  for 
their  stiffness  upon,  diagonal  bracing  in  their  spandrils,  so  that  the 
disfigurement  of  each  rib  is  resisted  either  by  its  own  stiffness  alone, 
or  by  that  stiffness  combined  with  the  stillness  of  a  horizontal 
girder  directly  above  the  rib. 

The  whole  theory  of  the  action  of  a  load  on  an  arched  rib  has 
already  been  given  in  Article  180,  pp.  296  to  314,  with  the 
exception  of  some  cases  which  have  come  to  the  author  s  know- 
ledge since  that  part  of  this  work  was  in  type,  and  which  will  be 
treated  of  in  this  and  in  some  subsequent  articles. 

Cases  in  which  the  arched  rib  is  so  braced  by  means  of  the 
spandril-framing  that  a  special  theory  is  required  for  them,  will  be 
treated  of  in  the  next  section. 

Reference  will  now  be  made  to  those  parts  of  preceding  articles 
where  the  formulae  to  be  used  in  computing  the  strength  of  arched 
ribs  are  to  be  found. 

The  usual  form  of  section  is  the  I  or  double  T-shape,  with  equal 
flanges  above  and  below,  the  thickuess  of  the  web  being  equal,  or 
nearly  equal.  The  depth  (denoted  by  h  in  the  formulae)  is  not 
generally  to  be  computed  by  means  of  a  formula,  but  is  to  be  found, 
either  by  a  series  of  trials,  or  by  adopting  an  empirical  rule,  such 
as  making  it  from  l-40th  to  l-60th  of  the  span.  The  ratio  q,  to  be 
used  in  the  formulas  for  strength  and  stiffness,  is  to  be  computed  for 

*  By  the  lata  Dr.  Kichol,  at  Glasgow  Observatory. 
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such  a  section  by  means  of  the  expression  in  Case  XI.  of  Article 
179,  p.  295. 

The  neutral  axis  of  the  rib  should  be  a  parabola ;  for  which,  in 
arches  of  small  rise  as  compared  with  the  span,  an  arc  of  a  circle 
may  be  substituted  without  material  detriment  to  the  stability  of 
the  arch. 

The  rib  may  be  made  of  uniform  stiffness  by  increasing  the 
sectional  area  from  the  crown  to  the  springing  in  the  proportion  of 
the  secant  of  the  inclination,  as  explained  in  Article  180,  Problem 
II.  When  the  rib  is  not  of  uniform  stiffness,  but  of  uniform 
section,  the  computation  by  means  of  the  formulae  gives  the  area  of 
section  at  the  croum  of  a  rib  of  uniform  stiffness  of  the  same  strength, 
and  this  must  be  augmented  in  the  proportion  of  the  secant  of  the 
inclination  of  the  neutral  axis  at  the  springing  to  radius,  in  order 
to  obtain  the  uniform  area  of  section  required  for  the  proposed  rib 
of  uniform  section. 

Case  I. — When  the  rib  has  flat  ends  firmly  bedded  against  im- 
movable skew-backs  (as  is  usually  the  case  with  cast  iron  arches), 
the  case  is  that  of  Article  180,  Problem  IV. ;  and  the  first  step  in 
the  calculation  is  to  compute  the  quantity  denoted  by  B,  by 
means  of  equation  30,  p.  305,  viz., — 

BrTF-(1+w} 

Should  the  skew-backs,  through  the  yielding  of  piers  or  abut- 
ments, spread  asunder  when  the  arch  is  loaded,  the  case  is  that  of 
Problem  V.,  and  B  is  to  be  computed  by  means  of  equation  40, 
p.  308.  In  using  this  last  equation,  a  sectional  area,  Av  has  to  be 
assumed. 

To  allow  for  tlie  straining  effects  of  rise  and  fall  of  temperature, 
proceed  as  follows : — Let  t  denote  the  greatest  probable  deviation 
of  the  temperature  from  that  at  which  the  bridge  is  to  be  erected ; 
E,  the  modulus  of  elasticity  of  the  material ;  p0,  the  intended  mean 
intensity  of  the  greatest  thrust  at  the  crown  of  the  rib;  and  e,  the 
co-efficient  of  expansion,  whose  value  is 

•0000067  per  degree  of  Fahrenheit,  or 
•0000120  per  centigrade  degree, 

then,  in  computing  B,  by  means  of  equation  30  or  equation  40, 
the  following  additional  term  is  to  be  introduced  into  the  factor 
within  the  brackets : — 

^ '.(i.) 
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the  sign  <  :+=  >  being  used  according  as  t  denotes  <  !???  >  of  tem- 

perature. 

The  mean  intensity  of  thrust  p0  may  be  unknown;  in  which 
case  a  provisional  calculation  of  the  horizontal  thrust  and  area  of 
section  must  be  made  without  allowing  for  the  effects  of  change  of 
temperature,  in  order  to  obtain  an  approximate  value  of  p^. 

When  B  has  been  computed,  the  next  step  is  to  compute,  by  the 
formulae  36,  p.  370,  the  proportions  rx  and  r,l  of  the  span  which 
must  be  loaded  with  a  rolling  load,  in  order  to  make  the  thrust 
and  tension  respectively  the  greatest  possible. 

Should  the  sectional  area  be  fixed,  the  greatest  thrust  p1  and  the 
greatest  tension  p'v  are  then  to  be  computed  by  means  of  equations 
37  and  38  respectively,  p.  370. 

Should  the  sectional  area  have  to  be  fixed  by  computation, 
transpose,  in  these  equations,  the  symbols  A  and  p;  they  then 
become  formulae  for  computing  the  sectional  area,  if  the  greatest 
safe  working  thrust  and  tension  respectively  be  put  for  p1  and  je/j  ; 
and  the  greater  of  the  two  values  of  Ax  is  to  be  adopted  for  the  area 
at  the  crown  of  a  rib  of  uniform  stiffness. 

To  find  the  total  horizontal  thrust  H  when  the  stress  is  greatest, 
use  equation  31,  p.  306.  The  quantity p0  in  the  expression  (1)  above 
has  for  its  value  H  -r-  Ar 

The  greatest  total  horizontal  thrust  is  found  by  making  r  =  1. 

The  approximate  formulae,  37  A,  38  a,  p.  370,  and  31  b,  33  B, 
37  b,  38  b,  p.  308,  may  be  used  in  the  cases  there  explained. 

Case  II. — When  the  rib  is  fixed  at  the  crown  to  a  horizontal 
girder,  see  Problem  VIII.,  pp.  313,  314. 

Case  III. — The  rib  may  be  vertically  hinged  at  the  ends,  by 
having  them  rounded,  and  supported  by  hollow  cylindrical  bear- 
ings, so  that  they  resemble  trunnions  or  journals.  This  case  fells 
under  Problem  VI.;  and  the  first  step  in  the  calculation  is  to 
compute  the  value  of  the  quantity  C  by  means  of  equation  51, 
p.  310. 

To  allow  for  the  effect  of  changes  of  temperature,  introduce 
into  the  factor  of  C  within  the  brackets,  the  expression  (1)  of  this 
Article,  already  explained. 

The  most  severe  stress  occurs  very  nearly  when  one  half  of  the 
span  is  loaded.     Under  that  condition, 

To  find  the  total  horizontal  thrust  H,  use  equation  52  A,  p. 

311; 
To  find  the  greatest  moment  of  flexure  M',  use  equation  57  a, 

p.  312; 
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To  find  the  greatest  intensity  of  stress  if  the  sectional  area  has 
been  fixed,  use  equation  58,  p.  311 ; 

To  find  the  required  sectional  area  at  the  crown,  make  px  =  the 
greatest  safe  working  intensity  of  thrust;  and  use  the  follow- 
ing formula : — 


ai-sGi+h) (2-> 


Pi  \q  ?> 

In  Cases  I.,  II.,  and  III.,  to  find  the  greatest  deflection,  see  Problem 
VIL,  pp.  312,  313. 

Case  IV. — Rib  hinged  at  the  crown  and  at  the  ends. — The  hing- 
ing of  the  rib  at  the  crown,  as  well  as  at  the  ends,  has  been  pro- 
posed by  M.  Mantion  {Annates  des  Fonts  et  Cftaussees,  1861),  but 
has  never  yet  been  executed.  This  mode  of  construction  would 
have  the  great  advantage  of  annulling  the  straining  effect  both  of 
changes  of  temperature,  and  of  the  yielding  of  the  piers.  The 
formulae  for  computing  the  greatest  stress  in  this  case  are  deducible 
from  those  of  Problem  VI.,  pp.  311,  312,  by  making  C  =  0;  and 
they  are  as  follows : — 

Let  /  be  the  span )     «,,  ,    ,  ,.      .     .     , 

k  the  i  neutral  line  in  inches ; 

w0,  the  fixed  load  per  lineal  horizontal  inch  ; 
w,  the  rolling  load  per  lineal  horizontal  inch ; 

then  the  greatest  intensity  of  stress  occurs  when  one  half  of  the  rib 
is  loaded  with  the  rolling  load;  and  in  that  condition  the  total 
horizontal  thrust  is, 


H-si(«*+3)i w 


the  greatest  moment  of  flexure,  which  acts  downwards  on  the 
loaded  half  and  upwards  on  the  unloaded  half  of  the  rib,  is 

M'=4?; (4) 

the  greatest  intensity  of  thrust  occurs  at  the  outer  flange  of  the 
loaded  and  the  inner  flange  of  the  unloaded  half  of  the  rib,  and  has 
the  following  value : — 

and  the  greatest  intensity  of  tension,  if  any,  occurs  at  the  inner 
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flange  of  the  loaded  and  outer  flange  of  the  unloaded  rib,  and  has 
the  following  value : — 

To  proportion  the  depth  of  the  rib  h  to  its  rise  k,  so  that  the 
greatest  tension  may  bear  any  given  ratio  to  the  greatest  thrust, 
make, 

qh^         w          Pj-p'u  (7) 

k      8  i0o  +  4  w' Pi+p'i  *' 

(for  the  value  of  q,  as  before,  see  Article  179,  Case  XL,  p.  295.) 

The  greatest  total  horizontal  thrust  occurs  when  the  rib  is  loaded 
over  its  whole  span ;  and  its  amount  is, 

Hi  =  8^  («*  +  ") (80 

In  many  of  the  older  examples  of  cast  iron  arched  bridges,  the 
ribs  consist  of  a  large  number  of  small  cast  iron  open-work 
panelled  frames,  acting  as  voussoirs,  and  bolted,  dowelled,  or  other- 
wise connected  together ;  but  this  mode  of  construction  is  deficient 
in  strength  and  stability;  and  in  later  and  better  examples  the 
ribs  are  made  in  as  few  and  as  long  pieces  as  is  practicable,  and 
these  are  made  to  abut  firmly  and  accurately  against  each  other  at 
ptoned  surfaces,  and  are  connected  by  means  of  transverse  flanges 
and  bolts.  In  cast  iron  arches  of  moderate  size  each  rib  usually 
consists  of  two  lengths  only,  bolted  together  at  the  crown.  In 
Southwark  Bridge  the  ribs  consist  of  pieces  of  20  feet  in  length, 
whose  ends  abut,  not  directly  against  each  other,  but  against 
transverse  plates,  which  serve  to  bind  the  several  parallel  ribs  of 
the  bridge  together  crosswise,  and  through  which  the  flanges  of  the 
lengths  of  the  ribs  are  bolted  together.  In  the  new  Westminster 
Bridge  each  rib  consists  of  five  pieces,  the  side  pieces  being  of 
cast  iron,  and  the  middle  piece  of  wrought  iron. 

The  subject  of  iron  arched  ribs  will  be  further  considered  in 
treating  of  braced  iron  arches  in  the  next  section. 


Section  IV. — Of  Iron  Frames. 

375.  ir*a  Platforms. — A  platform  in  which  timber  planking  is 
supported  by  iron  girders,  or  girders  and  joists,  requires  no  remarks 
beyond  those  which  have  already  been  made  in  Article  336,  pp. 
465  to  468,  regard  being  had  to  the  difference  of  the  material  of 
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the  joists.     As  to  the  weight  of  platforms  with  their  loads,  see 
p.  466. 

As  to  the  distribution  of  the  load  of  the  platform  of  a  railway 
bridge  amongst  the  girders,  see  Article  341,  pp.  475  to  477. 

Iron  may  be  used  as  the  covering  of  a  platform  in  various  forms. 

L  The  Barlow  Bail  is  a  good  form  of  section  for  supporting  very 
heavy  loads.  (See  fig.  230,  p.  518;  also  Article  366,  Example 
XII.,  p.  523.)  When  proportioned  as  directed  in  the  example 
cited  (that  is  to  say,  the  sectional  area  of  the  table  =  the  joint 
area  of  the  quadrantal  wings  x  *273),  it  has  the  following  pro- 
perties:— 

Let  R  be  the  radius  of  the  quadrantal  wings  measured  to  the 
middle  of  their  thickness. 

if  their  thickness,  then, 

Sectional  area  of  Barlow  Rail  =  4  R  t  very  nearly;         \ 
The  neutral  axis  is  nearly  at  the  middle  of  the  depth;  and  t  /i  \ 

2  8  f  v1-/ 

Breaking  moment  =  =  ,/« R  x  area  =  ^fa  t  R2  nearly;      I 

f%  being  the  modulus  of  rupture  by  crushing  or  buckling  of  the  top 
table,  or  probably  from  30,000  to  35,000  lbs.  per  square  inch. 

II.  Corrugated  Iron  in  sheets  is  suited  to  bear  light  loads, 
provided  the  sheets  are  so  supported  that  the  bending  action  of  the 
load  takes  place  in  a  plane  parallel  to  the  ridges  and  furrows.  Iron 
laths  or  strips  must  be  rivetted  across  the  ridges  and  furrows  to 
prevent  them  from  spreading.  These  may  be  at  distances  apart 
equal  to  about  twice  the  breadth  of  the  corrugations. 

Let  b  denote  the  breadth  of  a  sheet  of  corrugated  iron,  t  its 
thickness,  h  the  depth  from  ridge  to  furrow ;  then  its  breaking 
moment  is  approximately, 

f5/.M*i (2) 

fa  being  the  modulus  of  rupture  by  crippling  at  the  compressed 
part. 

III.  Bending  Moment  of  the  Load  on  a  Plate. — When  a  rect- 
angular plate  is  supported  on  two  parallel  edges,  the  bending 
moment  exerted  by  a  load  placed  upon  it  is  the  same  as  that 
exerted  by  the  same  load  on  a  beam  of  the  same  span. 

When  a  rectangular  plate  is  firmly  supported  at  all  its  four 
edges  by  joists  and  girders,  the  bending  moment  is  diminished.  If 
the  plate  is  square,  the  bending  moments  exerted  in  planes  parallel 
to  its  two  dimensions  are  equal  to  each  other ;  if  it  is  oblong,  the 
greatest  bending  moment  is  exerted  in  a  plane  parallel  to  the 
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breadth,  or  lesser  dimension  of  the  plate,  the  tendency  being  to 
split  it  lengthwise  at  the  middle  of  its  breadth. 

The  following  formulae  are  founded  on  a  theory  which  is  only 
approximately  true,  but  which  nevertheless  may  be  considered  to 
involve  no  error  of  practical  importance :— «- 

Let  W  denote  the  total  load. 

I,  the  length  of  the  plate,  between  the  supports  of  its  ends. 
6,  its  breadth,  between  the  supports  of  its  side  edges. 
M,  the  greatest  bending  moment. 

Case  L — Square  plate,  load  uniformly  distributed; 

M  =  -fC (3«) 

Case  IL — Square  plate,  load  collected  in  the  centre; 

tit     *Wb  n\ 

Case  III. — Oblong  plate,  load  uniformly  distributed; 

M-§7z*TFy w 

Case  IV. — Oblong  plate,  load  collected  in  the  centre;  I  less  than 
119  6; 

M    3WZ*6 

M  =  8^TF) W 

Case  V. — Oblong  plate,  load  collected  in  the  centre,  I  equal  to 
or  greater  than  1*19  6; 

M  =  -r; (7.) 

being  the  same  as  for  a  plate  supported  at  the  side  edges  only. 

Case  VI. — Circular  plate,  of  the  diameter  6,  supported  all  round 
the  edge,  load  uniformly  distributed ; 

i 

M  =  JL^=.053W6 (&) 

Case  VII. — Circular  plate,  load  collected  in  the  centre; 

Wb 
M  =  ~~=-159W6 (9.) 
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IV.  Cast  Iron  Flooring  Plates. — The  breaking  moment  of  these 
-plates  is  to  be  made  greater  than  the  bending  moment  of  the 
working  load  in  the  ratio  of  a  suitable  factor  of  safety  (such  as 
six).  They  should  be  strengthened  by  means  of  vertical  ribs  or 
feathers  on  the  upper  aide;  and  then  the  moment  of  resistance 
may  be  computed  as  for  a  trough-shaped  or  X-shaped  girder. 
(Article  367,  p.  524;  Article  163,  pp.  264,  265.) 

Y.  Buckled  Wrought  Iron  Plates  (the  invention  of  Mr.  Mallet)  are 
plates  of  various  figures  (usually  square  or  oblong),  having  a  slight 
convexity  in  the  middle,  and  a  flat  rim  round  the  edge,  called  the 
"  fillet ;"  and  are  the  best  form  yet  devised  for  the  iron  covering  of 
a  platform.  They  are  usually  placed  so  that  the  convex  part  is 
compressed,  and  the  flat  fillet  stretched,  and  when  they  give  way 
under  an  excessive  load,  it  is  usually  by  the  crushing  or  crippling 
of  the  convex  part. 

Let  I  be  the  length  of  that  section  of  a  buckled  plate  at  which 
the  greatest  bending  moment  is  exerted  (according  to  the  principle 
stated  at  the  beginning  of  Division  III.  of  this  Article,  p.  543);  A, 
the  depth  of  curvature  at  the  centre  of  the  plate ;  t,  its  thickness, 
all  in  inches.     Then  the  moment  of  resistance  is  nearly 

Ts/.ihf, (10.) 

fm  being  a  modulus  of  rupture  by  crushing  or  crippling  the  plate  at 
its  crown  or  most  convex  part.  From  published  results  of  experi- 
ment, it  appears  that  for  a  plate  36  inches  square,  including  the 
fillet,  which  is  2  inches  broad,  with  a  curvature  of  1 75  inch,  and 
£  inch  thick,  made  fast  all  round  the  edges,  the  crushing  load  dis- 
tributed over  the  plate  is  about  18  tons;  whence,  according  to 
Case  I., 

fm  =  21,600  lbs.  per  square  inch  nearly. 

This  co-efficient,  like  that  expressing  the  resistance  of  wrought 
iron  struts  to  crushing  (see  Article  366,  p.  522,  equation  1), 
probably  varies  with  the  proportion  of  the  thickness  of  the  plate  to 
its  breadth,  having  for  its  maximum  value  36,000;  but  sufficient 
experiments  have  not  yet  been  published  to  show  the  law  of  its 
variation  precisely.  According  to  the  table  of  safe  loads  for 
buckled  plates  3  feet  square,  published  by  the  inventor,  the  safe 
load  varies  nearly  as  the  square  of  the  thickness;  this  would  make 
the  co-efficient  fm  vary  nearly  in  the  simple  ratio  of  the  thickness 
for  plates  of  equal  breadth,  and  of  proportionate  thicknesses,  within 
the  limits  of  those  mentioned  in  the  table,  which  are  '048  inch  and 
•375  inch.  The  factor  of  safety  adopted  being  4  for  a  steady  load, 
and  6  for  a  moving  load,  the  safe  loads  given  in  the  table  for  a 

2ff 
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plate  3  feet  square,  \  inch  thick,  and  with  1*75  inch  of  curvature, 
are  4*5  tons  for  a  steady  load,  and  3  tons  for  a  moving  load.  The 
buckled  plates  used  by  Mr.  Page  for  the  platform  of  the  New 
Westminster  Bridge  measure  84  inches  by  36,  with  a  curvature  of 
3 J  inches,  and  thickness  of  £  inch;  they  bear  17  tons  on  the 
centre  without  giving  way.  According  to  Case  V.,  this  corresponds 
to  a  maximum  thrust  at  the  convex  part  of  17,920  lbs.  per  square  inch. 

The  square  form  of  buckled  plates,  supported  and  fastened  at  all 
the  four  edges,  is  the  most  favourable  to  strength. 

376.  irra  R«o&. — An  iron  roof  may  either  be  made  entirely  of 
iron,  or  the  framework  may  be  of  iron  and  the  covering  of  some 
other  material.  As  to  the  construction  and  weight  of  various  sorts 
of  covering  for  roofs,  see  Article  337,  p.  468.  To  the  sorts  of 
covering  there  described  there  may  now  be  added  buckled  iron 
plates,  already  described  in  the  last  article ;  the  thicknesses  suited  for 
roofing  being  from  l-20th  to  l-10th  of  an  inch. 

The  framework  of  iron  roofs  consists  of  parts  analogous  to  those 
already  described  in  treating  of  the  framework  of  timber  roofs  in 
Articles  338,  339,  pp.  469  to  475,  with  the  exception,  that  in 
roofs  covered  with  sheet  iron,  whether  plain,  corrugated,  or 
buckled,  the  "common  rafters"  are  unnecessary;  the  covering 
being  supported  on  horizontal  T-iron  or  angle  iron  bars,  which  act 
as  laths  or  as  purlins,  and  which  are  themselves  supported  on  the 
principal  rafters.  Those  principal  rafters,  and  the  trusses  to  which 
they  belong,  are  placed  at  regular  distances  of  from  2  feet  6  inches 
to  7  feet  apart;  the  average  distance  is  about  5  feet 

The  general  designs  of  those  frames  or  trusses  are  analogous  to 
those  used  in  timber  roofs;  and  in  the  computation  of  the  thrusts 
and  pulls  along  the  several  pieces,  the  same  formulae  are  applicable. 
(See  Article  339,  pp.  469  to  475.)  In  iron  roof  trusses,  however, 
there  is  seldom  a  tie-beam;  the  principal  tie  being  usually  a  single 
rod,  supported  at  one  or  more  points,  and  having  no  transverse 
load  except  its  own  weight  between  the  supported  points. 

To  the  examples  of  roof  trusses  given  in  Article  339,  may  be 
added  the  following,  which  illustrates  a  kind  of  secondary  trussing 
peculiar  to  iron  roofs  as  distinguished  from  timber  roofs ; — 1  2  3  is 


Fig.  251. 


the  primary  truss,  consisting  of  the  two  rafters  1  2,  1  3,  and  the 
principal  tie-rod  2  3.     To  find  the  stresses  on  its  pieces,  conceive 
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half the  weight  of  a  division  of  the  roof  to  be  concentrated  at  the 
point  1,  and  proceed  as  in  Article  339,  Case  I.,  p.  469. 

1  3  4  is  a  secondary  truss,  supporting  the  middle  point  5  of  the 
rafter  by  the  aid  of  the  strut-brace  4  5.  Conceive  one  quarter  of  the 
weight  of  a  division  of  the  roof  to  be  concentrated  at  5,  and 
proceed  as  in  Article  119,  figs.  102,  103,  p.  182. 

5  6  3,  1  7  5,  are  smaller  secondary  trusses,  similar  to  1  3  4,  but  of 
half  the  dimensions,  and  each  sustaining  one-eighth  of  the  weight  of 
a  division  of  the  roof. 

The  points  of  support  of  the  rafter  may  thus  be  multiplied  to 
any  required  extent 

The  total  or  resultant  stress  on  each  portion  of  each  bar  of  the 
truss  is  to  be  determined  by  the  aid  of  the  principle  of  Article  1  1, 
p.  184. 

Thus  the  pull  on  the  middle  division  of  the  great  tie-rod  is 
simply  that  due  to  the  primary  truss,  12  3.  The  pull  on  4  7  is 
simply  that  due  to  the  secondary  truss  14  3.  The  pulls  on  5  7  and 
5  6  are  simply  those  due  to  the  smaller  secondary  trusses  1 5  7,  5  6  3. 
The  pull  on  1  7  is  the  sum  of  those  due  to  the  trusses  14  3  and  17  5. 
The  pull  on  6  4  is  the  sum  of  those  due  to  the  trusses  12  3  and  14  3. 
The  pull  on  6  3  is  the  sum  of  those  due  to  the  trusses  1  2  3,  1  4  3, 
and  5  6  3.  The  thrust  on  each  of  the  four  divisions  of  the  rafter  1  3 
is  the  sum  of  three  thrusts,  due  to  the  primary  truss,  the  larger 
secondary  truss,  and  one  of  the  smaller  secondary  trusses  re- 
spectively. 

As  to  the  effect  of  cambering  Hie  principal  tie  by  bracing  it  up 
*o  the  top  of  the  truss,  see  Article  119,  fig.  100,  p.  181. 

In  the  construction  of  iron  roof-trusses  the  rafters  are  usually 
made  of  T-shaped  or  H-shaped  iron  bars,  and  the  struts  of  T-iron 
or  angle  iron  bars,  or  any  convenient  form  for  resisting  thrust. 
As  to  the  strength  of  struts  of  these  and  other  figures,  see  Article 
366,  pp.  521  to  524.  The  divisions  of  a  rafter,  and  also  the 
struts,  may  be  considered  as  hinged  at  the  ends.  For  the 
struts,  cast  iron  is  sometimes  employed.  (See  Article  365,  p. 
520.)  The  smaller  ties  are  usually  round  or  square  rods;  the 
larger  ties  are  sometimes  flat  bars  set  on  edge.  The  foot  of  a 
rafter  may  be  connected  with  the  end  of  the  great  tie-bar  by  a  gib 
and  key  traversing  an  oblong  slot  (Article  361,  p.  516);  or  the 
foot  of  the  rafter  may  abut  into  a  cast  iron  shoe,  to  which  the  tie- 
rod  may  be  fastened  by  a  key,  a  pin,  or  a  screw  and  nut.  (Article 
362,  p.  516.)  The  oblique  and  vertical  ties,  or  suspending-pieces, 
generally  have  jaws  or  forks  at  their  upper  ends,  where  they  are  hung 
from  the  rafters  by  means  of  pins,  and  screws  at  their  lower  ends, 
where  they  are  connected  with  the  struts  and  with  the  great  tie-bar 
by  means  of  pinching  nuts.     A  central  vertical  suspending-rod  is 
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called  a  "king-bolt;"  lateral  vertical  suspending-rods  are  called 
"  queen-bolts." 

A  roof  may  have  arched  iron  ribs  instead  of  rafters.  As  to 
their  strength,  see  Article  374,  pp.  537  to  542.  As  to  the  stress 
on  a  semicircular  rib,  see  the  formula  for  such  ribs  when  made  of 
timber.  Article  345,  pp.  481,  482. 

A  simple  and  light  roof  for  moderate  spans  is  made  by  using 
bent  sheets  of  corrugated  iron  so  as  to  act  at  once  as  a  covering  and 
an  arch,  the  thrust  at  the  foot  being  resisted  by  horizontal  tie-rock 
As  to  the  strength  of  corrugated  iron,  see  Article  375,  p.  543. 

377.   Iron    Braced    Girder*— General    Design. — Iron    trusses  Of 

braced  girders  are  analogous,  in  their  figure  and  in  the  action  of 
the  load  upon  them,  to  the  timber  "bridge  trusses"  already  described 
in  Article  341,  p.  475,  and  the  same  formulae  are  to  a  great  extent 
applicable  to  both.  The  chief  differences  are,  that  pieces  which 
act  alternately  as  struts  and  as  ties  are  more  frequently  found  in 
iron  than  in  timber  trusses;  and  that  in  iron  trusses  figures 
frequently  occur  which  resemble  those  of  timber  trusses  inverted, 
so  that  the  ties  become  struts  and  the  struts  ties. 

For  the  distribution  of  the  load  amongst  a  set  of  parallel  bridge- 
girders,  see  pp.  475  to  477. 

Hie  following  are  examples  of  the  general  designs  of  iron  braced 
girders: — 

L  Triangular  Truss.— (See  fig.  252.)    This  exactly  resembles 

the  triangular  timber  truss,  fig:  207, 
p.  470,  inverted;  B  B  being  a  strut* 
supported  in  the  middle  by  the  strut 
D,  and  the  tie-rods  A  and  C.  The 
stress  on  each  of  its  pieces  may  bft 
computed  by  means  of  the  formulae  1,  p.  470,  substituting  thrust 
for  tension,  and  tension  for  thrust. 

If  each  of  the  divisions,  B,  B,  of  the  horizontal  strut  acts  also 
as  a  beam,  supporting  a  distributed  load,  the  greatest  intensity  of 
thrust  amongst  its  particles  is  to  be  computed  by  the  formula 
(already  given  for  arched  ribs), 


Fig.  252. 
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in  which  H  is  the  horizontal  thrust,  computed  as  in  p,  470; 
M,  the  bending  moment ; 
A,  the  sectional  area  of  the  strut  B  B ; 
A,  its  depth; 

q,  a  factor  depending  on  its  figure,  as  to  which,  set 
Article  179,  p.  295. 
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By  transposing  p  and  A  in  equation  1,  above,  it  becomes  a 
formula  for  computing  the  required  sectional  area,  p  being  made 
equal  to  the  greatest  working  thrust  per  square  inch. 

II.  Trapezoidal  Truss. — (See  fig.  253.)  This  resembles  the 
trapezoidal  timber  truss,  fig.  209,  p.  470,  inverted;  B  B  B  being 
a  horizontal  strut,  supported  by 
vertical  struts  K,  K ;  A,  F,  and 
C,  are  the  principal  ties;  G,  Gf 
tie-braces,  which  act  only  when 
the  points  5  and  6  are  unequally 
loaded.  Fig.  253, 

.    The  greatest  stress  on  the  principal  pieces  takes  place  when 
both  points  5  and  6  are  fully  loaded. 

Let  W  denote  the  greatest  load  on  each  of  these  points  (in- 
cluding one-quarter  of  the  weight  of  the  truss  itself); 

c,  the  half-span  of  the  truss; 

x,  the  distance  of  each  of  the  points  5  and  6  from  the  middle 
of  the  span; 

k,  the  depth  of  the  truss,  measured  from  the  centre  of  the 
horizontal  strut  B  B  B  to  the  centre  of  the  horizontal 
tieF; 

H,  the  total  thrust  along  B  B  B,  and  total  tension  along  F ; 

T,  the  total  tension  on  each  of  the  inclined  ties,  A,  0 ; 
then 

H  =  W(c-<e)-*;  T=  ^(EP  +  W*). (2.) 

To  find  the  greatest  amount  of  tension,  S,  on  each  of  the 
diagonal  braces,  G,  G,  let  W  be  the  greatest  excess  of  the  load  on 
either  of  the  points,  5,  6,  above  the  load  on  the  other  point;  then 
(as  in  equation  4,  p.  477), 


S 
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+  W 


c  — 
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(3.) 


G  being  the  weight  of  one  of  the  braces. 

The  greatest  thrust  on  each  of  the  vertical  struts  K,  K,  is  given 
by  the  expression, 

(3  a.) 


V  =  W'-^+?  +  K  +  G; 
2  e       4 


in  which  B  denotes  the  weight  of  the  horizontal  strut  B  B  B,  and 
K  that  of  the  upright  itself 

III.  Zig-zag  Truss,  or  Warren  Girder. — This  girder  consists  of 
tipper  and  lower  horizontal  booms,  the  former  of  which  acts  as  a 
•tint,  and  the  latter  as  a  tie,  in  resisting  the  bending  action  of.  the 
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Fig.  254. 


load ;  of  a  series  of  diagonal  braces  forming  a  zig-zag,  which  resist 
the  shearing  action  of  the  load  by  thrust  and  tension  alternately; 

and  in  some  cases  of  a  series 

3         -A 0 ,__._^     of  vertical  suspending-rods  to 

/        hang  cross-joists  from  the  upper 
row  of  joints,  such  as  1,  3,  5, 
—  N  —  1,  in  fig.  255. 

Fig.  254  represents  the  gene- 
ral design  of  a  Warren  girder 
suited  for  supporting  a  platform  above  it,  at  the  points  marked 
with  the  even  numbers,  2,  4,  6,  <fcc.  (as  in  the  Crumlin  Viaduct, 
fig.  228,  p.  494).  Fig.  255  represents  the  general  design  of  a 
Warren  girder  suited  for  supporting  a  series  of  cross-joists  below 
it,  hung  from  all  the  joints,  1,  2,  3,  4,  5,  6,  <fcc.,  N  —  1. 

The  actions  of  the  load  on  this  girder  are  computed  by  the 
method  already  explained  in  Article  160,  pp.  230  to  243,  as  ap- 
plied to  a  beam  loaded  at  detached  points.     When  every  joint  is 


equally  loaded  (as  in  fig.  255),  the  formula  for  the  bending  moment 
at  any  cross-section  is  that  of  Article  161,  Case  VIII.,  p.  247.  In 
computing  the  shearing  force,  regard  must  be  had  to  the  action  of 
a  travelling  load,  as  explained  in  Article  161,  Case  IX.,  pp.  247, 
248. 

The  most  convenient  method  of  computing  the  stress  on  each 
piece  of  a  Warren  girder  is  by  means  of  a  series  of  additions  and 
subtractions,  general  formuhe  being  only  used  to  check  the  ac- 
curacy of  the  results. 

The  first  step  is  to  number  all  the  joints  of  the  girder,  as  in  the 
figures,  designating  one  of  the  points  of  support  as  0,  and  the 
other  as  N ;  N  being  the  number  (always  even)  of  equal  horizontal 
divisions  into  which  those  joints  divide  the  span.  Let  n  denote 
the  number  affixed  to  any  particular  joint; 

I,  the  span  of  the  girder; 

k,  its  depth,  from  centre  to  centre  of  the  horizontal  booms; 

8,  the  length  of  each  diagonal  brace ; 


(-V*+£)» 


F„  the  shearing  action  at  a  cross-section  between  the  joints  » 
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and  n  + 1 ;  thus,  F0  is  the  shearing  action  between  0  and  1 ; 

Fj,  between  1  and  2,  &c. 

H.,  the  pull  or  thrust,  as  the  case  may  be,  upon  that  piece  of  a 

horizontal  boom  which  lies  between  the  joints  n  —  1  and  n  + 1 ; 

that  is,  opposite  the  joint  n;  for  example,  H1  is  the  tension  on 

0  2  in  fig.  255,  or  the  thrust  on  0  2  in  fig.  254 ;  H2  is  the  thrust 

on  1  3  in  fig.  255,  or  the  tension  on  1  3  in  fig.  254 ;  and  so  on. 

The  most  severe  bending  action  at  each  cross-section  takes  place 

when  the  girder  is  loaded  over  the  whole  span ;  the  most  severe 

shearing  action  at  any  given  cross-section,  when  the  larger  segment 

of  the  span  is  loaded  and  the  shorter  unloaded;  therefore  the 

former  supposition  must  be  made  in  computing  the  stress  on  the 

horizontal  booms,  and  the  latter  in  computing  the  stress  on  the 

diagonal  braces. 

Two  cases  maybe  distinguished;  that  of  fig.  255,  in  which  the 
load  is  applied  at  every  joint,  and  that  of  fig.  254,  in  which  the 
load  is  applied  at  the  joints  marked  with  even  numbers  only. 
The  former,  though  the  more  complex  in  construction,  is  the 
simpler  in  calculation,  and  is  therefore  taken  first. 

Case  I. — Each  joint  loaded.  Let  the  fixed  part  of  the  load  on 
each  joint  be  w,  the  rolling  part  w' ;  so  that 

W  =  (M7  +  «0(N-1), (4.) 

is  the  full  load  of  the  girder. 

To  find  the  Horizontal  Stresses. 

Compute  the  supporting  pressure  (F0)  at  each  of  the  points  0 
and  N  by  taking  half  the  lull  load;  that  is  to  say, 

ro  =  y=(w,  +  tt0'— 2~ (5> 

Then  compute  the  first  term,  and  by  successive  subtractions  of 

the  quantity  -^-r  (to  +  uf),  all  the  other  terms,  of  the  following  series, 

which  is  that  of  the  shearing  actions,  each  multiplied  by  the  ratio 
of  the  length  of  one  horizontal  division  of  the  span  to  the  depth  of 
the  girder. 

»  w. 


NAT0' 


NA;F2""N>fe 


<fcc.  =  <kc. 


(6.) 
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Then  the  series  of  horizontal  stresses  on  the  several  divisions 
of  the  booms  are  to  be  computed  by  successive  addition*,  as 
follows : — 

I 


^"WZ^oJ 


N* 


I 


(7.) 


<fec  =  <fec 

The  test  of  the  accuracy  of  this  series  of  calculations  is,  that  for 
the  middle  horizontal  piece,  whose  number  is  N  -?-  2,  it  should  give  a 
result  agreeing  with  that  of  the  following  formula : — 

s»=o(»+4 (a) 

This  is  the  maximum  value  of  H,  which  has  equal  values  for 
pieces  equally  distant  from  the  middle  piece. 

The  value  of  H  for  any  particular  piece  whose  number  is  n  may 
be  tested,  if  required,  by  the  following  formula : — 


•cr        *    /         ^  nOX-n) 


•<?•) 


To  find  the  Diagonal  Stresses  due  to  the  fixed  part  of  the  Load. 

Let  the  stress  produced  by  the  fixed  part  of  the  load  on  the 
diagonal  brace  which  lies  between  the  joints  n  and  n+1  be 
denoted  by  T„.  This  will  be  a  pull  or  a  thrust  alternately,  ac- 
cording as  the  brace  in  question  slopes  downwards  or  upwards 
towards  the  middle  of  the  span.  The  values  of  this  stress  are 
computed  by  a  series  of  subtractions  of  the  constant  difference 


s  w 

T 


as  follows: — 


«.     .  _       8  Uf 

TX=T0-T; 
T  -T  -— • 


.(10.) 
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and  the  accuracy  of  the  calculations  is  tested  by  the  rule,  that  for 
the  braces  adjoining  the  middle  joint  of  the  girder,  the  result 
should  be  s  w-i-2  k. 

To  find  the  Diagonal  Stresses  due  to  the  rotting  part  of  the  Load. 

These  stresses  are  proportional  to  the  series  of  "triangular 
numbers,"  0,  1,  3,  6,  10,  &c,  which  result  from  the  successive  ad- 
dition of  the  natural  numbers,  1,  2,  3,  4,  (fee. ;  and  they  are  to  be 
computed  as  follows: — By  successive  additions  of  the  common 

difference  -^  , ,  form  the  following  arithmetical  series,  containing 

N  — 1  terms, 

N*'  *  N*'  *  N*'  **  '  '  '         N  h      > (lL) 

the  accuracy  of  the  additions  being  tested  by  the  direct  computation 
of  the  last  term  of  the  series.  Then  compute  the  following  series 
of  N  stresses,  by  beginning  with  0,  and  adding  successively  the 
terms  of  the  preceding  series ; 

S0  =  0; 


s,=^;+2 


8  lit 


&c.  =  <kc 


(12.) 


and  test  the  accuracy  of  the  calculation  by  the  direct  computation 
of  the  last  term,  viz. : — 

8,.=^ (13.) 

Divide  this  series  of  N  terms  into  two  halves,  and  range  the 
terms  of  the  second  half  beside  those  of  the  first  half  in  inverted 
order;  thus 


i 


s 


a 


8,-s 


Si. 
(fee. 


<fec. 


.(14.) 
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Then  for  any  given  diagonal,  whose  number  is  n  (that  is,  which 
lies  between  the  joints  n  and  n  +  1),  the  quantity  corresponding  to  that 
number  in  the  first  column  (S.)  will  be  the  greatest  stress  produced 
by  the  rolling  load,  of  the  contrary  kind  (thrust  or  pull),  to  that  pro- 
duced by  the  fixed  load ;  and  the  quantity  in  the  same  line  of  the 
second  column  (SK_W_ ,)  will  be  the  greatest  stress  produced  by  the 
rolling  load,  of  the  same  kind  with  that  produced  by  the  fixed  load. 

To  find  tlie  greatest  resultant  Stress  on  each  Diagonal  Brace. 

(1.)  For  the  braces  which  slope  upwards  towards  the  middle  of 
the  span,  take  the  sum  of  the  stress  due  to  the  fixed  load,  and  the 
greatest  stress  of  the  same  kind  due  to  the  rolling  load,  as  expressed 
by  the  formula, 

T.  +  S,...,; (15.) 

the  result  will  be  the  most  severe  stress,  and  will  be  a  thrust. 

(2.)  For  the  braces  which  slope  downwards  towards  the  middle 
of  the  span,  make  the  same  calculation;  the  result  will  be  the 
greatest  stress,  and  will  be  tension. 

But  when  a  piece  of  wrought  iron  is  exposed  alternately  to 
tension  and  thrust,  the  thrust,  although  less  than  the  tension,  may 
be  more  severe,  on  account  of  the  smaller  capacity  of  the  material 
for  resisting  it  To  ascertain  whether  this  is  the  case  for  any  parti- 
cular brace  sloping  downwards  towards  the  middle  of  the  span, 
compare  the  tension  produced  by  the  fixed  load  (Tw)  with  the 
greatest  thrust  produced  by  the  rolling  load  (S„) ;  and  if  the  latter  is 
the  greater,  the  excess 

S.-T., (16.) 

will  be  the  greatest  thrust  to  be  borne  by  the  brace  in  question. 

Case  II. — The  joints  marked  with  even  numbers  loaded,  the  others 
unloaded.     In  this  case  the  full  load  is  expressed  as  follows : — 


W  =  («+«0-(!-l) (17.) 


To  find  the  Horizontal  Stresses 
compute  the  supporting  pressure  at  the  point  0  as  follows : — 


f0=J=(«,+«/)-(~) (ia) 


Then  compute  the  following  series,  of  which  the  terms  are  equal 
by  pairs,  each  pair  being  less  than  the  preceding  by  the  difference 
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_  *     "P L_  "P  • 

I  I  I  I 


....(19.) 


<fec,     <fcc.,     <fec. 

The  test  of  the  accuracy  of  these  calculations  is,  that  for  the  division 
adjoining  the  middle  joint,  the  result  should  be  as  follows : — 

If  the  middle  joint  is  loaded ;  that  is,  if  „  is  even,  — ~ —  J 

If  the  middle  joint  is  unloaded ;  that  is,  if  —  is  odd ;  0. 

The  series  of  horizontal  stresses  are  computed  by  successive  ad- 
ditions, precisely  as  in  Case  L,  viz. : — 

Hi=ir*F«;  H*=Hi+ioFi;  ** <20) 

The  test  of  the  accuracy  of  this  series  of  calculations  is,  that  for 
the  middle  horizontal  piece  it  should  give  a  result  agreeing  with 
that  of  one  or  other  of  the  following  formulas : — 

If  N  ~  2  is  even, 

h?=~  (w+«0; (21.) 

If  N  -s-  2  is  odd, 


HSJtnft-,<-+"')- (22,) 


To  find  the  Diagonal  Stresses, 

the  calculations  are  the  same  as  in  Case  I.,  with  the  following 

modifications : — 

N 
Throughout  all  the  calculations,  -=  is  to  be  substituted  for  N;  that 

N 
is  to  say,  the  girder  is  to  be  treated  as  having  -=  instead  of  N  divisions. 

N 
Each  of  the  series  (10),  (12),  has  -=  instead  of  N  terma 

N 
The  series  (11)  has-g  — 1  instead  of  N— 1  terms. 

If  Nh-  2  is  odd,  there  will  be  a  middle  term  in  the  series  (12); 
and  when  the  second  half  of  the  series  is  ranged  in  inverted  order 
beside  the  first  half,  as  in  the  table  (14),  that  middle  term  is  to  be 
written  at  the  bottom  of  each  column. 
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Each  of  the  results  denoted  by  T  and  S  in  the  series  (10)  and 
(14),  and  by  their  sums  and  differences  in  the  formula)  15  and  16, 
applies  to  a  pair  of  adjacent  diagonal  braces,  one  sloping  upwards 
and  the  other  downwards  towards  the  middle  of  the  span.     Thus 

To*  So,  3j!_  i,  aPPty  to  the  braces  0  and  1 ; 
TpS,,^,,  „        „  „     2  and  3; 

"i 

and  generally, 
Tw  S„  8*  _       ,applytothebraces2nand2n  +  l. 

The  ordinary  angle  of  inclination  of  the  braces  in  the  Warren 
girder  is  60° ;  in  which  case  some  labour  of  calculation  is  saved  by 
the  fact  that  the  length  of  a  brace,  *,  is  equal  to  the  distance  from 
joint  to  joint  along  one  of  the  booms,  2  I  -f-  N. 

Example  of  Case  II. — Suppose  the  design  of  the  girder  to  be  as  in 
fig.  254,  and  to  consist  of  17  equilateral  triangles,  so  that  N  =  18; 

also  let  the  loads  on  each  of  the  points  2,  4.  6.  8,  10,  12,  14,  16,  be 
respectively 

fixed,  w=  12,000  lbs. 

rolling,  «/  =  18,000  lbs.     • 

This  is  nearly  the  case  for  a  railway  bridge  girder  of  160  feet  span, 
supporting  half  the  load  of  a  lin  e  of  rails.     The  supporting  pressure  is 

F0  =  (to  +  u/)-  (?-!)  =  120,000 lbs. 

The  following  table  shows  the  calculation  of  the  horizontal 


N*  («+«0 

n 

Lbs. 

Lbs. 

o,i8 

69282*0 

i7320'5 

M7 
2,16 

69282*0 

5x9*l"5 

i733°'5 

3,^5 
4,i4 

5Io6l'5 
34641*0 

i7320#5 

5,i3 

6,12 

34641*0 
173205 

i732°#5 

7," 
8,io 

173*0*5 

0 

9 

0 

Lbs. 

69282*0  thrust 
138564*0  pull 
190525*5  thrust 
242487*0  pull 
277128*0  thrust 
311769*0  pull 
329089*5  thrust 
34641 00  pull 
346410*0  thrust  (Middle  piece) 
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The  verification  of  the  last  result  is, 

Hg  =  ^^  (w  +  «0  =  20  x  17320-5  .  346410. 

The  following  are  the  calculations  of  the  stresses  on  the  braces, 
due  to  the  fixed  load : — 


T»=A 

8  10 


8W  /N 


G-D- 


13856-4x4  =  55425-6 


k 
Lbs. 


138564 
13856*4 
138564 
13856-4 


Lbs. 
554256 

415692 
27712.8 

138564 


n,  for  braces  to  which  the 
results  are  applicable  as 

Throat.  Pull. 

I,i6  0,17 


3,W 
5," 

7,IO 


2,15 

4>*3 
6,11 


8,9 


The  following  table  shows  the  calculation  of  the  greatest  stresses 
produced  by  the  rolling  load : — 


2svf 

S 

if,  for  braces  to  which  the 

N* 

results  are 

applicable  as 

Lbs. 

Lbs. 

Lbs. 

Throat 

PulL 

O 

0,17 

1,16 

2309-4 

2309-4 

4618-8 

2309-4 

2,15 

3,14 

23094 

6928-2 

6928*2 

4,13 

5>« 

2309-4 

92376 

138564 

6,11 

7,10 

2309-4 

1 1547  0 

230940 

8,9' 

9,8 

2309*4 

I3856-4 

34641-0 

10,7 

11,6 

2309-4 

16165-8 

48497*4 

12,5 

13,4 

2309-4 

18475-2 

64663*2 

M,3 

1&2 

831384 

16,1 

17,0 
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The  verification  of  the  accuracy  of  the  additions  is  given  by  the 
following  calculation : — 

IT  G[  ~  D  =  20m'6  x  4  =  83138'4 

The  following  table  shows  the  combined  actions  of  the  fixed  and 
rolling  loads  on  the  braces;  S'  denoting,  for  brevity's  sake,  the 
smaller  value  of  S  for  the  given  brace.  Thrusts  are  denoted  by  t, 
pulls  by  p : — 


n 

T 

S 

S' 

T  +  S 

S'-T 

Lbs. 

Lbs. 

Lbs. 

Lbs. 

Lbs. 

0,17 

55425-°*  P 

83138*4  P 

O   t 

138564-0  p 

1,16 

55425*6  t 

83138-4  t 

0  p 

138564-0  t 

2,15 

415692  p 

64663*2  p 

23094  t 

106232*4  p 

3>*4 

41569-2  t 

64663*2  t 

23094  p 

106232*4  t 

4,13 

277 12'8  p 

48497*4  P 

6928-2  t 

76210-2  p 

5," 

277128  t 

48497*4  * 

6928*2  p 

76210*2  t 

6,11 

138564  P 

346410  p 

13856-4  * 

48497*4  P 

0 

7,10 

13856-4  t 

34641 0  J 

138564  P 

48497*4  * 

0 

8,9 

0 

230940  p 

23094*0  t 

230940  p 

23094  c 

The  accuracy  of  the  numbers  in  the  columns  headed  T  +  S  and 
S'-T  may  be  checked  by  setting  down  the  former  in  direct  order, 
and  the  latter  in  inverted  order,  and  taking  their  second  differences, 
which  ought  to  be  constant,  and  equal  to  2  *  «/~N  k;  that  is,  in 
the  present  case,  2309*4.     The  following  is  the  process :— 


First  Dift 

8eoondDi& 

138564*0 

3233x*6 

106232*4 

30022*2 

2309*4 

76210*2 

27712-8 

2309-4 

48497 '4 

23094 

23094-0 


25403*4 

23094-0 


23094 


It  appears  from  the  values  of  S'-T  that  in  the  example  chosen 
the  two  middle  braces  alone  act  alternately  as  struts  and  ties  under 
a  rolling  load. 

It  is  unnecessary  to  give  a  numerical  example  of  the  calculations 
in  Case  L ;  for  they  differ  from  those  in  Case  II.  only  in  being 
more  simple. 

IV.  An  Iron  Lattice  Girder  consists  essentially  of  a  pair  of 
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horizontal  booms  to  resist  the  bending  action  of  the  load,  and  of 
two  series  of  diagonal  braces,  inclined  opposite  ways,  usually  at  45°, 
to  resist  the  shearing  action.  There  may  also  be  upright  ribs,  one 
at  each  loaded  point,  and  one  or  more  at  each  point  of  support,  to 
distribute  the  load  and  the  supporting  pressures  amongst  the 
diagonal  braces.  Although  these  upright  pieces  are  not  absolutely 
essential,  except  at  the  points  of  support,  it  is  advisable  not  to  omit 
them.  Their  strength  is  to  be  fixed  according  to  the  same  prin- 
ciples with  that  of  the  upright  ribs  of  plate  girders;  Article  370, 
Division  VI.,  p.  530. 

To  compute  the  stresses  on  the  pieces  of  a  lattice  girder,  one  of 
its  points  of  support  is  to  be  designated  as  0  and  the  other  as  N, 
(N  being  the  number-  of  divisions  into  which  the  loaded  points 
divide  it);  and  the  loaded  points  are  to  be  numbered  consecutively 
from  1  to  N  —  1. 

In  computations  respecting  the  shearing  action  of  the  load,  F0  is 
to  designate  the  shearing  action  in  the  division  of  the  girder 
between  0  and  1,  F,  between  1  and  2,  <fec.,  and,  generally,  F. 
between  n  and  n  + 1 ;  but  in  computations  respecting  the  hori- 
zontal stresses,  which  depend  on  the*  bending  action,  H1  is  to  denote 
the  stress  on  the  booms  at  a  vertical  section  traversing  the  point  1, 
Ac. 

This  being  understood,  the  calculation  of  the  thrusts  and  pulls  on 
the  horizontal  booms  is  to  be  proceeded  with  precisely  as  for  Case 
I.  of  a  zig-zag  girder;  formulae  5  to  9,  pp.  551,  552. 

To  find  the  stress  on  the  lattice  work,  compute  the  two  series  of 
quantities  Tw  +  Sj,_w_„  Sw  —  T„  for  the  several  divisions  of  the 
girder,  as  for  a  zig-zag  girder,  Case  I.,  formulae  10  to  16,  pp.  552  to 
554,  and  assume  each  of  those  forces  to  be  equally  distributed  amongst 
the  lattice  bars  that  traverse  the  division  of  the  girder  to  which  it 
belongs.  This  assumption  of  equal  distribution  is  not  exact;  but 
its  errors  are  not  of  practical  importance. 

If  the  loaded  points  are  numerous  and  near  each  other,  the 
girder  may  be  treated  as  an  uniformly  loaded  beam,  Article  161, 
Case  VI.,  p.  246;  and  Case  IX.,  p.  247. 

V.  Zig-zag  and  Lattice  Continuous  Girders. — In  both  these 
classes  of  girders  the  effect  of  continuity  over  the  piers  may  be 
computed  as  follows : — 

Calculate  the  horizontal  stress  on  each  division  of  the  girder, 
when  fully  loaded,  on  the  supposition  that  it  is  discontinuous  at  the 
piers;  and  let  Hm  be  the  result  thus  obtained  for  the  middle 
horizontal  bar.     Then 

2»W         (23.) 
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will  be  the  tension  on  the  upper  boom,  and  thrust  on  the  lower  boom 
of  a  continuous  girder,  over  the  piers,  when  its  spans  are  alternately 
loaded  and  unloaded;  and  the  difference  between  this  and  the 
stress  H.  already  calculated  for  any  given  bar  of  the  girder  sup- 
posed discontinuous,  will  be  the  stress  on  that  bar  when'the  girder 
is  continuous  and  loaded  on  alternate  spans;  that  is  to  say, 

H.-^ (24) 

When  this  expression  is  negative  (that  is,  when  H,  is  the  greater 
term),  the  kind  of  stress  is.  reversed.  When  it  is  =  0,  it  indicates 
a  point  of  contrary  flexure. 

378.   Iran    Braced    Girder*— Ctnincttoi. — L  General  Remark. 

Various  iron  trusses  or  braced  girders  have  been  made,  in  which 
the  struts  are  of  cast  iron  and  the  ties  of  wrought  iron,  advantage 
being  thus  taken  of  the  greater  resistance  of  cast  iron  to  crushing 
and  of  wrought  iron  to  tearing;  but  the  greater  pliability  and 
brittleness  of  cast  iron,  and  the  rapid  diminution  of  its  resistance 
to  crushing  as  the  proportion  of  length  to  diameter  increases  (as  to 
which  see  Article  366,  p.  521),  have  led  to  the  general  employment 
of  wrought  iron  for  the  struts  as  well  as  for  the  ties,  care  being 
taken  that  the  struts  are  of  figures  suited  to  resist  a  thrust,  by  having 
sufficient  lateral  stiffness.  When  a  piece  acts  alternately  as  a  strut 
and  as  a  tie,  it  must  have  sufficient  total  sectional  area,  andt 
sufficient  stiffness,  to  resist  the  greatest  thrust  that  can  act,  and 
sufficient  effective  sectional  area  to  resist  the  greatest  tension 
which  can  act  along  it  The  straight  lines  of  resistance  which 
connect  the  centres  of  the  joints  with  each  other  ought  as  nearly 
as  practicable  to  coincide  with  the  centres  of  the  cross-sections  of 
the  several  bars  of  the  framing,  in  order  to  prevent  unequal  stress. 
(See  paper  by  Mr.  C.  E.  Reilly,  Proc.  Inst.,  25th  April,  1865.) 

II.  The  Trapezoidal  Truss,  already  treated  of  in  the  preceding 
Article,  p.  549,  and  represented  in  fig.  253,  was  used  on  an 
enormously  large  scale  by  the  second  Brunei  in  the  railway  viaduct 
over  the  Wye  at  Chepstow,  the  largest  span  of  which,  of  about 
300  feet,  is  crossed  by  two  parallel  and  similar  girders,  of  the 
following  construction : — The  horizontal  strut  B  B  B  is  a  cylindrical 
plate  iron  tube  9  feet  in  diameter,  and  gths  of  an  inch  thick,  stif- 
fened by  transverse  circular  partitions  or  "diaphragms"  at  in- 
tervals. It  is  supported  at  the  ends  upon  cast  iron  saddles,  resting 
on  cast  iron  pillars.  The  effective  depth  of  the  truss,  denoted  by  k 
in  the  formulae,  is  about  50  feet.  Each  of  the  principal  ties, 
A,  F,  C,  and  of  the  diagonal  braces,  G,  G,  consists  of  a  pair  of  flat- 
linked  chains,  attached  to  the  sides  of  the  tube,  and  sufficiently  far 
apart  at  the  level  of  the  bottom  of  the  truss  to  leave  room  for  the 
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traffic  on  a  line  of  rails  between  them.  The  vertical  struts  K,  K, 
are  rectangular  frames  with  openings  sufficient  for  the  same  traffic. 
The  points  1  and  4  form  the  intermediate  supports  of  a  pair  of 
ordinary  plate  iron  girders,  whose  ends  rest  on  the  piers ;  so  that 
for  those  girders  the  span  of  305  feet  is  subdivided  by  the  aid 
of  the  truss  into  three  spans;  the  central  span  being  124  feet, 
and  the  side  spans  each  90£  feet.  Below  the  four  plate  girders, 
thus  hung  from  the  two  great  trusses,  are  attached  the  cross 
joists  of  the  roadway.  The  two  tubes  are  braced  together  hori- 
zontally to  increase  their  lateral  stiffness. 

The  total  fixed  load  of  this  structure  for  one  line  of  rails  is  about 
1^  tons  per  lineal  foot,  or  3,360  lbs.  The  greatest  rolling  load  may 
be  taken,  as  is  usual  in  railway  bridges,  at  one  ton  per  foot,  or 
2,240  lbs. 

The  following  are  the  proportions  per  cent,  in  which  the  fixed 
load  is  distributed : — 

Effective  section  of  tube, 20  per  cent. 

Other  parts  and  appendages  of  tube, ...  15 

Main  chains, 23 

Diagonal  chains, 5 

Upright  frames,  saddles,  &c. , 9 

Plate  girders,  j  oists,  and  roadway, 28 

100 


With  the  fixed  and  rolling  loads  above-mentioned,  the  thrust 
along  the  tube  is  about  3,600 lbs.  per  square  inch  of  section;  so 
that  the  factor  of  safety  is  considerably  more  than  six  for  both 
fixed  and  rolling  loads. 

IIL  Warren  or  Zig-zag  Girders. — In  the  earlier  examples  of 
these  girders,  the  upper  horizontal  strut  or  boom  was  a  tube, 
cylindrical  inside,  and  on  the  outside  resembling  a  cylinder  with 
four  flat  projections  above,  below,  and  at  each  side,  for  the  con- 
venience of  attaching  the  diagonals  to  it  The  strut  braces  were  of 
cast  iron,  and  cross-shaped.  In  later  examples  the  upper  boom  and 
strut  braces  are  made  of  wrought  iron;  the  upper  boom  being 
either  like  a  trough-shaped  girder  built  of  flat  bars  and  angle  iron, 
with  the  flanges  downwards,  or  like  a  box-beam,  and  the  strut- 
braces  H-shaj>ed,  or  cross-shaped,  as  shown  in  fig.  235,  p.  521. 
The  main  tie  or  lower  boom,  and  the  tie-braces,  consist  of  flat  links 
set  on  edge ;  as  to  which,  see  Article  364,  Divisions  II.  and  III.,  pp. 
518,  519.  The  joints  of  the  lower  boom,  and  its  connections  with 
the  braces,  are  made  by  means  of  large  cylindrical  pins.  Such  pins 
also  connect  the  braces  with  the  upper  boom,  whose  side  plates  or 
bars  form  a  channel  into  which  the  ends  of  the  braces  enter  and 

2o  ' 
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fit  The  joints  of  the  horizontal  tie  may  also  be  made  by  fishing 
and  rivetting.  The  whole  structure  has  the  advantage  of  being 
easily  carried  in  pieces  to  its  intended  site,  and  there  put  together. 

If  the  platform  is  hung  below  the  girders,  lateral  stability  is  to 
be  given  to  them  by  making  the  vertical  suspending-pieces,  whereby 
the  cross  joists  are  hung  from  the  higher  joints  of  the  girders,  of  an 
I-shaped  form  of  section,  and  equal,  or  nearly  equal  in  stiffness,  to 
the  platform  joists.  When  the  platform  is  supported  above  the 
girder,  lateral  stiffness  is  to  be  given  by  the  horizontal  diagonal 
bracing  of  the  platform,  and  also  by  vertical  transverse  diagonal 
bracing  between  the  girders;  and  for  this  purpose  rods  of  from  1 
inch  to  1£  inch  in  diameter  are  in  general  sufficient.  (For  details 
of  various  Warren  girders,  see  Humber  On  Iron  Bridges.) 

From  the  manner  in  which  the  parts  of  a  zig-zag  girder  are  con- 
nected together,  it  is  evident  that  its  diagonal  strut-braces,  and  the 
several  divisions  of  its  horizontal  boom,  are  to  be  treated  as  strut* 
hinged  at  the  ends.     (See  Article  366,  p.  523.) 

IV.  Lattice  Girders. — The  forms  and  modes  of  construction  ap- 
plicable to  the  upper  and  lower  booms  of  the  Warren  girder  are 
also  applicable  to  those  of  the  lattice  girder.  The  diagonal  strut- 
braces  are  made  of  any  convenient  shape  that  is  well  suited  to 
resist  thrust ;  their  greatest  breadth  should  be  placed  transversely, 
because  in  the  longitudinal  plane  of  the  girder,  they  are  stiffened 
by  being  bolted  or  rivetted  to  the  tie-braces  at  each  intersection. 
The  holes  made  for  that  purpose  weaken  the  tie-braces,  and  are 
to  be  allowed  for  in  computing  their  strength.  In  the  Boyne 
Viaduct,  the  strut  diagonals  of  the  lattice  girders  are  themselves 
formed  like  small  lattice  beams,  consisting  of  a  pair  of  T-iron  ribs 
connected  together  by  small  diagonal  braces. 

379.  iron  Bowstring  Girders. — The  most  common  kind  of  iron 
bowstring  girder  (fig.  256)  consists  of  a  cast  or  wrought  iron  arch 
or  bow,  springing  from  two  shoes  or  sockets,  which  are  tied 


Fig.  256. 

together  by  a  horizontal  tie ;  the  cross  joists  of  the  platform  are 
suspended  from  the  arch  by  vertical  suspending-pieces,  which  at 
the  same  time  support  the  weight  of  the  tie ;  and  stiffness  to  resist 
a  rolling  load  is  given  by  means  of  diagonal  tie-braces. 

The  proper  figure  for  the  centre  line  or  neutral  curve  of  the  bow 
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is  a  parabola;  but  a  circular  segment  is  often  used  in  practice. 
The  cross-section  of  the  bow,  like  that  of  the  upper  boom  of  a  lattice 
girder,  must  be  of  a  form  suited  for  resisting  thrust  A  cylindrical 
tube  is  the  strongest  form ;  an  inverted  trough-shape,  either  cast,  or 
built  of  plates  and  angle  bars,  is  convenient  for  the  attachment  of 
the  suspending-pieces.  These  have  usually  an  I-shaped  section, 
with  the  greatest  breadth  transverse,  to  give  them  lateral  stability ; 
and  for  the  same  purpose  they  widen  towards  the  bottom,  where 
they  are  rivetted  to  the  ends  of  the  plate  or  box  beams  that  form 
the  cross  joists.  The  main  tie  is  best  made  of  parallel  flat  bars  on 
edge,  and  is  made  fast  to  the  shoes  at  each  end  by  gibs  and  cotters ; 
the  diagonal  braces  are  round  or  flat  rods.  The  stress  on  each 
part  is  found  as  follows : — 

Case  I. — The  girder  stiffened  by  diagonal  braces. 

Let  I  be  the  span,  measured  along  the  centre  line  of  the  main  tie, 
between  the  ends  of  the  centre  line  of  the  bow; 
k,  the  rise  from  centre  line  to  centre  line ; 
tv.  the  fixed  load,  and  )  .,     « ,       .,     r 

J,  the  rolling  lori,      )  P°r  unlt  of  1<m8fl»  of  8PalL 

Then  the  tension  of  the  main  tie,  and  the  horizontal  thrust  at 
the  crown  of  the  bow,  are  given  very  nearly  by  the  formula 

ll  =  (w  +  w,)F-r8k. (1.) 

The  thrust  at  any  other  point  of  the  arch  varies  nearly  as  the 
secant  of  its  inclination ;  or,  to  express  it  in  symbols,  let  x  be  tho 
horizontal  distance  of  the  point  in  question  from  the  middle  of  the 
span;  then  the  thrust  is, 

j{TI*  +  (w  +  itf)*a*} (2.) 

At  the  springing,  for  x  put  1  +  2. 

Let  N  be  the  number  of  parts  into  which  the  vertical  pieces 
divide  the  span,  so  that  there  are  N  —  1  of  those  pieces;  the 
greatest  tension  on  any  one  of  them  is  nearly 

jj — > w 

w1  being  the  fixed  or  dead  load  per  unit  of  length,  exclusive  of  the 
weight  of  the  bow. 

It  is  possible  that  when  the  girder  is  partially  loaded  with  a 
travelling  load,  some  of  the  upright  pieces,  which,  with  a  uniform 
load,  act  as  ties,  may  be  made  to  act  as  struts.  To  find  whether 
this  is  the  case,  number  the  uprights  from  one  end  of  the  girder  \ 
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let  n  be  the  number  of  any  given  upright;  compute  the  value  of  the 
expression 


I 


(*•*-%£*-*)•> w 


if  this  is  positive,  it  gives  the  greatest  thrust  on  the  upright  in 
question;  if  null  or  negative,  it  shows  that  the  upright  never  acts 
as  a  strut. 

The  greatest  tension  produced  by  a  rolling  load  on  any  given 
diagonal  brace  is  given  by  the  expression, 

tt/g*.n(n4l). 
y  2N*    ' K) 

where  8  is  the  length  of  the  given  brace,  y  the  difference  of  level  of 
its  ends,  and  n  and  n  +  \  the  numbers  of  the  uprights  between 
which  it  is  placed. 

Case  II. — The  girder  without  diagonal  braces.  In  this  case 
the  action  of  a  rolling  load  must  be  resisted  by  the  stiffness  of 
the  bow.  The  greatest  stresses  on  the  tie  and  on  the  suspending- 
pieces  are  given  by  tho  expressions  (1)  and  (3)  respectively;  but  the 
bow  becomes  virtually  an  arched  rib  hinged  at  the  ends,  as  to  which 
see  Article  374,  Case  III,  p.  540,  and  Article  180,  Problem  VL, 
pp.  310  to  312.  In  computing  the  quantity  C  by  equation  51  of 
the  last-mentioned  Article,  p.  310,  the  effect  of  change  of  temper- 
ature is  not  to  be  considered,  because  the  bow  and  tie  expand 
equally ;  and  the  term  denoted  by  a  E  Ax  •*- 1  in  that  equation  is  to 
be  replaced  by  uM  -f-  uby  denoting  the  ratio  which  the  greatest  safe 
shortening  of  the  bow  bears  to  the  greatest  safe  lengthening  of  the 
tie.     If  they  are  both  of  wrought  iron,  this  may  be  assumed  as 

approximately  =  ~. 

Case  III. — Bowstring  Suspension  Bridge. — (Fig.  257.)  In  this 
class  of  bridge,  of  which  the  greatest  example  is  that  erected  by  the 


Fig.  257. 

second  Brunei  over  the  Tamar  at  Saltash,  the  tie  hangs  in  a 
catenary  curve,  and  assists  the  bow  in  supporting  the  vertical 
pieces.  The  bow  is  a  wrought  iron  oval  tube  stiffened  by  trans- 
verse diaphragms ;  the  tie  consists  of  a  pair  of  chains. 

In  fixing  the  proportions  of  a  bridge  of  this  kind,  it  is  advisable 
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to  make  the  horizontal  thrust  due  to  the  weight  of  the  bow  balance 
the  horizontal  tension  due  to  the  weight  of  the  tie,  independently 
of  any  additional  load;  and  for  that  purpose,  the  common  hori- 
zontal chord  of  the  two  arcs  should  divide  the  greatest  vertical 
distance  between  their  lines  of  resistance,  A  C,  at  the  point  D, 
into  segments  proportional  to  their  weights;  that  is  to  say, 

Weight  of  bow  :  weight  of  tie  :  sum  of  weights 
AD  DC         :      AC  =  *. 


The  formula?  applicable  to  this  case  are  the  same  with  those  for 
Case  I.  or  Case  II.,  according  as  the  girder  is  enabled  to  resist  a 
travelling  load  by  means  of  diagonal  braces,  or  by  the  stiffness  of 
the  bow  alone. 

380.  Braced  iron  Arches. — This  term  is  applied  to  arches  in 
which  the  arched  rib  and  horizontal  rib  are  so  connected  together 
by  zig-zag  braces  (as  in  fig.  258),  or  by  lattice  work,  in  the  inter- 
vening 8pandril,  that  each  half-arch,  together  with  its  spandril, 
forms  one  stiff  frame  or  truss.  The  best  examples  of  this  kind  of 
arch  are  made  of  wrought  iron ;  amongst  them  may  be  mentioned, 
the  railway  biidge  over  the  Theiss  at  Szegedin,  by  M.  Cezanne 
(Annates  des  PorUs  et  Chaussees,  1850),  which  consists  of  eight 
arches  of  41*418  metres  in 
span  (135*88  feet),  and  the 
bridge  of  the  Paris  and  Creil 
railway  over  the  Canal  Saint- 
Denis,  by  M.  M.  Salle  and 
Mantion  (Annates  des  Ponts  et 
Chaussies,  1861),  consisting  of 
a  single  arch  of  dimensions 
which  will  presently  be  stated. 
Each  of  those  structures  con- 
sists of  four  parallel  frames, 

one  under  each  rail ;  each  frame  consists  of  a  curved  rib,  a  straight 
horizontal  rib,  and  a  zig-zag  series  of  braces,  alternately  vertical 
and  sloping ;  these  pieces  are  built  of  plate  and  bar  iron,  rivetted 
together  so  that  the  whole  frame  acts  like  one  piece.  In  the  Theiss 
bridge,  all  the  pieces  are  I-shaped  in  section,  consisting  of  a  middle 
web  with  flanges  or  tables  connected  to  it  by  angle  irons  and 
rivets;  in  the  Paris  and  Creil  railway  bridge,  the  horizontal  rib  is 
I-shaped,  the  braces  are  cross-shaped,  and  the  curved  rib  consists  of 
a  vertical  web,  with  four  Barlow  rails  rivetted  to  it,  two  on  each 
side ;  and  for  about  one-eighth  of  the  span  on  each  side  of  the  crown, 
the  horizontal  rib  and  curved  rib  have  no  opening  between  them, 
so  that  the  same  vertical  web  serves  for  both.  The  four  parallel 
frames  of  the  arch  are  stiffened  transversely  by  two  sets  of  T-shaped 


Fig.  258. 
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diagonal  stays,  one  connecting  the  horizontal  ribs  together,  and  the 
other  the  curved  ribs. 

It  has  already  been  stated  in  Article  374,  p.  540,  that  M. 
M antion  proposes,  as  the  best  mode  of  constructing  an  iron  arch,  to 
have  hinges  at  the  crown  and  at  the  springing,  as  at  A  and  B,  fig. 
258.  The  arches  of  the  Paris  and  Creil  railway  bridge  are  hinged 
at  the  springing,  but  continuous  at  the  crown;  those  of  the  Theiss 
bridge  are  continuous  at  the  crown,  and  have  flat  abutting  surfaces 
at  the  springing ;  nevertheless,  from  the  smallness  of  those  surfaces 
as  compared  with  the  other  dimensions  of  the  arch,  it  is  probable 
that  the  arches  of  this  bridge  also  act  nearly  as  if  they  were  hinged 
at  the  springing. 

The  following  are  some  of  the  principal  dimensions  of  the  Paris 
and  Creil  railway  bridge : — 

The  length  of  each  semi-arch  is  divided  into  ten  equal  divisions 
horizontally;  there  are  in  each  spandril  eight  vertical  and  six 
diagonal  braces ;  for  two  divisions  and  a-half  adjoining  the  crown 
there  are  no  braces,  the  curved  and  straight  ribs  having  one  web  in 
common. 

Metres.  Feet 

Span  between  axis  of  bearings, 44*846  147*14 

Kise, 4*5  I5"9* 

Inches. 

Depth  of  curved  rib  (=span  -f-  66  nearly), 0*680  2677 

„     of  straight  rib, .". 0*300  ii*8i 

„      of  combined  rib  at  crown, 0*705  27*76 

„      of  braces,  four  longest  at  each  end, 0200  7  87 

„     of  braces,  remainder, 0*150  5*91 

Breadth, )  of  T-shaped  transverse  braces  of  curved    (0*150  5*91 

Depth, j       ribs, \o*o8o  3*15 

Breadth, >  of  T-shaped  transverse  braces  of  straight    (0*125  49* 

/     ribs, \o-of 

\  of  semi-cylindrical  bearings  for  ends  of  JO'l 

Diameter, f     curved  ribs, \o*200  7*87 


Depth, /     ribs, \0060        2*36 

Length, Tjof  semi-cylindrical  bearings  for  ends  of    (0-302 


Length "}  ("1-40  53*11 

Breadth, f  of  cast  iron  abatting-plate,  which  car-  }  1*00  39*37 

f      ries  semicylindrical  bearing, (about  about 

Mean  thickness, J  ^*o8o  3*15 

A^uofCrc^ectton.  mSBS*  £SS 

Combined  rib  at  crown, 59*400  92t>7 

Curved  rib  in  five  divisions  adjoining  the  crown, I from  77j65°     I2°*3<} 

i    to  42*050  75*1** 

Curved  rib— Remainder, 35*950  55*7* 

Horizontal  rib, ifrom  23*2«>  35*96 

1     to  9,700  15*04 

Braces, Jfrom  7»4»2  ll*6o 

\     to  11,505  17*81 

Transverse  diagonal  stays, i^  2^  4™ 

0            ^                                            \     to  1,665  2*58 
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The  horizontal  ribs  perform  the  duty  of  beams  in  supporting 
cross  joists;  for  besides  the  joists  that  lie  directly  above  the 
uprights  of  the  spandril,  there  are  two  intermediate  joists  at  equal 
distances  resting  on  the  horizontal  ribs  in  each  space  between  a 
pair  of  uprights. 

The  following  is  the  load  of  the  structure : — 


Total  for  Double  Line. 
Kilogrammes.  Lba 

Wrought  iron  framework, 125,000 

Dead  load  exclusive  of  iron  frame,  viz.: — 

Timber  platform, 45,000  99,208 

Ballast, 45'125  994^3 

Bails, 6,875  I5»I57 


Lba.  per  Lineal 

Foot  of 
Single  Line. 

275i578  936 


Total  dead  load, 

reatest    working 

estimated    at   4,000   Kilo- 


Greatest    working   live   load,  \ 

:ilo-  I 


grammes  per  metre  of  single  ( 
line,  on  90  m&res, / 


Total  greatest  working  load, , 


97,000 


222,000 


360,000 


582,000 


213,848 
489,426 

793*663 


337 

338 

52 


727 
1,663 

2,697 


1.283,089         4,360 


The  following  are  the  methods  of  computing  the  stresses  on  the 
several  pieces  of  a  braced  iron  arch : — 

For  the  uprights  and  sloping  braces,  use  the  same  rules  as  for  the 
suspending-rods  and  diagonal  braces  of  a  bowstring  girder.  (See 
Article  379,  p.  563).     For  the  arch  proceed  as  follows : — 

Case  I. — When  the  arch  is  hinged  both  at  crown  and  springing, 
the  most  severe  stress  on  the  arc  and 
on  the  horizontal  rib  are  determined  as 
follows,  with  an  approximation  suf- 
ficient for  practical  purposes  (see  fig. 
259):— 

Let  w  be  the  dead  load  per  lineal     ■£ 

foot ;  Fig.  259. 

uf,  the  live  load  per  lineal  foot ; 

c,  the  half  span,  I  of  the  centre  line  of  the  arched  rib  in 
k,  the  rise,  J      feet. 

Then  the  horizontal  thrust  due  to  the  dead  load  is, 


(1.) 


and  to  a  live  load  over  the  whole,  span, 
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ai~   2k' 


(2.) 


and  if  this  be  the  most  severe  way  of  loading  the  arch,  the  required 
sectional  area  at  any  given  point  of  the  arched  rib,  where  its  in- 
clination is  i,  will  be, 

a  _(H0  + Bisect. 

A~       7       ' 


(3.) 


/'  being  the  safe  working  thrust  on  the  material;  or  say  about 
6,000  lbs.  per  square  inch. 

To  ascertain  the  effect  upon  the  curved  and  straight  ribs,  of  load- 
ing one-half  of  the  arch  with  the  live  load,  and  leaving  the  rest 
unloaded,  either  a  geometrical  or  an  algebraical  method  may  be 
followed.  For  the  geometrical  method,  let  A  B,  fig.  259,  be  the 
centre  line  of  the  curved  rib,  O  L  that  of  the  straight  rib;  join 
A  B  with  a  straight  chord.  Let  X  C  M  be  any  vertical  ordinate. 
Then  the  stress  along  the  horizontal  rib  at  X  is, 


HX'MC 
2CX  ; 


.(4.) 


and  this  is  tension  when  X  is  in  the  unloaded  half  of  the  span,  and 
thrust  when  it  is  in  the  loaded  half. 

The  horizontal  component  of  the  greatest  stress  arising  from  a 
rolling  load  on  half  the  span,  at  the  point  C  in  the  arched  rib, 
occurs  when  0  is  in  the  unloaded  half  of  the  rib,  and  is  as  follows : — 


2CX   j 


(5.) 


and  should  this  prove  greater  than  Hv  that  is  to  say,  should  M  X 
be  greater  than  2  C  X,  the  expression  (5)  is  to  be  substituted  for 
Hx  in  equation  3 ;  but  should  M  X  be  not  greater  than  2  C  X, 
equation  3  is  to  be  left  unaltered. 

To  find  the  point  of  greatest  horizontal  stress  in  the  unloaded 
half  of  the  beam,  produce  the  straight  lines  L  O,  B  A,  till  they 
meet  in  N,  from  which  draw  N  C  touching  the  curve  A  C  B;  O 
will  be  the  point  sought 

The  algebraical  formulae  for  the  expressions  (4)  and  (5)  are  as 
follows : — 

Let  O  A  =  a;  OX  =  x;  then, 


Ht    MO  _  Hjfficg-jfcg*) 

2CX    "    2(ac8  +  W); 


(4  a.) 
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H2  •MX_H1(oc2  +  &ca?)  (      . 

2CX    ~  2(ac*  +  kx*) <DA-' 


(a  c*  +  h  a*) 

The  value  of  x  which  makes  the  last  expression  a  maximum  is 
given  by  the  equation 


0X'=MV£ +£-*}• <G-> 


It  is  to  be  observed  that  the  processes  expressed  by  the  formulas 

4,  5,  4  A,  5  a,  6,  are  applicable  only  to  the  openwork  parts  of  the 

frame.     Where  the  horizontal  rib  and  the  arched  rib  are  connected 

by  a  web,  so  as  to  form  virtually  one  rib,  that  rib  is  to  be  con- 

H 
ceived  to  be  under  the  combined  action  of  the  thrust  H0  +  --** 

and  the  Dending  moment 


M'  =  ^ 


MC 


_K1k(cx  —  xi) 

—  3  A  V') 


2c2 

Let  h  be  the  depth  of  the  compound  rib,  and  q  a  co-efficient 
depending  on  its  form  of  section,  as  given  in  pp.  294,  295.  Then 
its  sectional  area  is  given  by  the  equation 


A'-IfMl+li..  H  N_Hi  /*(«  —  «*).  A 


J.H0. 


(8.) 


and  if  Has  area  is  greater  tJian  that  given  by  equation  3,  it  is  to  be 
adopted. 

Case  II. — When  the  rib  is  continuous  at  the  crown,  the  exact 
determination  of  the  state  of  stress  at  different  points  becomes  a 
problem  of  almost  impracticable  complexity;  but  an  approximate 
solution,  sufficient  to  determine  what  sectional  area  is  required  at 
and  near  the  crown,  in  order  to  resist  the  straining  effects  of 
deflection,  yielding  of  the  piers,  and  changes  of  temperature,  may 
be  obtained  as  follows : — 

Compute  a  series  of  values  of  the  expression  q  m'  A2,  as  explained 
in  Article  180,  p.  302,  equation  17,  for  a  series  of  equidistant  cross- 
sections  of  the  entire  iron  frame,  and  use  the  mean  of  all  those 
values  to  compute  the  quantity  C  by  the  following  formula : — 

in  which  a  is  the  enlargement  of  span  due  to  yielding  of  the  piers 
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per  lb.  of  thrust ;  A,,  an  assumed  approximate  sectional 
curved  rib;  E,  the  modulus  of  elasticity; 


a  of  the 


the 

I  j??f  \  of  temperature ;  e,  the  co-efficient  of  expansion  per  degree 
(see  p.  539);  p0,  the  intended  mean  intensity  of  thrust  at  the 
■f  flexure  as  follows : — 


=  (H,  +  H,) 


1+0- 


(10.) 


...    (»  +  «0^. 

m  -       2         TTO- 

let  &g  be  the  depth  of  the  rib  at  tlte  crown,  and  qa  the  valae  of  a 
for  the  same  point;  then  the  corrected  sectional  area  at  the  crown 
will  be, 

When  the  horizontal  rib  of  a  braced  iron  arch  acts  also  as  a 
beam,  the  sectional  area  required  to  resist  at  once  the  direct  strew 
and  the  bending  action  is  to  be  computed  according  to  the  principle 
of  Article  374,  Case  III.,  equation  2,  p.  540. 

381.  ■■mi  Pina. — An  iron  pier  for  supporting  arches  or  girder* 
may  consist  of  any  convenient  number  of  hollow  cylindrical  pillars, 
either  vertical  or  raking,  each  pillar  being  made  of  pieces  of  a 
convenient  length,  turned  or  planed  at  the  ends,  and  united  by  a 
projection  and  socket,  and  also  by  flanges  or  lugs  and  bolts,  as 
explained  in  Article  305,  p.  521,  and  the  several  pillars  being 
connected  together  by  horizontal  and  diagonal  braces.  For  the 
method  of  determining  the  stress  on  each  pillar  and  brace,  see 
Article  348,  pp.  464,  485.  Each  length  of  a  pillar 
between  a  pair  of  braced  points  may  be  considered  as 
a  strut  kinged  at  Oie  ends,  and  its  strength  computed 
accordingly.     (See  Article  305,  p.  521). 

As  an  example  of  piers  constructed  in  this  manner, 
may  be  taken  those  of  the  Crumlin  Viaduct  (fig.  228,  p. 
494),  in  which  the  greatest  height  of  the  rails  above  the 
valley  is  about  200  feet.  Each  pier  consists  of  fourteen 
cast  iron  columns,  in  lengths  of  17  feet,  with  an  uni- 
form external  diameter  of  12  inches,  and  a  thickness  of 
metal  ranging  from  one  inch  at  the  base  to  |  inch  at  the 
top.  The  two  centre  columns  are  vertical ;  the  remain- 
i  such  a  manner  that  while  the  base  of  the  highest  pier 
0  feet  by  27,  the  top  of  each  pier  measures  30  by  18.    The 
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longitudinal  and  transverse  horizontal  braces  are  cast  iron  beams, 
I-shaped  in  section,  and  12  inches  deep;  their  flanges  are  5  inches 
broad.  The  diagonal  braces  in  vertical  and  raking  planes  are  flat 
bars  measuring  4  inches  by  f  inch;  there  are  also  horizontal 
diagonal  braces,  which  are  round  rods  of  2  inches  diameter.  Each 
column  has  a  foot  or  base  from  3  feet  to  5  feet  high,  spreading  to 
3  feet  square,  and  resting  on  a  foundation  of  masonry  to  which  it  is 
bolted  and  joggled.     (See  Humber  On  Iron  Bridges.) 

Wrought  iron  struts  of  suitable  figures  may  be  used  instead  of 
cast  iron  pillars  in  the  construction  of  piers;  and,  like  them,  they 
are  to  be  considered  as  hinged  at  the  points  which  are  fixed  by  the 
bracing.     (See  Article  566,  p.  521.) 

In  some  cases  a  pier  is  made  of  a  single  row  of  hollow  cylindrical 
cast  iron  pillars,  or  even  of  a  single  such  pillar;  in  which  case  the 
greatest  intensity  of  tension  and  of  thrust  are  to  be  computed  as 
follows: — Let  P  be  the  vertical  load  of  one  pillar;  H,  the  hori- 
zontal thrust  applied  to  it,  at  a  height  of  T  above  its  base,  or  above 
the  horizontal  section  at  which  the  stress  is  to  be  calculated;  d,  the 
mean  between  the  external  and  internal  diameters  of  the  pillar; 
A,  its  sectional  area  (=3'1416c?X  thickness  of  metal);  then 

greatest- intensity  of  {  J™^  }  =  L (12*Z  =t=  p)  nearly.  (1.) 

Cases  in  which  the  bending  moment  arising  from  the  thrust 
differs  from  H  Y  will  be  considered  further  on. 

When  a  pillar  simply  rests  on  a  firm  base,  without  being  imbed- 
ded in  the  soil  like  a  pile,  it  is  advisable  so  to  proportion  it 
that  there  shall  be  no  tension  at  any  point  of  its  base ;  and  for  that 
purpose  the  diameter  at  the  base  should  not  be  less  than  that 
given  by  the  following  formula : — 

«=^. <d 

As  examples  of  piers  of  this  class,  may  be  taken  those  used  for 
the  bridges  of  the  Bombay  and  Baroda  railway,  by  Lieutenant- 
Colonel  Kennedy  (see  Civil  Engineer  and  Architects'  Journal, 
September,  1861),  each  consisting  of  three  hollow  cylindrical 
vertical  cast  iron  pillars,  connected  together  by  horizontal  and 
diagonal  braces,  with  the  addition,  in  powerful  currents,  of  a  pair  of 
raking  struts  of  the  same  dimensions  and  construction  with  the 
pillars,  making  angles  of  30°  with  the  vertical.  The  pillars  are 
cast  in  lengths  of  9  feet,  and  are  2  feet  6  inches  in  external 
diameter,  and  1  inch  thick;  the  lengths  are  connected  together 
by  flanges  and  bolts.   For  the  part  above  ground  the  flanges  are 
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external,  and  have  each  12  bolts  of  1  inch  diameter;  for  the 
part  below  ground,  they  are  internal,  and  have  each  10  bolts;  and 
the  diameter  above-mentioned  has  been  adopted  as  the  least  which 
will  easily  admit  of  a  workman's  going  inside  to  fasten  the  bolts  of 
the  internal  flanges.  In  foundations  in  earth  the  lowest  length 
forms  a  screw-pile,  with  a  screw  4  feet  6  inches  in  diameter,  by 
means  of  which  the  pillar  is  screwed  from  20  to  45  feet  into  the 
ground  according  to  the  softness  of  the  material.  Farther  mention 
of  such  piles  will  be  made  in  a  subsequent  chapter,  under  the  head 
of  "  Timber  and  Iron  Foundations."  When  the  ground  consists  of 
rock,  each  pillar  is  inserted  into  a  cylindrical  hole  about  2  feet  deep, 
and  fixed  there  with  cement.  The  three  vertical  pillars  stand  at 
distances  of  14  feet  from  centre  to  centre.  The  horizontal  btacct 
are  of  T-iron,  of  a  sectional  area  between  6  and  6  square  inches ;  the 
diagonal  braces  are  of  angle  iron,  of  a  sectional  area  between  3  and 
4  inches;  each  brace  is  fastened  to  lugs  on  the  pillars,  and  tightened 
at  one  end  by  a  gib  and  cotter. 

The  piers  just  described  have  lateral  stiffness  sufficient  to  with- 
stand the  pressure  of  a  current,  or  of  bodies  borne  along  with  it; 
but  they  are  not  adapted  to  bear  the  thrust  of  an  arch,  unless  it  be 
one  of  very  small  size.  The  superstructure  of  the  bridges  in  which 
they  are  used  consists  of  Warren  girders. 

In  some  lately  erected  bridges,  the  cast  iron  columns  which  form 
the  piers  are  cylinders  of  1  feet,  9  feet,  10  feet,  and  upwards,  in 
diameter,  and  from  1  to  2  inches  thick,  filled  with  concrete  or  with 
rubble  masonry.  The  mode  of  sinking  such  cylinders  will  be 
described  under  the  head  of  "  Timber  and  Iron  Foundation*." 
They  are  capable  of  withstanding  a  considerable  thrust  from  an 
arch. 

For  example,  in  the  Theiss  bridge,  mentioned  in  Article  380, 
n,  565,  each  pier  consists  of  two  cylinders,  side  by  side : — 

The  diameter  of  each  cylinder  is  3  metres,  or  9*843  feet. 

The  thickness, about  1-38    inch. 

The  depth  of  the  springing  of  the  arches  ) 

below  the  centre  line  of  the  horizontal  V     Y*  =  18*93    feet. 

ribs, I 

The  height  of  the  springing  of  the  arches  )      — ■       ,  , 

above  the  base  of  the  pier, f       x  —  °5'4      leet 

The  greatest  thrust  against  a  column  oc- 
curs when  one  of  the  arches  springing 

from  it  is  fully  loaded,  and  the  other        F  =  368,000  lbs. 

unloaded ;  in  this  case  the  vertical  load 

on  one  column  is, 

And   the  excess  of  the  thrust  of  the  I      „        ,  .. 

loaded  over  that  of  tin  -oadosdfld  arch,  f     tt  -3°>.5«>  »* 
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M.  Cezanne,  in  his  account  of  this  bridge  before  referred  to,  con- 
aiders  the  column  as  a  vertical  beam,  acted  upon  by  the  pressure  H 
at  the  springing  of  the  arch,  which  is  resisted  by  the  thrust  of  the 
horizontal  rib  of  Hie  unloaded  arch  at  the  top  of  the  column,  and  by 
that  of  the  foundation  at  its  base,  so  that  the  bending  moment, 
instead  of  being  H  Y,  as  in  equation  1  of  this  Article,  is 


HY  Y' 

Y  +  T;" 


..(3.) 


and  the  greatest 


KC^-1) « 


According  to  these  principles,  the  greatest  intensities  of  the 
stress  in  the  cylinders  of  the  Theiss  bridge  are, 

Thrust,  about  4,3©o  lbs.  per  square  inch. 
Tension,  about  730       „  „ 

382.  SmpaMira  Bridge* — I.  Figure,  Weight,  Arrangement,  and 
Loading  of  Chains  or  Cables. — The  whole  theory  of  the  action  of  an 
uniformly  distributed  load  on  a  suspension  bridge,  when  the  sus- 
pending-rods  are  vertical,  has  been  given  in  Article  125,  pp.  188  to 
191,  and  when  the  suspending-roda  are  oblique,  in  Article  126,  pp. 
191  to  194. 

It  is  advisable  to  make  the  factor  of  safety  for  the  fixed  load 
three,  and  that  for  the  rolling  load  six;  but  in  many  actual  sus- 
pension bridges  the  factors  are  much  less. 

When,  for  reasons  of  practical  convenience,  each  chain  is  made  of 
uniform  sectional  area,  that  area  must  be  proportioned  to  the 
greatest  pull ;  that  is  to  say,  to  the  pull  at  the  points  of  support 
(or  at  the  highest  point  of  support,  if  their  heights  are  unequal) ; 
.  but  a -saving  may  be  made,  both  of  load  and  of  material,  by  making 
the  sectional  area  of  the  chain  at  different  points  vary  as  the  pull ; 
that  is  to  say,  as  the  secant  of  the  angle  of  inclination  of  the  chain. 
The  weights  of  sections  of  the  chain,  extending  over  equal  horizontal 
.distances,  will  in  this  case  vary  as  the  squares  of  the  secants  of 
their  angles  of  declivity. 

The  following  formulas  show  both  the  absolute  and  comparative 
weights  of  chains  of  uniform  section  and  of  uniform  strength,  to  a 
degree  of  approximation  sufficient  for  practical  purposes : — 

Let  x  be  the  half-span  of  the  chain ;  y,  its  depression,  both  in  feet ; 

the  ordinary  proportions  of  x  to  y  range  from  k\  :  \  to  7 \  :  1. 

'    Let  C  be  the  weight  of  a  chain  of  the   length  x,  and   of  a 
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cross-section  sufficient  to  bear  safely  the  greatest    working 

horizontal  tension  H. 
C,  the  weight  of  a  half-tpan  of  the  chain  of  uniform  factum. 
C,  the  weight  of  a.  half-span  of  the  chain  of  uniform  strength; 


>o-(i +;$—*. a.) 

°-=c('+^) « 


The  error  of  the  first  formula  is  in  excess,  and  does  not  exceed 
l-3000th  part  in  any  case  of  common  occurrence  in  practice. 
The  value  of  C  in  the  above  formula?  may  be  taken  as  follows  :— 

For  wire  cables  of  the  best  kind,  C  =  ^- ; (3.) 

For  cable-iron  links,  0  =  *j*  j (4.) 

it  being  understood  that  the  last  formula  gives  the  net  weight  only ; 
in  other  words,  the  weight  exclusive  of  the  additional  material  in 
the  eyes  and  pins  by  which  the  links  are  connected  together. 

About  one-eig/tth  may  be  added  to  the  net  weight  of  the  chains, 
for  eyes  and  fastenings.* 

As  to  the  structure  and  mode  of  connection  of  flat-linked  chains 
and  wire  cables,  see  Article  364,  Divisions  III.,  V.,  pp.  519,  520. 

The  smallest  number  of  chains  or  cables  in  a  suspension  bridge  is 
two,  one  to  support  each  side  of  the  roadway.  In  other  cases  there 
are  from  two  to  four  parallel  sets  of  chains,  each  consisting  of  two 
or  more  chains  in  the  same  vertical  plane.  For  example,  in  the 
Meuai  Bridge,  there  are  sixteen  chains,  in  four  seta  of  four. 

The  equal  distribution  of  the  load  amongst  a  set  of  chains  which 
hang  in  one  vertical  plane  may  be  effected  in  different  ways;  one 
being  to  distribute  the  suspension -rods  equally  amongst  them.  In 
order  that  this  plan  may  be  effective,  all  the  chains  should  be  of 

*  A  gmt  improvement  in  the  manufacture  or  ban  for  bridg*  chains,  Introdand  by 
Messrs.  Howard  and  Ravenhill,  consists  in  a  process  of  rolling  them  wllh  enlarged  baaja 
un  their  ends,  ao  that  the  eras  on  be  made  without  forging  or  welding. 

Hen  may  be  mentioned  the  test  applied  by  Mr.  Page  to  the  ban  need  for  tbc  chains 
of  Chelsea  Suspension  Bridge  (which  teat  baa  been  omitted  from  its  proper  place  b 
Article  857).  Each  bar  was  subjected  to  a.  tension  of  tbe  intensity  of  IS)  ton*  (or 
B0.240  lbs.)  per  square  inch;  and  if,  after  the  removal  of  the  stress,  the  length  of  lb* 
bar  was  found  to  he  permanent/)!  increased  bv  mora  than  1 -100th  inch  per  foot  (or 
1  -4800th),  It  was  rejected.  The  ultimate  tenacity  of  ban  which  withstood  this  lest 
Was  found  to  be  31  tuns,  or  03,14.0  lbs.  fcr  square  inch. 
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exactly  equal  span,  depression,  and  dimensions,  so  that  they  may  all 
be  affected  alike  by  changes  of  temperature  and  of  load. 

The  method  which  insures  the  most  accurately  equal  distribution 
of  the  load  on  two  chains,  is  that  used  by  I.  K.  Brunei  in  the 
Hungerford  Bridge,  and  represented  in  fig.  261 ; 
A  is  a  suspension -rod,  banging  from  the  middle 
of  a  small  wrought  iron  lever,  B,  of  equal  arms; 
the  ends  of  that  lever  are  hung  by  rods  C,  D, 
from  the  two  chains  E,  F,  each  of  which  bears 
exactly  half  the  load  of  the  rod  A. 

In  Chelsea  Bridge  the  rods  C  and  D  are  dis- 
pensed with;  and  the  lever  B  becomes  a  sort 
of  scalene  triangle,  whose  two  upper  angles 
are  supported,  one  on  the  joint  pins  of  one  Fig,  SGI. 

chain,  the  other  by  a  pin  resting  on  the  top 
of  the  other  chain,  while    from    its    lowest    angle    hangs    the 

Each  suspend ing-rod  should  have  its  length  capable  of  adjust- 
ment, by  means  of  a  screw,  arranged  according  to  convenience. 

The  ordinary  distance  between  the  suspen ding-rods  is  from  5  to 
12  feet;  and  each  of  them  carries  one  end  of  a  cross  joist  of  the 
platform. 

When  a  suspension  bridge  consists  of  several  bays  or  spans,  the 
chains  of  all  of  them  must  form  portions  of  equal  and  similar 
parabolas  (the  parabola  being  considered  a  sufficiently  close  ap- 
proximation to  the  true  curve  in  which  the  chain  hangs,  as  already 
explained  in  Article  128,  pp.  197,  198). 

II.  Platform. — On  this  point  see  what  has  already  been  stated 
as  to  timber  platforms  in  Article  336,  pp.  465  to  468,  and  iron 
platforms,  in  Article  375,  pp.  642  to  546. 

The  platform  of  a  suspension  bridge  is  usually  cambered,  or 
slightly  arched  upwards. 

IIL  Piers  and  Saddles. — As  to  the  properties  of  different 
methods  of  supporting  the  chains  on  the  tops  of  the  piers,  see 
Article  125,  Problem  VI.,  p.  191.  Unless  the  pier  has  con- 
siderable stability,  the  second  construction  there  described,  viz. : — 
That  in  which  the  chains  are  made  fast  by  pins  to  a  truck,  sup- 
ported on  rollers  on  a  level  baBe  or  platform,  is  to  be  preferred,  as 
insuring  that  the  load  on  the  pier  shall  be  exactly  vertical.  From 
good  practical  examples  it  appears  that  the  length  of  the  platform 
on  which  the  rollers  rest  may  be  about  one-fiftieth  part  of  the  span 
of  one  bay  of  the  chains.     The  truck  should  be  of  wrought  iron. 

In  some  cases  hinged  oast  iron  piers  have  been  used,  each  of 
which  has  the  chains  made  fast  to  its  upper  end,  while,  at  its  lower 
end,  it  is  capable  of  turning  through  a  small  angle  in  a  vertical 
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Mr.  P.  \V,  Barlow  has  proposed,  in  order  to  diminish  or  prevent 
the  disfigurement  of  a  suspension  bridge  of  many  hays,  when  one 
bay  is  loaded  and  the  adjoining  bays  unloaded,  that  the  ends  of  the 
chains  of  each  bay  should  be  made  fast  to  the  top  of  a  wrought  iron 
pier,  constructed  like  a  plate  girder  set  on  end,  and  having  strength 
and  stability  sufficient  to  resist  the  excess  of  horizontal  tension  in 
the  loaded  bay  above  that  in  the  unloaded  bay. 

Let  w'  denote  the  greatest  travelling  load  per  foot  of  span; 
ec,  the  half-span  of  a  bay; 
y,  the  depression  of  each  chain ; 
then  the  excess  of  horizontal  tension  in  question  is 


W 

and  this  being  multiplied  by  the  depth  of  any  given  horizontal 
section  of  the  pier  below  the  point  of  attachment  of  the  chains, 
gives  the  bending  moment  at  tltat  section.  The  vertical  stress 
produced  by  that  moment,  compressive  at  one  side  of  the  pier  and 
tensile  at  the  other,  is  combined  with  the  compressive  vertical 
stress  produced  by  the  total  load,  whose  amount  is  as  follows: — 
Let  wr  be  the  fixed  load,  per  foot  of  span ; 

W,  the  weight  of  the  pier  itself,  above  the  given  horizontal 
section;  then  the  load  is 


P  =  W  +  (2w  +  w)*..- 


..(6.) 


As  to  the  combined  action  of  the  load  and  bending  moment,  see 
Article  381,  p.  571. 

IV,   Abutments — Anchoring  Chain*. — The  term  "Abutment"  is 
applied  to    those    masses,    whether  of   masonry    or    of  natural 
rock,  to  which  the  extreme  ends 
of  the  chains  are  made  fast,  and  by 
whose  stability  the  tension  of  the 
chains  is  resisted.      For  example, 
in  fig.  262  (which  bears  a  general 
resemblance    to   an    abutment   of 
Hungerford    Bridge),    a    pair    of 
chains   enter  an   opening  in  the 
abutment   at    A,    in    a  direction 
nearly    horizontal.       At   B    their 
more  steeply  inclined,  by  the  aid  of  a 
'     front  of  it.     The 


Fig.  362. 


direction  is  changed  to 

saddle,  which  presses  against  the  musoury 
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chains  traverse  a  sloping  tunnel  or  parage  in  the  abutment,  and 
finally  pass  through  holes  in  the  "anchoring  plates"  of  cast  iron  at 
C,  where  they  are  fixed  by  keys  or  wedges;  the  anchoring  plates 
press  against  a  pair  of  transverse  cast  iron  girders  imbedded  in  the 
masonry. 

Except  that  the  tendency  is  to  upset  or  to  slide  forwards  instead 
of  backwards,  the  principles  of  the  stability  of  the  abutment  of  a 
suspension  bridge  are  precisely  the  same  with  those  of  the  abutment 
of  an  arch ;  that  is  to  say,  the  weight  of  the  abutment  must  be  suf- 
ficient to  prevent  it  by  friction  from  sliding  on  its  base;  its  weight 
and  thickness  must  be  sufficient  to  prevent  it  from  upsetting;  and 
the  centre  of  resistance  of  its  base  must  not  deviate  from  the  centre 
of  figure  by  more  than  a  safe  fraction  of  the  thickness.  As  to 
ordinary  foundations  for  such  abutments,  see  Articles  235  to  239, 
pp.  377  to  382;  as  to  the  stability  of  the  abutments,  see  Articles 
263,  264,  pp.  396  to  401.  The  resistance  to  sliding  forward  may 
be  increased  by  making  the  base  of  the  abutment,  or  part  of  it, 
Blope  so  as  to  be  perpendicular,  or  nearly  so,  to  the  resultant 
pressure,  as  in  the  front  part  of  the  abutment  in  fig,  262. 

When  piles  are  used  in  the  foundation,  they  should  be  driven  as 
nearly  as  possible  in  the  direction  of  the  resultant  pressure.  (See 
Section  II.  of  the  next  chapter.) 

The  saddles  by  the  aid  of  which  the  direction  of  a  chain  within 
its  abutments  is  changed,  do  not  require  rollers,  though  they  must 
be  capable  of  sliding  to  an  extent  sufficient  to  admit  of  the  expan- 
sion and  contraction  of  the  chain.  This  has  been  effected  by 
making  them  rest  on  a  bed  about  4  or  5  inches  thick,  consisting  of 
layers  of  asphalted  felt. 

As  wire  cables,  from  their  great  extent  of  surface,  require  more 
care  in  order  to  prevent  them  from  rusting  than  bars,  it  is  generally 
considered  advisable  that  chains  made  of  bars  should  always  be 
used  within  the  abutment*  of  suspension  bridges,  although  to  the 
outer  ends  of  such  chains  wire  cables  of  equal  strength  may  be 
attached.  The  cavities  and  passages  containing  these  Anchoring 
chains  and  their  fastenings  ought  to  he  accessible  for  purposes  of 
examination,  painting,  and  repair. 

"V.  Oscillations  and  Means  of  Checking  them. — A  suspension 
bridge  consisting  simply  of  abutments,  piers,  chains,  vertical  sus- 
pending-rods,  and  load,  is  free  to  oscillate  both  vertically  and 
horizontally,  the  vertical  oscillations  consisting  in  a  wave-like 
motion  of  the  chains  and  platform.  Every  impulse  applied  to  the 
bridge  causes  a  series  of  oscillations  of  extent  proportional  to  the 
impulse,  which  go  on  until  they  are  gradually  extinguished  by 
friction ;  and  the  application  of  a  series  of  impulses  at  intervals 
which  are  commensurable  with  the  periodic  time  of  own&a&KL  >& 
2p 
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the  bridge  causes  the  extent  and  the  consequent  straining  effect  of 
the  oscillations  to  go  on  continually  increasing;  so  that  a  long 
series  of  successive  impulses  of  very  small  amount,  occurring  at 
regular  intervals,  may  he  sufficient  to  endanger  or  destroy  a  very 
strong  suspension  bridge.  Such  is  known  to  be  the  effect  of  the 
regular  tread  of  soldiers  in  marching;  and,  therefore,  when  they 
approach  a  suspension  bridge,  they  must  be  instructed  to  break  into 
an  irregular  step. 

Storms  of  wind  cause  oscillations,  both  vertical  and  horizontal, 
which  have  sometimes  proved  very  destructive. 

Although  the  oscillation  of  suspension  bridges  cannot  be  wholly 
prevented,  it  may  be  very  efficiently  checked  by  means  of  a  system 
of  oblique  stays,  which  may  either  be  external  to  the  framework  of 
the  bridge,  or  be  contained  within  it 

As  an  example  of  a  mixed  system  of  external  and  internal  stays 
may  be  taken  that  of  the  Niagara  Suspension  Bridge.  In  it  there 
are  120  stays,  which  may  be  described  as  "guy-ropes;"  they  are 
iron  ropes,  each  of  a  sectional  area  which  is  about  l-200th  part  of  the 
joint  sectional  area  of  the  four  main  cables;  some  of  them  extend 
obliquely  downwards  from  the  saddles  on  the  top  of  the  piers  to  the 
platforms;  others  extend  obliquely  downwards  and  sideways  from 
the  lower  platform  to  various  points  of  the  rocks  on  which  the  piers 
stand.  The  upper,  or  railway  platform,  and  the  lower,  or  road  plat- 
form, constitute  respectively  the  top  and  bottom  of  a  tabular  lattice 
girder  24  feet  broad  and  18  feet  deep,  with  timber  booms  and 
uprights  diagonally  braced  both  horizontally  and  vertically  with 
iron.    (See  fig.  265,  p.  581,) 

Every  well-constructed  suspension  bridge  has  its  platform  stif- 
fened horizontally  by  diagonal  bracing ;  as  to  the  action  of  which, 
see  Article  336,  p.  407.  Vertical  diagonal  bracing  is  very  generally 
used  to  give  vertical  stiffness:  this  will  be  considered  more  in 
detail  further  on. 

In  order  to  stiffen  two  suspension  bridges  in  the  Isle  of  Bonrbon, 
the  elder  Brunei  tied  the  platforms  down  to  a  set  of  inverted  chains 
(called  "counter-chains")  whose  total  sectional  area  is  about  one- 
third  of  that  of  the  main  chains. 

Suspension  bridges  with  sloping  rods  are  stiffer  than  those  with 
vertical  rods. 

VL  Bracing  to  resist  a  heavy  Travelling  Load.  — Various  methods 
have  been  proposed,  and  partially  tried,  to  enable  a  suspension 
bridge  to  resist  the  action  of  a  heavy  travelling  load,  such  as  a 
railway  train,  without  undergoing  more  disfigurement  than  a  girder. 
In  order  to  make  such  methods  effect  their  purpose  completely  in 
bridges  of  several  bays,  the  chains  must  be  made  fast  to  piers  of 
sufficient  strength,  and.  etabuitv,  a&  described  in  p.  576. 
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(1.)  Auxiliary  Girders. — These  are  a  pair  of  straight  girders  of 
any  convenient  construction  (such  as  the  plate,  the  zig-zag,  or  the 
lattice)  hung  from  the  chains  by  the  suspending-rods,  and  support- 
ing the  cross  joists  of  the  platform.  A  sketch  of  an  auxiliary 
girder  is  shown  in  fig.  263.  It  should  be  not  merely  supported  at 
each  end,  but  fastened  down,  as  there  are  certain  positions  of  the 
rolling  load  which  tend  to  lift  one  of  its  ends.  It  should  not,  how- 
ever, be  Jbxd  in  direction  there.     In  order  to  enable  it  to  act  with 


Fig.  S63. 

the  greatest  efficiency,  it  should  he  kinged  at  the  middle  of  the 
span,  which  may  be  effected  by  making  it  in  two  halves,  connected 
together  by  means  of  a  cylindrical  pin  of  dimensions  sufficient  to 
bear  the  shearing  stress,  which  will  presently  be  stated.  The  object 
of  this  is  to  annul  the  straining  action  which  would  otherwise 
arise  from  the  deflection  and  expansion  of  the  chain. 

This  precaution  having  been  observed,  the  greatest  bending 
action  on  the  auxiliary  girder  will  be  that  due  to  half  the  rolling 
load,  upon  a  girder  of  one-half  of  the  span  of  the  chain;  and  the 
greatest  shearing  action,  which  will  take  place  at  the  central  pin, 
and  at  each  point  of  support,  will  be  equal  to  one-eighth  of  the  roll- 
ing load  over  the  whole  span.     That  is  to  say,  in  symbols, 

Let  uf  be  the  greatest  rolling  load  per  unit  of  span ; 
x,  the  half -span; 
M,   the  moment  of   the  greatest  bending  action  on  the 

auxiliary  girder; 
F,  the  greatest  shearing  force ;  then 


v/a* 


..(7.) 


*  =  V" <8> 

Each  half  of  the  auxiliary  girder  is  accordingly  to  be  designed 
as  if  for  a  girder  of  the  span  x,  under  an  uniformly  distributed 
load  of  the  intensity  uf  -j-  2;  regard  being  had  to  the  fact  that 
such  load  acts  alternately  upwards  and  downwards,  bo  that  each. 
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piece  of  the  girder  must  be  capable  of  acting  alternately  as  a  strut 
and  as  a  tie,  under  equal  and  opposite  stresses. 

If  the  girder  is  not  hinged,  but  continuous,  at  the  middle  of  the 
span,  it  should  be  made  capable  of  bearing  a  bending  action  whose 
moment  is 

*-"£' « 

and  not  to  go  into  unnecessary  nicety  of  calculation,  the  croat- 
aeetion  capable  of  resisting  that  moment  may  be  continued  uni- 
formly throughout  the  middle  half  of  the  stiffening  girder.* 

(2.)  By  Diagonally-Braced  Pairs  of  Chains. — This  system  is  repre- 
sented in  fig.  264,  In  order  that  the  two  chains  may  be  affected 
alike  by  the  expansive  action  of  heat,  their  curvatures  should  ba 
equal;  in  other  words,  their  vertical  distance  apart  should  be  the 
same  throughout  the  whole  span.     If  that  vertical  <"" 


fig.  264. 

made  equal  to  half  the  depression  of  each  chain,  no  i 
material  will  be  required  in  the  chains  beyond  what  is  nee  salary  to 
support  a  travelling  load  over  the  whole  span.  The  diagonal 
braces  should  be  capable  of  acting  as  stmts  and  ties  alternately, 
tender  stresses  computed  as  for  an  auxiliary  girder.  Material 
would  be  saved  by  this  mode  of  stiffening,  as  compared  with,  the* 
auxiliary  girder;  but  it  would  probably  be  less  efficient  and 
durable,  as  the  alteration  of  the  curvature  of  the  chains  by  heat 
and  cold  would  tend  to  strain  and  loosen  the  joints  of  the  braces. 

(3.)  By  Diagonal  Bracing  between  the  Cliains  and  Platform. — 
This  case  is  to  be  treated  as  a  braced  iron  arch  inverted,  with  the 
action  of  each  force  reversed;  so  that  the  formula)  of  Article 
380,  pp.  567  to  570,  and  of  Article  379,  equations  3,  4,  5, 
pp.  563,  564,  may  be  applied.  This  method  of  stiffening  will 
not  be  efficient,  unless  the  weight  of  the  platform  bears  such  a  pro- 
portion to  the  rolling  load  as  to  prevent  any  suspending- rod  from 
being  subjected  to  thrust;  and  that  such  may  be  the  case,  the 
result  of  equation  4,  p.  564,  should  be  negative,  or  nothing,  for  each 
such  rod.     It  is  also  open  to  the  same  objections  with  method  (2.) 
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•.  E.  A.  Cowper  has  proposed  to  use, 
•  cables,  stiff  wrought  iron  ribs,  like 


(4.)  By  Tension  Ribe.—JA 
instead  of  flexible  chains  < 
inverted  arches. 

The  theory  of  the  action  of  the  load  on  such  "  tension  ribs"  is 
precisely  the  same  as  in  the  case  of  ordinary  arched  ribs  (see 
Article  374,  p.  537),  except  that  every  force  is  reversed,  tension 


Fig.  285.— [Klagna  Falls  Bridg*.  from  ■  Photograph.] 

being  substituted  for  thrust,  and  thrust  for  tension  (if  any).  In 
order  to  annul  the  straining  action  of  the  yielding  of  the  piers,  and  of 
changes  of  central  deflection  and  temperature,  those  ribs  should  be 
hinged  at  the  middle  and  at  the  points  of  support;  in  which  case 
all  the  formula!  of  Article  374,  Case  IV.,  p.  541,  become  applicable 
to  them,  with  tho  modification  stated  above. 
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PROPORTION  OF  WEIGHT  TO  LOAD  IK.  IBOff  BIUDGK&  €83 

383.  P«ponio-  of  Weight  »  Iwrf  la  i™«  Brid(a. — In  Article 
167,  p.  263,  the  general  principles  Lave  been  explained  according 
to  which  the  weight  of  a  beam  intended  to  carry  a  given  load  can 
be  approximately  determined  before  designing  the  beam.  The 
examples  there  given,  however,  are  applicable  to  simple  beams 
only,  in  which  every  portion  of  the  material  directly  contributes  to 
the  resistance  to  the  bending  and  shearing  action  of  the  load.  In 
large  iron  bridges  there  are  many  parts  which  do  not  directly  con- 
tribute to  that  resistance,  but  which,  bung  necessary  for  the  con- 
nection or  staying  of  the  parts  which  do  so,  are  essential  parts  of  the 
structure;  and  they  increase  its  weight  in  a  proportion  which 
ranges  in  various  practical  examples  from  once  and  a-half  to 
double. 

To  deduce  from  practical  examples  a  formula  for  computing  tbe 
probable  ratio  which  the  weight  of  the  superstructure  of  a  bridge  of 
a  given  design  will  bear  to  the  external  load,  the  following  data, 
from  an  existing  bridge  of  similar  design,  are  required : — 

/,  the  span  in  feet ; 

15,  the  gross  weight  of  the  superstructure,  either  in  all  or  per 
foot  of  span; 

*j,  the  factor  of  safety  applicable  to  that  weight  (say  3) ; 

W',  the  greatest  workiiig  travelling  load  (either  over  all  or 
per  foot  of  span)  consistent  with  a  proper  factor  of  safety  «j 
(say  6).  This  is  not  to  be  taken  from  the  actual  travelling 
load,  but  computed  as  follows: — Lot  "W  be  the  calculated 
breaking  load;  then 

w-l=i» • a.) 

From  these  data  compute  the  following  quantity: — 

L='(1+^)- <*> 


probable  proportion  of  the  weight  of  the  superstructure  to  the 
greatest  working  travelling  load  is  given  by  the  formula, 

v=S-i=i w 


3,  these  formula;  become  as  follows: — 
L-l(l-H-5), (4.) 
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B-    2'  (5\ 

Tlie  following  are  some  examples  of  values  of  L  :— 
For  tubular  bridges,  not  continuous;  the   depth 
about    l-16th    of   the    span    (as  the   Conway        j, 
Bridge);  the  effective  section  two-thirds  of  the       Feet 

whole  iron, 614 

For  tubular  bridges,  mean  depth  about  l-16th  of 
the  span,  continuous  overpiera;  J  in  the  formula 
denoting  the  span  of  the  greater  or  intermediate 

bays  (as  the  Britannia  Bridge) 760 

Warren  girder  bridges,  not  continuous,  with  cast 

iron  struts;  depth  about  1  -15th  of  the  span,  ....       670 
Warren  girder  bridges,  not  continuous,  with  the 
frame  entirely  of  wrought  iron;  depth  about 

l-10th  of  the  span, 900 

Iron  arched  bridges;  rise  about  l-9th  of  the  span,  630 
Wire  cable  suspension  bridge;  the  depression 
1-1 4th  of  the  span;  the  cables  4-lOths  of  the 
weight  of  the  superstructure;  ultimate  tenacity 
of  the  wire  90,000  lbs.  per  square  inch  (as 
Niagara  Falls  Bridge), 2000 

In  designing  railway  bridges,  W  is  in  general  assumed  to  be 
one  ton,  or  2,240  lbs.  per  lineal  foot  of  a  single  line.  For  bridges 
not  currying  railways,  the  most  severe  moving  load  may  be  as- 
sumed to  be  that  of  a  closely  packed  crowd,  as  stated  in  Article 
335,  p.  46G;  that  is,  120  lbs.  per  square  foot  of  platform,  so  that  in 
such  cases, 

W  =  120  lbs.  X  breadth  of  platform  in  feet 

For  a  bridge  with  two  platforms,  one  carrying  a  road  and  the 
other  a  railway,  those  two  loads  are  to  be  combined. 


Section  V. — Of  Variant  Metals  and  Alloy*. 

384.  Lend  is  used  in  engineering  works  as  a  covering  for  roofs 
(as  to  which,  see  Article  337,  p.  468),  as  a  material  to  fasten  iron 
cramps  into  masonry,  by  filling  up  the  cavities  between  them,  and 
sometimes  as  a  means  of  distributing  the  pressure  on  the  beds  of  arch- 
stones  (as  to  which,  see  Article  277,  p.  414).  As  to  its  tenacity  and 
heaviness,  see  the  tables  at  the  end  of  the  volume.  It  melts  at  a 
temperature  of  about  630g  Fahrenheit     When  a  fresh  surface  of 
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lead  is  exposed  to  air  or  water,  it  becomes  coated  in  a  short  time 
with  a  thin  grey  film  of  oxide,  which  protects  the  metal  against 
further  oxidation,  unless  some  acid  be  present  capable  of  dissolving 
the  oxide. 

385.  ziac  is  used  for  covering  roofs  (see  Article  337,  p.  468),  and 
also  for  coating  pieces  of  iron  to  protect  them  against  oxidation. 
(See  Article  330,  p.  462.)  A  fresh  surface  of  zinc,  when  exposed 
to  the  air,  becomes  coated  with  a  thin  film  of  oxide,  which  protects 
the  metal  against  further  oxidation,  unless  an  acid  be  present  to 
dissolve  the  oxide.  The  coating  with  zinc,  or  "galvanizing,"  as  it 
is  called,  of  thin  pieces  of  iron,  such  as  sheets  aud  wires,  makes 
them  more  ductile,  aud  a  little  less  tenacious  than  before.  It  is 
effected  by  carefully  cleansing  the  surface  of  the  iron,  and  placing 
it  in  contact  with  a  solution  of  a  compound  of  oxide  of  zinc  and 
potash;  the  negative  pole  of  a  galvanic  battery  is  connected  with 
the  piece  of  iron,  the  positive  pole  with  a  plate  of  zinc  immersed 
in  the  solution.  Zinc  melts  at  a  temperature  which  is  estimated  to 
be  about  700°  Fahrenheit  At  a  temperature  somewhat  above  a 
red  heat  it  evaporates,  and  is  then  highly  combustible. 

386.  Ti»— Aii.T.  *r  Tia.— Tin  melts  at  426°  Fahrenheit.  It 
resists  oxidation  better  than  any  of  the  more  common  metals, 
except  gold  and  silver.  It  enters  readily  into  combination  with 
iron ;  and  it  is  by  immersing  well-cleansed  sheets  of  iron  in  melted 
tin  that  "  tin  plate"  or  tinned  iron  is  prepared,  the  iron  being 
coated  with  a  layer  of  an  alloy  of  iron  and  tin,  which  passes 
gradually  into  pure  tin  at  its  outer  surface.  Although  tin  is  very 
soft  and  ductile,  most  of  its  alloys  with  other  metals  are  harder 
than  either  of  the  component  metals. 

387.  c*ppcr. — As  to  the  tenacity  of  copper,  which  differs  con- 
siderably according  to  the  manner  in  which  the  metal  has  been 
treated,  see  the  table  at  the  end  of  the  volume.  It  is  diminished 
to  about  two-thirds  by  a  temperature  of  600°  Fahrenheit. 

Copper  resists  oxidation  well,  owing  to  the  formation  over  its 
surface  of  a  film  of  verdigris,  or  carbonate  of  copper,  which  protects 
the  metal.  This  property,  together  with  its  great  strength, 
makes  it  an  useful  material  for  fastenings  of  timber  work  and 
masonry  in  situations  where  iron  would  be  rapidly  oxidated,  and 
where  the  cost  of  copper  fastenings,  being  from  six  to  eight  times 
that  of  iron  fastenings,  can  be  afforded. 

As  to  the  use  of  sheet  copper  for  covering  roofs,  see  Article  337, 
p.  468. 

388.  Brtnu. — Although  the  term  "  Brass"  is  popularly  applied 
to  all  the  alloys  of  copper,  those  in  which  it  is  combined  with  tin 
are  more  properly  called  Browse.  These  compounds  are  harder 
than  copper,  to  a  degree  increasing  with   the  quantity  of  tin. 
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which  they  contain,  up  to  a  proportion  which  gives  the  maximum 
of  hardness. 

In  order  that  bronze  may  be  of  good  quality,  as  regards  accuracy 
of  the  figure  of  castings,  soundness,  and  strength,  a  general  principle, 
applicable  to  all  alloys,  should  be  observed  in  its  composition, — the 
quantities  of  the  ingredients  should  bear  definite  atomic  proportions 
to  each  other.  When  this  rule  is  not  observed,  the  metal  produced 
is  not  a  homogeneous  compound,  but  a  mixture  of  two  or  more 
different  compounds  in  irregular  masses,  shown  by  a  mottled 
appearance  of  the  castings  when  broken ;  and  these  masses  being  dif- 
ferent in  expansibility  and  elasticity,  tend  to  separate  from  each 
other. 

The  following  is  a  list  of  some  of  the  principal  alloys  of  copper 
and  tin,  in  which  the  chemical  equivalents  of  those  metals  are 
assumed  to  be  respectively, 


Copper, . 
Tin, 


Composition. 
Tlv  Atom*.         Bt  Wright 
Cupper.    Tin.    Copper.    Tin. 

( Bell-metal:  hard  and  brittle:  contracts 
6  i         189       59  •!      in  cooling    from    its    melting  point, 

I      l-63d. 
14         1        441      59    Hard  bronze. 

A  f  Bronze,  or  gun-metal :  contracts  in  cooling 

10  1        504       59  ^      from  its  melting  point,  l-130th. 

18  1        567       59     Softer  bronze. 

As  the  table  of  tenacity  at  the  end  shows,  bronze,  or  gun-metal, 
is  twice  as  tenacious  as  good  ordinary  cast  iron,  and  as  tenacious  aa 
copper  in  bolts,  while  at  the  same  time  it  is  harder  than  copper. 
It  is  much  used  in  machinery.  Lead  is  sometimes  present  in 
it  as  an  adulteration,  and  is  very  injurious  to  its  strength  and 
durability.* 

389.  inn,  properly  speaking,  is  the  general  name  of  the  alloys 
of  copper  with  line.  They  are  weaker  than  copper  or  bronze,  but 
are  useful  from  their  fusibility  and  ductility.  The  following  is  a 
table  of  the  principal  alloys  of  copper  and  zinc,  in  which  the 
chemical  equivalents  assigned  to  those  metals  are, 
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Composition. 
By  Atoms.         By  Weight. 
Cupper.  Zinc.    Copper.     Zinc 

6         i       189       32-5     Hardened  copper. 
4  T        136        32*5     Malleable  brass. 

/  Ordinary  brass:  contracteracoolingfrom 
a         1         63       3Z'S*(      its  melting  point,  1-GOtb.     Tenacity, 

{      see  table  at  end  of  volume. 
1         1      3r'5       32'5     Prince  Rupert's  metal:  very  hard. 

389  A.  Aiami.i.m  Bnnze  contains  from  5  to  10  per  cent,  of 
Aluminium,  and  from  95  to  90  per  cent,  of  copper. 

Its  mechanical  properties  are  as  follows,  according  to  Mr.  John 
Anderson  of  the  Woolwich  Gun  Factory; — 

Specific  gravity,  7*68;  heaviness,  480  lbs.  per  cubic  foot 
Tenacity, 73,000  lbs.  per  square  inch. 

Resistance  to  Crushing, 132,000  lbs.  per  square  inch. 

(Addendum  to  Articles  353,  p.  499,  and  357,  p.  512.) 

389  B.   mrcvath  of  Iron  and  aicel,— 

T.n.-;.-  in  ik.  -.,  DhlBliti  Extension 

Description  of  M.lerUl.              ,fc   s  "         1    v  in  Frictions  of 

*■  Squ're  lneh-  Loneth. 
Coleford  Gun-metal— 

Weakest 108970  \  -190 

Strongest, 160540  vF.*  -030 

Mean  often  sorts, 137340  ]  "072 

Crushing  load,  lbs. 
per  Squire  Inch. 

Cast  Steel,  small  blocks, ...269,000  F. 

n aii tabic  cast  inn  is  made  by  the  following  process: — The 
castings  to  be  made  malleable  are  embedded  in  the  powder  of  red 
hfematite;  they  are  then  raised  to  a  bright  red  heat  (which 
occupies  about  24  hours),  maintained  at  that  heat  for  a  period 
varying  from  three  to  five  days,  according  to  the  size  of  the  cast- 
ing, and  allowed  bo  cool  (which  occupies  about  24  hours  more). 
The  oxygen  of  the  hiematite  extracts  part  of  the  carbon  from  the 
cast-iron,  which  is  thus  converted  into  a  sort  of  soft  steel;  and  its 
tenacity  (according  to  experiments  by  Messrs.  A.  More  &  Son) 
becomes  more  than  48,000  lbs.  per  square  inch. 

According  to  Mr.  Kirkuldj,  the  strength  of  steel  is  greatly 
increased  by  hardening  in  oil, 

■  For  details,  see  (he  Mechanist'  Vegarim  Tor  [be  11th  October,  1861,  or  tho 
.Engineer  of  ths  sum  date. 
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Sectioh  L — Of  Tunnd*. 

390.  Tunnel*  In  OeaetaL — As  tunnels,  compared  with  Open  ex- 
cavations, are  an  expensive  and  tedious  class  of  works,  and  as  they 
form  inconvenient  portions  of  a  line  of  communication,  the  engin 
should  study  to  avoid  the  necessity  for  them  as  far  as  possible. 
As  to  the  setting  out  of  tunnels,  see  Article  70,  p.  114. 
The  nature  of  the  strata  through  which  a  proposed  tunnel  is  to 
pass  should  be  carefully  ascertained,  not  only  by  means  of  borings 
and  shafts,  but  in  some  cases  also  by  means  of  horizontal  or  nearly 
horizontal  mines  or  drifts,  along  the  intended  course  of  the  tunnel 
Shafts  and  drifts  will  be  further  described  in  the  ensuing  articles. 

The  most  favourable  material  for  tunnelling  is  rock  that  is  sound 
and  durable  without  being  very  hard.  Great  hardness  of  the 
material  increases  the  time  and  cost  of  tunnelling,  but  given  rise  to 
no  special  difficulty.  A  worse  class  of  materials  are  those  which 
decay  and  soften  by  the  action  of  air  and  moisture,  as  some  clays 
do ;  and  the  worst  are  those  which  are  constantly  soft  and  saturated 
with  water,  such  as  quicksand  and  mud. 

In  choosing  the  site  of  a  tunnel,  regard  should  be  had,  not  only 
to  the  nature  of  the  material,  and  to  the  shortness  and  directness  of 
the  tunnel,  but  to  the  facility  for  getting  access  to  its  course  at 
intermediate  points  by  means  of  shafts  and  drifts. 

The  engineer  should,  as  far  as  possible,  avoid  curved  tunnels, 
especially  those  in  which  the  curvature  is  so  sharp  or  so  extensive 
as  to  prevent  daylight  from  being  seen  through  from  end  to  end. 

*  As  to  the  figures  of  tunnels  which  require 

a  lining  of  brickwork  or  masonry  to  prevent 
fragments  of  rock  from  falling  from  the  roof, 
or  to  sustain  the  pressure  of  earth,  and  as  to 
the  strength  and  stability  of  that  lining,  see 
Article  297  a,  pp.  433  to  435.  Fig.  266  is  an 
example  of  the  elliptic  form  described  in  that 
article,  with  an  inverted  arch  E  C  Eat  the 
floor.  The  parts  F  G,  G  F,  of  the  base, 
Pig.  SU&  ■which,  directly  bear  the  aide-walls  and  their 
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load,  are  horizontal.     O  is  the  centre  of  the  ellipse  E  B  A  B  £, 
B  B  the  minor  axis,  A  O  C  about  three-fourths  of  the  major 

Tunnels  made  in  rock  that  is  so  sound  as  not  to  require  a 
lining  of  masonry  or  brickwork  to  j>revent  pieces  of  it  from  falling 
in,  may  be  made,  if  the  rock  is  igneous,  of  almost  any  shape  that  is 
most  convenient  for  the  traffic.  The  elliptical  or  horse-shoe  form 
already  described,  ia,  however,  generally  adopted  for  the  sides  and 
top,  the  floor  being  level.  In  stratified  rocks,  the  strongest  form 
for  the  roof  is  that  of  a  pointed  arch;  though  a  flat  roof  has  been 
used  where  the  rock  consists  of  thick  layers,  and  has  few  natural 
joints. 

In  ordinary  tunnels,  measured  within  the  masonry  or  brickwork, 
the  dimensions  of  most  common  o 


Height  Width. 

For  Bingle  lines  of  railway,  soft  15  ft. 

For  double  lines  of  railway,  24  ft.  from  24  ft.  to  30  ft. 

For  navigable  canals, from  14  ft.  to  30  ft.,  from  14  ft.  to  30  ft. 

The  smaHness  of  tunnels  for  water- conduits  and  drains  is  limited 
by  the  least  dimensions  of  the  space  in  which  miners  can  work 
efficiently ;  that  is,  about  4^  feet  high  and  3  feet  wide. 

The  best  source  of  information  on  the  construction  of  tunnels  is 
Mr.  F.  W.  Simms's  work  On  Practical  Tunnelling. 

391.  Malta  it  Flu. — Shafts  or  pits  are  sunk  for  three  purposes: 
to  ascertain  the  nature  of  strata  to  be  excavated,  as  already 
mentioned  in  Article  187,  p.  331,  when  they  are  called  trial 
shafts;  to  give  access  to  a  tunnel  when  in  progress,  for  the  pur- 
pose of  carrying  on  the  work,  removing  the  material  excavated, 
admitting  fresh  and  discharging  foul  air,  and  pumping  out  water, 
when  they  are  called  working  shafts;  to  admit  light  and  fresh  air 
at  intervals  to,  and  remove  foul  air  from,  a  tunnel  when  completed, 
when  they  are  called  permanent  shafts. 

I.  Trial  Shafts  are  in  general  sunk  at  or  near  the  centre  line  of 
the  proposed  tunnel.  Their  transverse  dimensions  are  fixed  mainly 
with  a  view  to  convenience  in  sinking  them.  Six  feet  is  an  ordinary 
diameter  for  a  round  trial  shaft;  six  feet  by  four  are  ordinary 
dimensions  for  rectangular  shafts.  The  shape  is  regulated  by  the 
material  to  be  used  in  lining  the  shaft,  being  rectangular  in 
timbered  shafts,  and  cylindrical  in  those  that  are  steined  or  lined 
with  stone  or  brick. 

The  number  and  distance  apart  of  trial  shafts  are  to  be 
determined  after  previous  boring,  in  the  same  manner  as  for  a 
deep  cutting  (Article  187,  pp.  331,  332);  that  is  to  say,  no  general 
rule  can  be  laid  down  on  the  subject;  but  the  engineer  must,  to 
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the  best  of  his  judgment,  sink  such  shafts  as  are  necessary  in  order 
to  give  him  an  accurate  knowledge  of  the  strata  to  be  excavated. 

II.  Working  Shafts  may  be  either  rectangular  or  round.  Their 
usual  transverse  dimensions  range  from  G  feet  to  9  feet;  the  greater 
diameter  is  advantageous,  because  of  its  admitting  of  large  quantities 
of  material  being  raised  and  lowered  at  a  time.  Their  distance  - 
apart  varies,  in  ordinary  cases,  from  50  to  300  yards.  In  some 
cases,  however,  it  lias  been  found  necessary  to  place  them  as  close  as  20 
or  30  yards  apart,  for  the  purpose  of  discharging  fonl  air ;  while  in 
other  cases  the  height  of  the  ridge  to  be  tunnelled  through  has 
rendered  the  sinking  of  shafts  impracticable  for  very  long  distances. 
An  extreme  example  of  the  last  case  is  the  tunnel  now  in  progress 
through  Mont  Cenis,  which,  when  complete,  will  be  7"59  miles 
long,  and  which  must  be  excavated  entirely  from  the  two  cuds, 
without  the  aid  of  shafts. 

The  range  of  working  shafts  of  a  tunnel  may  lie  either  along  its 
centre  line,  or  in  a  line  parallel  to  the  centre  line,  at  an  uniform 
distance  to  one  side.  When  the  latter  system  is  adopted,  the 
object  is  to  keep  the  shafts  clear  of  the  excavation  and  building  of 
the  tunnel,  with  which  they  are  connected  by  cross  drifts. 

When  a  working  shaft  is  to  be  used  in  order  to  drain  the  tunnel 
of  water  as  the  work  proceeds,  it  is  sunk  to  such  a  depth  below  the 
bottom  of  the  excavation  as  to  form  a  sufficient  reservoir  for  water, 
called  a  "  sump,"  from  which  the  water  is  raised  by  a  windlass  and 
buckets,  or  by  a  pump.  The  most  convenient  form  of  bucket  is 
one  that  is  hung  in  a  stirrup  by  a  pair  of  trunnions  whose  axis 
nearly  traverses  the  centre  of  gravity  of  the  bucket.  "When 
lowered,  the  bucket  is  held  upright  by  a  catch ;  and  after  it  has  been 
raised,  the  removal  of  the  catch  allows  it  to  be  easily  tilted  over,  in 
ordec  to  discharge  the  water. 

III.  Permanent  Sftqfts  are  in  general  working  shafts  that  have 
been  made  permanent  parts  of  the  structure,  the  brick  lining  of 
each  being  supported  on  a  permanent  curb,  or  suitably  formed  ring 
of  brickwork,  or  of  cast  iron,  surrounding  a  circular  orifice  in  the 
roof  of  the  tunnel  The  top  of  each  shaft  is  protected  by  being 
surrounded  with  a  wall,  and  covered  with  a  grating. 

Permanent  shafts  are  occasionally  met  with  of  a  diameter  as 
great  as,  or  greater  than,  that  of  the  tunnel.  For  example,  the 
shafts  at  the  ends  of  the  Thames  tunnel  are  50  feet  in  diameter; 
the  tunnel  itself  consisting  of  a  pair  of  archways,  each  14  feet 
in  clear  width,  and  the  entire  width  of  passages  and  brickwork 
being  37$  feet. 

IV.  Sinking  Shafts  in  sound  rock  is  performed  simply  by  the 
operations  of  blasting  and  quarrying,  as  already  described  in 
Article  207,  p.  344.    In  order  to  be  safe  from  the  effects  of 
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explosions,  the  workmen  should  ascend  to  a  height  of  50  or  60  feet 
above  the  bottom  of  the  shaft  (if  it  ia  so  deep),  before  each  blast  is 
fired.  The  noxious  fumes  produced  by  the  powder  may  be  partially 
dispersed  or  absorbed  by  dashing  in  a  bucket  of  water ;  but  a  more 
efficient  plan  of  ventilation,  especially  in  deep  shafts,  is  either  to 
extract  the  foul  air  through  a  sheet  iron  tube  leading  up  to  a 
furnace  or  to  an  exhausting  fan,  or  to  blow  fresh  air  down  by 
means  of  a  fan  through  such  a  tube. 

Ventilating  apparatus  is  indispensable  when  foul  air  (such  as 
carbonic  acid  gaa,  or  "  choke  damp  ")  or  inflammable  gas  ("  fire 
damp")  is  disengaged  from  the  atrata  that  are  traversed  by  the 
shaft 

When  water  flows  into  the  shaft,  it  is  to  be  collected  at  the 
bottom  in  a"  sump"  or  well  of  smaller  diameter  than  the  shaft, 
and  raised  by  buckets,  or  by  pumping,  either  to  the  surface  of  tlio 
ground  or  to  some  drift  through  which  it  can  be  discharged. 

V.  Sin&ing  Timbered  Shafts. — A  shaft  sunk  through  soft 
materials,  or  through  loose  rock,  must  be  lined  with  timber, 
masonry,  or  brickwork. 

The  principal  pieces  in  the  timbering  of  a  abaft,  as  well  as  in  the 
timbering  of  drifts,  tunnels,  and  underground  excavations  in  general, 
may  be  distinguished  into  props,  which  are  struts  or  posts,  either 
vertical  or  raking,  and  usually  of  round  timber;  sills  and  bars,  being 
horizontal  pieces,  sometimes  round  and  sometimes  squared;  and 
cleading  or  boards.  Props  are  combined  with  sills  or  bars  into  frame- 
work simply  by  abutting  joints  at  their  ends, 
which  are  made  fast  in  their  places  by  the 
aid  of  spikes  called  " brobs"  of  the  shape 
ahown  in  fig.  2G7,  and  usually  about  6  inches 
long.  Fig.  2G8  represents  the  foot  of  a  prop 
resting  on  a  sill,  and  made  fast  with  four 
brobs,  of  which  three  are  shown.     The  shape  ___^__ 

of  the  head  of  a  brob  enables  it  to  be  knocked  Fig.  2C7.        Fig.  268. 

Fig.  269  is  a  section  of  a  square-timbered  shaft  of  about  9  feet 
square.  The  timbering  consists  of  horizontal  square  frames  or  "  set- 
tings" one  at  every  six  feet  of  depth  or  thereabouts,  each  made  of  four 
square  sills  of  12  inches  X  12  inches,  supported  by  round  props  of 
8  or  9  inches  diameter,  and  clad  outside  with  vertical  "piling 
boards"  of  3  inch  deal.  The  shaft  having  been  sunk  and  timbered 
as  far  as  the  earth  will  stand  for  a  time  vertical,  the  further  sinking 
is  effected  as  follows : — In  the  centre  of  the  bottom  of  the  shaft  a 
small  pit  is  dug,  at  the  bottom  of  which,  at  A,  is  laid  a  small  plat- 
form of  boards ;  then  by  cutting  notches  in  the  sides  of  the  pit, 
"  raking  props,"  such  as  those  shown  by  dotted  lines,  era  toe&&\ 
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Fig.  2G9. 


their  lower  ends  abutting  against  a  "foot-Mock"  at  A,  and  their 
upper  ends  against  the  lowest  setting,  bo  as  to  give  it  a  temporary 
support  The  pit  is  then  enlarged  to  the  dimensions  of  the  abaft 
above;  vertical  poling  boards  are  set  up  against 
its  sides,  with  their  upper  ends  behind  the  tem- 
porarily supported  square  setting,  and  their  lower 
ends  behind  a  new  square  setting,  laid  on  the  bot- 
tom of  the  excavation;  vertical  props  are  inserted 
between  those  settings,  and  made  fast ;  the  raking 
props  and  their  foot-blocks  are  taken  away;  a 
new  small  pit  is  dug,  and  so  on  as  before.  Care 
should  be  taken  that  the  earth  presses  firmly 
against  the  poling  boards.  Should  streams  of 
water  come  in  through  the  chinks  between  the 
boards,  the  tendency  of  those  streams  to  can;  with 
them  particles  of  sand,  and  so  to  leave  cavities  in 
the  earth,  may  be  counteracted  by  stuffing  straw 
behind  the  boards. 
VI.  Sinking  Stone  or  Brick-lined  Shafts  (which  are  usually 
cylindrical)  may  he  effected  in  two  ways;  by  " underpinning,"  or 
by  a  "  dnvm-curb." 

To  sink  a  shaft  by  underpinning,  it  is  first  dug  as  deep  as  the 
earth  will  stand  vertical.  At  the  bottom  of  the  excavation  is  laid  a 
"  curb;"  that  is,  a  flat  ring,  whose  internal  diameter  is  equal  to  the 
intended  clear  diameter  of  the  shaft,  and  its  breadth  equal  to  the 
thickness  of  the  brickwork  (usually  9  inches).  It  is  made  of  oak  or 
elm  planks  3  or  4  inches  thick,  either  in  one  layer  fished  at  the 
joints  with  iron,  or  in  two  layers  breaking  joint,  and  spiked  or 
screwed  together.  On  this,  to  line  the  first  division  of  the  shaft,  a 
cylinder  of  brickwork  is  built  in  hydraulic  mortar  or  cement  In 
the  centre  of  the  floor  is  dug  a  small  pit,  as  described  in  Division 
V.  of  this  article,  at  the  bottom  of  which  a  platform  and  foot-blocks 
support  raking  props,  which  are  inserted  to  give  temporary  support 
to  the  curb  with  its  load  of  brickwork ;  the  pit  is  enlarged  to  the 
diameter  of  the  shaft  above;  on  the  bottom  of  the  excavation  is 
laid  a  new  curb,  on  which  is  built  a  new  division  of  the  brickwork, 
giving  permanent  support  to  the  upper  curb;  the  raking  props  and 
their  foot-blocks  arc  removed ;  a  new  pit  is  dug,  and  so  on  as  before. 
Care  should  be  taken  that  the  earth  is  firmly  packed  behind  the 
brickwork,  and  that  the  shaft  is  carried  down  truly  vertical. 

A  Drum  Curb  (fig.  270),  which  may  bo  made  of  timber  or  of  cast 
iron,  consists  essentially  of  a  flat  ring  for  supporting  the  brickwork, 
and  of  a  vertical  hollow  cylinder  or  drum,  of  the  same  outside 
diameter  as  the  brickwork,  supporting  the  ring  on  its  upper  edge, and 
bevelled  to  a  sharp  edge  ueWti,    Taa  drum  may  be  strengthened 
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if  necessary  by  an  additional  ring,  and  its  connection  with  the  rings 
made  more  secure  by  brackets,  as  shown  in  the  figure. 

When  the  shaft  has  been  sunk  aa  far  as  the  earth  will  stand 
vertical,  the  drum-curb  is  lowered  into  it,  and  the  building  of  the 
brick  cylinder  commenced,  care  being  taken  to 
complete  each  course  of  bricks  before  laying 
another,  in  order  that  the  curb  may  be  equally 
loaded  all  round.  The  earth  is  dug  away  from 
the  interior  of  the  drum ;  and  this,  together 
with  the  gradually  increasing  load  of  brickwork, 
causes  the  sharp  lower  edge  of  the  drum  to  sink 
into  the  earth ;  and  thus  the  digging  of  the  shaft 
at  the  bottom,  the  sinking  of  the  drum-curb,  and 
the  brick  lining  which  it  carries,  and  the  build-  !■'■£■  270. 

ing  of  the  brickwork  at  the  top,  go  on  together. 

Great  care  must  be  taken  so  to  regulate  the  digging  that  the 
shaft  shall  sink  vertically. 

Should  the  friction  of  the  earth  against  the  outside  of  the  shaft  at 
length  become  so  great  as  to  stop  its  descent,  before  the  requisite 
depth  is  attained,  a  smaller  shaft  may  be  sunk  in  the  interior  of  the 
first  shaft.     A  shaft  so  stopped  is  said  to  be  "  earth-fast" 

VII.  Temporary  Support  of  Working  S/w/tj.— When  a  working 
shaft  is  sunk  in  the  centre  line  of  an  intended  tunnel,  it  is  obvious, 
that  the  completion  of  the  excavation  for  the  tunnel  will  remove 
the  support  from  below  the  lining  of  the  shaft,  which  support  will 
only  be  replaced  when  the  arching  of  the  tunnel  is  completed. 

There  are  two  modes  of  giving  temporary  support  to  the  shaft, 
from  below  and  from  above. 

Support  from  below  is  given,  if  the  ground  is  solid  enough,  by 
means  of  a  pair  of  strong  parallel  sills,  say  15  inches  square,  and  10 
feet  longer  than  the  intended  span  of  the  tunnel.  Each  of  these  is 
sent  down  the  shaft  in  three  pieces,  which  are  inserted  into  small 
horizontal  drifts  running  at  right  angles  to  the  line  of  tunnel,  about 
3  or  4  feet  above  its  intended  roof,  and  are  there  scarfed  together. 
The  drifts  are  then  rammed  up.  The  distance  between  the  two 
sills  is  equal  to  the  clear  width  of  the  shall.  They  support  a  square 
frame,  which  supports  the  lowest  curb  of  the  part  of  the  shaft  to  be 

Should  the  material  be  too  soft  to  admit  of  this  mode  of  support, 
the  two  sills  (each  of  which  may  now  be  in  one  piece)  are  to  be 
laid  on  the  surface  of  the  ground  over  the  mouth  of  the  shaft  across 
the  line  of  tunnel,  and  somewhat  closer  together  than  the  width  of 
the  shaft.  The  lower  end  of  the  shaft  is  carried  by  a  strong 
wooden  frame,  which  is  hung  from  the  two  sills  by  means  of  four 
wrought  iron  suspending- rods  or  chains, 
2<J 
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Tlio  part  of  tlie  si i; i ft  t}\\\<  temporarily  supported  is  gonorailv 
lined  with  brick;  the  part  below  the  temporary  support  is  lined 
with  timber,  which  is  removed  in  the  course  of  the  excavation 
of  the  tunnel 

392.  Drift*,  inines,  «r  Heading*  are  small  horizontal  or  inclined 
underground  passages,  made  in  order  to  explore  the  strata  in  the 
line  of  an  intended  tunnel,  to  drain  off  water,  and  to  facilitate  the 
lunging  of  the  line  and  levels  and  setting  out  of  the  works  (see 
Article  70,  p.  114),  the  access  of  the  workmen,  and  the  transport 
of  materials;  and  for  the  last-mentioned  purpose  they  are  often 
furnished  with  small  temporary  railways. 

I.  Positions  of  Principal  Headings. — The  working  shafts  of  a 
tunnel  are  almost  always  connected  together  by  means  of  a  head- 
ing, which  accordingly  runs  either  along  or  parallel  to  the  centre 
line  of  the  tunnel.  In  some  cases  the  heading  runs  along  the 
centre  line,  while  the  working  shafts  lie  at  one  side,  and  are  con- 
nected with  the  main  heading  by  cross  headings. 

When  a  tunnel  runs  through  a  steep  hill,  near  or  parallel  to  one 
of  the  sides  of  the  hill,  cross  headings  opening  above  ground  at  the 
hillside  may  be  used  instead  of  working  shafts;  but  such  cases 
seldom  occur. 

In  tunnelling  through  soft  and  wet  ground  the  most  convenient 
level  for  the  principal  heading  is  at  or  near  the  bottom  of  the 
tunnel.  In  hard  and  dry  materials  it  may  be  placed  near  the  roo£ 
Other  positions  will  be  mentioned  farther  on 

II.  The  least  Dimensions  of  a  Heading  in  which  miners  can  con- 
veniently work  are  about  3  feet  broad  and  4^  or  5  feet  high. 

III.  Headings  in  Solid  Rock  are  driven  by  blasting  and  quarry- 
ing, as  to  which,  see  Article  207,  p.  344. 

Machinery  has  been  used  for  driving  headings.  The  most 
remarkable  is  that  employed  at  the  tunnel  now  in  progress  through 
Mont  Cenis  (see  p.  500).  It  consists  of  a  number  of  horizontal 
lumpers,  driven  at  the  rate  of  about  250  blows  per  minute,  by 
means  of  air  compressed  to  five  atmospheres,  and  conveyed  into 
the  mine  through  pipes.  The  air  is  supplied  and  compressed  by 
hydraulic  machinery  near  the  outer  end  of  the  mine.  As  in 
jumping  by  hand,  each  jumper  makes  a  portion  of  a  turn  after  each 
blow.  By  the  use  of  from  nine  to  eleven  jumpers,  each  driven  by 
its  own  air-cylinder  for  6  or  8  hours,  about  80  holes  of  from  2£ 
to  3  feet  long,  and  almost  all  about  lyV  inch  diameter,  are  made  in 
the  face  of  rock  at  the  end  of  the  mine;  those  holes  are  then  used 
for  blasting  by  gunpowder;  and  the  average  progress  made  is 
about  1  j  yard  per  day  of  a  heading  about  ten  feet  square.  The 
air  used  to  drive  the  machines  ventilates  the  mine.  (See  Civil 
Engineer  and  Architect*'  Journal,  October,  1866!  p.  284.) 
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Fig.  271. 


IV.  Timbered  Headings. — Headings  in  loose  and  soft  materials 
are  lined  with  timber,  the  principal  parts  of  the  timbering  being, 
as  in  other  cases  of  the  timbering  of  excavations,  horizontal  pieces, 
props,  and  poling  boards.  Fig.  271  is  a  longitudinal  section  of  a 
heading  in  earth  proceeding  in  the  direction  shown  by  the  arrow. 
The  frames,  or  "  settings,"  are  placed  at  from  2  to  3  feet  apart,  and 
are  made  of  round  timber  5  or  6  inches  in  diameter,  bo  that  the 
pieces  can  be  easily  handled  by  one  man.  The  section  shows  the 
ground-sills  resting  in  grooves  cut  in  the  floor,  the  props  stand- 
ing on  them,  the  upper  horizontal  pieces,  called  "  cap-sills," 
resting  on  the  props,  and  the  poling  boards  driven  between  the 
settings  and  the  aides  and  top  of  the 
excavation.  These  boards  are  usual  ly 
from  |  inch  to  an  inch  thick.  In  run- 
ning sand  and  other  soft  and  wet 
materials,  poling  hoards  are  laid 
tinder  the  bottom  sills  also,  so  as 
completely  to  enclose  the  beading ;  and 
straw  is  packed  behind  the  boards, 
to  keep  sand  from  running  in  through 

the. clunks.  The  operations  of  carrying  the  heading  forward  are  as 
follows: — Drive  a  set  of  poling  boards  forward  into  the  earth, 
between  the  last  setting  and  the  forward  ends  of  the  last  set  of 
poling  boards;  then  excavate  the  earth  within  the  new  set  of 
boards,  and  insert  a  new  setting,  and  so  on. 

V.  Precautionary  Boringt.  —  In  driving  a  mine  through 
ground  in  which  it  is  possible  that  cavities  containing  large 
quantities  of  water  may  be  encountered,  borings  ought  to  be 
carried  forward  both  directly  and  obliquely  in  advance  of  the  > 
mine,  in  order  that  the  neighbourhood  of  such  cavities  may  be 
ascertained  in  time  to  guard  against  sudden  outbreaks  of  water  into 
the  mine,  and  that  the  water  accumulated  in  them  may  escape  by 
degrees  and  without  danger  through  a  bore-hole.  This  precaution 
is  especially  necessary  in  approaching  old  pits,  mines,  or  tunnels, 
which  are  very  generally  found  to  be  full  of  water. 

VI.  The  Goal  and  Labour  of  Mining,  all  things  included,  such  as 
blasting,  timbering,  removing  water,  lights,  temporary  rails  and 
waggons,  Sec,  vary  from  five  times  to  twenty  times  the  cost  and 
labour  of  excavating  the  same  quantity  of  the  same  material  in  the 

393.  Tunnel*  In  Wit  aad  Sell  J  Back  are  in  general  excavated  by 
driving  a  heading  immediately  below  the  intended  roof  of  the 
tunnel,  from  which  heading  the  excavation  is  extended  sideways 
and  downwards  by  blasting  and  quarrying. 

These  operations  require  labour  to  the  extent  of  from  three-fourths 
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of  a  day's  work  to  three  days*  work  of  a  miner  per  cubic  yard  of  rock, 
according  to  its  hardness,  being  considerably  more  than  is  required 
in  the  open  air. 

The  following  data,  on  the  authority  of  Becker,  show  the  dis- 
tribution per  cent,  of  the  coat  of  excavating  a  railway  tunnel  in 
Jura  limestone,  which  required  115  days'  work  of  a  miner  to 
excavate  each  cubic  yard : — 

Workmen's  wages, 45  per  cent 

Blasting  powder, 15         „ 

Fusee, 3        „ 

Lamp  oil 8        „ 

Boring  tools, 90        „ 


This  tunnel  advanced  at  the  rate  of  about  a  foot  per  day. 

394.  tuumii  !■  Drr  Flamed  s«k  require  brick  or  stone  arch* 
ing  within,  to  guard  against  the  fall  of  portions  of  the  roof.  The 
most  convenient  way  to  make  them  ia  in  general  to  commence  at  a 
heading  running  along  close  below  the  roof  of  the  excavation;  to 
extend  the  excavation  sideways  and  downwards  to  the  floor  at 
each  side  of  the  tunnel,  leaving  a  wall  of  rock  standing  in  the 
middle.  This  wall  is  used  as  a  pier  to  support  temporary  props 
(should  such  be  required)  for  the  roof  of  the  excavation,  and  also  to 
support  the  centres  for  the  arching,  which  is  carried  forward  as 
close  behind  the  excavation  as  the  convenience  of  working  will 
admit.  When  the  arching  is  complete,  and  the  centres  struck,  the 
central  wall  of  rock  is  cut  away. 

All  hollows  between  the  brickwork  and  the  rock  should  be  care- 
fully filled  with  concrete. 

The  labour  of  executing  brickwork  in  tunnels  (including  cost  of 
lights)  is  about  double  of  that  of  executing  the  same  quality  of 
brickwork  above  ground. 

395.  Tnnnpii  in  son  DiaHiriah,  whether  such  as  are  soft  from  the 
first,  or  such  as  become  soft  by  exposure  to  air  and  moisture,  like 
some  kinds  of  clay,  require  timbering  to  support  the  sides  and  top 
of  the  excavation,  constructed  on  the  same  principles  with  that  of 


In  such  tunnels  a  principal  heading  is  in  general  required  at  the 
level  of  the  floor,  for  purposes  of  drainage. 

The  excavation  of  the  tunnel  is  carried  on  in  various  ways;  that 
which  will  here  be  described  is  the  method  of  which  a  detailed 
account  is  given  by  Mr.  Simms  in  his  Practical  Tunnelling,  as 
having  been  practised  at  Blechinjrley  tunnel  and  Saltwood  tunnel; 
the  former  in  blue  shale,  and  the  latter  in  sand. 
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'The  tunnel  is  executed  in  lengths,  each  of  about  12  or  15  feet 
These  are  designated  aa  follows,  in  the  order  in  which  they  are 
executed : — 

Side  lengths,  ou  each  side  of  a  working  shaft 

Leading  lengths,  in  prolongation  of  the  tunnel  from  the  side  lengths. 

Junction  lengths,  where  two  portions  of  the  tunnel  meet  midway 
between  two  shafts. 

Shaft  lengths,  directly  under  the  working  shafts. 

The  first  operation  in  commencing  a  side  length,  leading  length, 
or  junction  length,  is  to  drive  a  heading  at  the  top  of  the  excavation, 
whose  roof  must  be  1£  or  2  feet  above  the  intended  tup  of  the 
brickwork. 

From  that  heading  the  excavation  is  extended  sideways  and 
downwards  by  a  process  exactly 
like  that  of  driving  a  heading,  as 
shown  in  fig.  272,  which  is  a  cross- 
section  of  the  excavation,  after  it  j 
has  been  extended  a  short  distance 
to  the  right  of  the  top  heading,  The 
earth  is  supported  by  poling  boards, 
which  are  supported  by  strong  hori- 
zontal timbers  called  oars,  8  or  10 
inches  in  diameter.  The  after  ends 
of  these  bars  are  supported, — 

In  aide  lengths,  by  props  resting 
on  the  framework  of  the  working 
shaft; 

In  all  other  lengths,  by  the  top 
of  the  arch  of  the  previous  length ; 

And  they  are  kept  asunder  by 
four  or  five  short  struts  between 
each  pair.  The  forward  ends  of  the 
bars  rest  on  props,  each  of  which 
stands  on  a  foot-block. 

Fig.  273  is  a  longitudinal  section, 
showing  the  timbering  of  the  ex- 
cavation of  a  length  of  the  tunnel 
when  complete;  the  pieces  being 
numbered  in  the  ordor  in  which  they 
are  put  in. 

A  are  bars  already  mentioned, 
covered  with  poliug  boards. 

B,  props  resting  on  foot-blocks,  and  covered  with  poling  boards. 
When  the  excavation  has  been  carried  down  to  the  level  of  these 
foot-blocks,  there  is  inserted— 


Fig.  273. 
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C,  a  strong  sill  (say  13  inches  square),  sent  down  in  two  pieces 
and  scarfed  together.  It  extends  completely  across  the  excavation, 
and  1£  or  2  feet  into  the  earth  at  each  aide;  and  at  first  rests  on 
the  earth. 

D,  props  inserted  so  as  to  rest  on  the  sill  C  and  support  the 
bars  A.     Places  are  now  cut  to  receive 

E,  struts,  2  or  3  in  number,  10  inches  in  diameter,  or  thereabouts, 
whose  forward  ends  abut  against  the  sill  0,  and  their  backward 
ends  in  aide  lengths  against  the  timbering  of  the  shaft,  and  in 
other  lengths  against  notches  in  the  completed  brickwork. 

The  excavation  being  by  degrees  carried  down,  there  are  in- 
serted— 

F,  raking  props  below  the  sill  C,  standing  on  foot-blocks,  and 
covered  in  front  with  poling  boards.  When  the  excavation  has 
been  carried  down  to  the  level  of  the  foot-blocks,  there  is  inserted — 

G,  a  lower  sill,  similar  to  C ;  and  this  is  ultimately  supported 
and  kept  in  its  place  by  struts  I  and  raking  props  K,  in  the  same 
manner  with  C. 

L  is  part  of  the  bottom  heading. 

The  bottom  of  the  excavation  is  formed  with  great  accuracy  to 
receive  the  invert,  or  inverted  arch,  which  forms  the  base  of  the 
brickwork,  the  levels  being  set  out  as  described  hi  Article  70, 
p.  116.  The  invert  and  side  walls  are  built  according  to  moulds,  as 
described  in  Article  252,  p.  38-2;  and  the  arch  of  the  roof  upon 
centres,  consisting  of  three  ribs  under  each  length.  The  best 
centres  have  ribs  of  iron,  with  screws  under  each  luggin.  The 
centres  are  usually  supported  on  cross  sills,  which  are  themselves 
supported  partly  by  posts  resting  on  the  floor,  and  partly  by  their 
ends  being  inserted  into  holes  in  the  side  walls,  which  are  built  up 
after  the  centres  are  struck. 

After  the  brickwork  of  a  length  has  been  built,  most  of  the 
crown  bars  which  lie  above  the  arch  can  be  pulled  forward  so  as  to 
serve  for  the  next  length;  those  which  resist  this  must  be  left 
All  spaces  between  the  brickwork  and  the  earth  must  be  carefully 
rammed  up. 

The  following  was  the  distribution  of  tho  cost  of  Blechingley 
tunnel,  according  to  Mr.  Simms : — 

Materials.  pH  Cent 

Bricks, 3o£ 

Cement, n 

Timber, ill 

Ironwork, jl 

Miscellaneous, 6| 

Carried  forwaxl, _  .         (a 


TUNNELLING. 

Brought  forward,..  

Laboub. 

Mining — Shafts,  heading,  4c., 3+ 

„  Tunnelling, ig-| 

Brickwork, 

MlBCELLANEOCS  EXPENSES, 

Such  as  tunnel  entrances,  culvert,  machinery, 
buildings,  inspection,  ic, 


The  total  cost  per  yard  forward  was  about  £72;  the  clear 
dimensions  of  the  tunnel  being  24  feet  X  24  feet,  and  the  brickwork 
from  1  foot  IO4  inches  to  3  feet  thick. 

The  form  of  cross-section  is  that  already  given  in  fig.  265, 
p.  588. 

396.  Tunnel  f»bi> — Drainnice. — A  tunnel  front  consists  of  span- 
dril  walls  above  the  arch,  and  wing  walla  at  each  side,  like  those 
of  a  bridge.  To  secure  the  end  of  the  arch  against  the  tendency 
of  the  slope  of  earth  above  it  to  push  it  outwards,  it  may  be  tied 
back  by  longitudinal  iron  rods  to  a  horseshoe-shaped  curb  of  cast 
iron,  built  into  the  brickwork  at  a  distance  back  from  the  front 
about  equal  to  the  height  of  the  tunnel 

A  tunnel  which  has  no  invert  may  be  drained  by  means  of  a 
pair  of  side  drains,  like  a  cutting;  but  where  there  is  an  invert,  the 
main  drain  should  be  a  central  culvert,  of  which  the  invert  itself 
may  form  the  floor. 

A  catch-water  drain  should  divert  the  surface  water  which  might 
otherwise  flow  over  the  tunnel  front. 

397.  Tunnelling  in  Mnd. — The  celebrated  tunnel  of  the  elder 
Brunei  under  the  Thames  consists  of  a  rectangular  mass  of  brick- 
work laid  in  cement,  37  '5  feet  broad  and  22  feet  high,  containing  a 
pair  of  parallel  horseshoe  archways,  each  14  feet  span  and  17  feet 
high,  which  are  connected  together  by  small  cross  archways  at 
intervals.  The  least  thicknesses  of  the  brickwork  are,  at  the  crown 
of  the  arch  2j  feet,  at  the  base  of  the  invert  2$  feet,  at  the  sides  3 
feet,  in  the  central  wall  3£  feet.  The  whole  mass  of  brickwork 
rests  on  a  base  of  elm  planks  3  inches  thick. 

In  driving  this  tunnel,  the  place  of  the  timbering  of  the  ex- 
cavation described  in  Article  395,  was  supplied  by  a  machine 
called  a  "  shield,"  which  was  pushed  on  in  advance  of  the  brick- 
work at  a  distance  of  about  eight  feet.  The  shield  was  of  the  same 
dimensions  with  the  mass  of  brickwork.    It  consisted  ol  t-fle\s* 
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equal  and  similar  divisions  standing  vertically  Bids  by  aide,  and 
capable  of  being  pushed  forward  to  a  short  distance  independently 
of  each  other.  Each  division  consisted  of  a  cast  and  wrought  iron 
frame  about  3  feet  broad  (to  allow  a  small  space  between  the 
frames),  contsiuing  three  stages  for  workmen.  It  had  two  cast  iron 
feet,  resting  on  the  floor  of  elm  planks;  on  these  feet  it  was  sup 
ported  by  a  pair  of  hinged  legs  of  lengths  adjustable  by  screws.  It 
had  an  iron  roof  extending  back  to  the  brickwork,  and  a  pair  of 
jack-screws  at  the  top  and  bottom,  abutting  against  the  front  end 
of  the  brickwork,  to  push  it  forward.  The  several  frames  were  con- 
nected together  by  hinged  arms,  nearly  vertical,  to  enable  them  to 
afford  support  to  each  other  when  required.  The  spaces  at  each  side 
of  the  shield,  extending  back  from  the  face  of  the  excavation  to  the 
brickwork,  were  guarded  by  iron  plates.  Each  frame  had  in  front 
of  it,  extending  from  top  to  bottom,  a  range  of  poling  boards ;  each 
poling  board  was  3  inches  thick  and  6  inches  broad,  and  was 
pressed  against  the  material  in  front  by  a  pair  of  small  jack-screws 
abutting  against  the  frame. 

The  following  is  an  outline  of  the  process  of  excavation  with 
this  apparatus : — Take  out  the  uppermost  poling  board  in  front  of 
a  frame,  cut  away  about  3  inches  of  the  stuff  in  front,  replace  the 
poling  board,  with  its  screws  now  abutting,  not  against  the  frame 
directly  behind  it,  hut  against  the  two  frames  at  each  side  of  that; 
screw  it  forward  till  it  again  presses  against  the  earth.  Proceed  in 
this  way  till  the  whole  range  of  poling  boards  have  been  advanced 
three  inches,  their  screws  abutting  against  the  two  frames  at  each 
side  of  their  proper  frame  ;  shorten  the  legs  of  the  latter  frame  so 
as  to  lift  its  feet,  and  advance  them ;  then  push  forward  the  frame 
six  incites  by  means  of  its  large  abutting  screws:  it  is  supposed  to 
have  been  previously  three  inches  behind  the  adjoining  frames,  and 
is  now  three  inches  in  advance  of  them.  Repeat  the  whole 
operation  of  advancing  the  poling  boards,  restoring  their  screws  to 
their  proper  frame.  This  entire  operation  having  been  performed  on 
six  alternate  frames  at  the  same  time,  the  same  operation  is  per- 
formed on  the  other  six  alternate  frames,  and  so  on  until  the  whole 
shield  has  been  advanced  far  enough  to  admit  of  a  new  ring  of  brick- 
work being  built.  In  order  to  advance  the  brickwork  behind  a 
given  frame  of  the  shield,  the  poling  boards  of  that  frame  must 
havo  their  screws  abutted  against  the  adjoining  frame,  bo  that  the 
great  abutting  screws  may  be  removed  from  the  front  of  the  part  of  ■ 
the  brickwork  which  is  in  progress. 

The  shafts  at  the  two  ends  of  the  tunnel  have  been  mentioned 
in  Article  301,  p.  590.  The  Rotherhithe  shaft  was  sunk  38  feet 
on  a  drum-curb,  and  about  as  much  farther  by  underpinning;  the 
Wappiog  shaft  was  auiik  to  its  whole  depth,  72  feet,  on  a  dram-curb. 
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(For  details  of  the  Thames  tunnel,  see  Weale's  Quarterly  Papers 
on  Engineering.) 

The  Thames  tunnel  cost  £1,137  per  yard  forward,  or  nearly 
£12  5b.  per  cubic  yard  of  its  entire  bulk. 

Section  II.— -Of  Timber,  Iron,  and  Submerged  Foundations. 

398.  Onmi  p h .icipi™— Sab mrrfled  F*ndRti*» — Foundations 

which  can  be  executed  by  the  use  of  earthwork  and  masonry  alone 
have  already  been  treated  of  ia  Chapter  IIL  of  this  Part,  Section 
IV.,  Articles  235  to  239,  pp.  377  to  382.  The  present  section 
relates  to  those  foundations  which  involve  the  use  uf  structures  in 
timber  and  iron,  and  of  operations  under  water. 

The  general  principles  already  explained  with  reference  to 
ordinary  foundations,  viz.,  that  the  base  should  be  as  nearly  as 
possible  perpendicular 'to  the  resultant  pressure,  and  that  the  centre 
of  pressure  should  not  deviate  from  the  centre  of  figure  of  the  base 
beyond  certain  limits,  are  applicable  to  the  foundations  considered 
in  the  present  section  also.  The  mathematical  expression  of  those 
principles  baa  been  given  in  Articles  236,  237,  pp.  377  to  380. 

In  calculations  respecting  the  stability  of  structures  whoso 
foundations  are  submerged  in  water,  it  is  to  be  borne  in  mind  that 
the  pressure  of  the  water  on  tbe  immersed  part  of  the  structure  has 
the  same  effect  as  if  the  weight  of  that  part  were  diminished  by  an 
amount  equal  to  the  weight  of  an  equal  volume  of  water;  that  is, 
as  if  the  heaviness  of  the  immersed  part  of  the  structure  were 
diminished  by  62-4  lbs.  per  cubic  foot.  (See  Article  107,  Division 
IV.,  p.  165.) 

399.  Foundation!  aB  Timber  piaifarau  are  employed  where  the 
ground  is  too  soft  and  wet  for  the  expedients  mentioned  in  Article 
239,  p.  381.  The  best  European  timber  for  such  platforms  is  elm 
or  oak.  Beams  of  from  10  inches  to  1  foot  square  are  laid  about  3 
feet  apart,  in  two  layers,  crossing  each  other  so  as  to  form  a  grat- 
ing, the  space  between  them  is  filled  with  concrete,  and  above 
them  is  laid  a  layer  of  planking,  3  or  4  inches  thick,  on  which  the 
building  rests.  Another  mode  of  constructing  such  platforms  is  to 
lay  several  layers  of  planks  and  pin  them  together.  In  order  that 
timber  platforms  may  be  durable,  they  should  be  constantly  wet. 

400.  Vaandatlaai  •■  Iraa  PlalTarmi  are  of  too  recent  introduction 

to  be  yet  capable  of  redaction  to  general  principles.  As  a  practical 
example,  however,  of  a  platform  of  this  kind,  may  be  cited  the  cast 
iron  invert  lately  substituted  for  a  stone  invert  in  a  lock  at  Orange- 
mouth,  as  described  in  a  paper  by  the  engineer,  Mr.  Milne  (see 
Transactions  oj  the  Institution  of  'Engineers  in  Scotland  for  1859-60). 
The  lock  is  30  foot  broad;  the  depth  of  water  18  feet  6  inches  ;  tiia 
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side  walls  about  8  feet  thick  and  20J  feet  high;  the  invert  in 
question  consists  of  a  series  of  trough-shaped  cast  iron  girders,  lying 
close  together  side  by  side,  and  bolted  to  each  other  through  their 
vertical  sides;  each  of  thera  is  2  feet  broad,  21  inches  deep  at  the 
springing,  1.2  inches  deep  at  the  centre  of  the  invert,  and  2  inches 
thick ;  each  of  their  vertical  sides  has  a  flat  horizontal  flange  at  the 
top,  4  inches  broad.  The  trough-shaped  interior  of  each  girder  is 
filled  with  concrete,  covered  with  a  layer  of  bricks  laid  in  cement 

401.  start  Pil«  are  driven  in  order  to  compress  and  consolidate 
the  soil.  They  are  usually  of  round  timber,  from  6  to  9  inches  in 
diameter,  and  front  6  to  12  feet  long,  and  are  planted  as  close  to 
each  other  as  is  practicable  without  causing  the  driving  of  one  pile 
to  make  the  others  rise.  The  outside  row  of  piles  should  be  driven 
first,  then  the  next  within,  and  so  on  to  the  centre.  The  mass  of 
consolidated  soil  and  piles  thus  produced  may  be  regarded,  as 
respects  the  relation  between  its  bulk  and  the  load  that  it  can  bear, 
in  the  same  light  as  if  a  trench  had  been  dug  of  the  same  volume, 
and  filled  with  a  stable  material ;  as  to  which,  see  Article  239, 

K38 1 .     On  the  top  of  the  piles  may  be  placed  either  a  platform,  a 
ycr  of  concrete,  or  both. 

402.  n raring  i>iim  act  us  pillars,  each  supporting  its  share  of  the 
weight  of  the  building.  They  may  either  be  driven  through  tha 
soft  stratum  until  they  reach  a  firm  stratum  and  penetrate  a  short 
distance  into  it ;  or,  if  that  be  impracticable,  they  may  be  supported 
wholly  by  the  friction  of  the  soft  stratum.  It  appears  from  practical 
examples  that  the  limits  of  the  safe  load  on  piles  are  as  follows:— 

For  piles  driven  till  they  reach  the  firm  ground,  1,000  lbs.  per 

square  inch  of  area  of  head. 
For  piles  standing  in  soft  ground  by  friction,  200  lbs.  per  square 

inch  of  area  of  head. 

The  diameters  of  long  piles  range  from  9  inches  to  18  inches,  and 
should  never  be  less  than  l-20th  of  the  length.  Their  distance  from 
centre  to  centre  averages  about  3  feet,  and  is  seldom  less  than  2  J  feet 

The  best  material  for  them  is  elm,  which  should  be  chosen  as 
straight-grained  as  possible.  The  bark  should  be  removed,  and 
knots  or  rough  projections  smoothed  off. 

Piles  should  be  driven  with  the  butt  or  natural  lower  end  of  the 
timber  downwards.  It  is  roughly  sharpened  to  a  point  whose 
length  is  from  1^  times  to  twice  its  diameter;  and  should  stones  or 
other  hard  materials  occur  in  the  strata  to  be  pierced,  the  point 
must  be  fitted  with  a  "  shoe"  of  cast  or  wrought  iron,  fastened  on 
with  spikes.  The  weight  of  these  shoes  averages  about  1-1 00th  part 
of  that  of  the  piles. 

To  prevent  the  uc&d  of  &  \Ak  frum  being  split  or  bruised  by  the 
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blows  of  the  "ram"  used  in  driving  it,  it  is  bound  with  a  wrought 

Pile-driving  engines  are  of  various  kinds.  Tbe  simplest  is  the 
"  ringing  engine"  in  which  the  ram,  weighing  about  800  lbs.,  and 
moving  between  timber  guides,  is  attached  to  one  end  of  a  rope 
which  passes  over  a  pulley.  The  other  end  of  the  rope  branches  out 
into  a  number  of  smaller  ropes,  each  held  by  a  man,  in  the  pro- 
portion of  one  man  for  each  40  lbs.  weight  of  the  ram,  or  there- 
abouts. The  men,  pulling  all  together,  lift  the  ram  3  or  4  feet,  and 
on  a  given  signal,  let  go  all  at  once,  so  as  to  drop  it  on  the  head  of  the 
pile.  It  is  found  that  they  work  most  effectively  when,  after  every 
3  or  4  minutes  of  exertion,  they  have  an  interval  of  rest ;  and  under 
these  circumstances  they  can  give  about  4,000  or  5,000  blows  per 
day. 

In  the  "monkey  engine"  the  ram,  weighing  about  400  lbs,,  and 
held  by  a  staple  in  a  pair  of  tongs,  is  drawn  up  10  feet,  15  feet,  or 
higher  if  necessary,  by  means  of  a  windlass;  at  the  top  of  the  lift 
the  handles  of  the  tongs  come  in  contact  with  two  inclined  planes 
which  cause  them  to  let  the  ram  mil ;  tbe  tongs  are  then  lowered, 
and  have  jaws  so  shaped  that  on  reaching  the  staple  at  the  top  of 
the  ram  they  lay  hold  of  it  again.  The  windlass  may  be  driven  by 
men,  horses,  or  steam  power. 

The  steam  hammer  is  sometimes  used  for  driving  piles;  and  also 
an  engine  somewhat  on  the  same  principle,  in  which  the  ram  is 
lifted  by  the  pressure  of  compressed  air.  In  such  machines  rams 
of  great  weight  are  sometimes  used,  such  as  1  ton,  or  a  ton  and 
a-half. 

Piles  may  be  driven  in  a  direction  either  vertical  or  raking,  ac- 
cording to  the  position  of  the  guides  between  which  the  ram  slidea 
That  direction  should  be  parallel  to  that  of  the  pressure  which  they 
are  to  resist 

When  the  head  of  a  pile  is  to  be  driven  below  the  reach  of  tbe 
stroke  of  tho  ram,  the  blow  is  transmitted  from  the  ram  to  the  pile 
by  means  of  an  intermediate  short  post  of  timber  called  a  "puncit," 
or  •'*%." 

According  to  some  of  tbe  best  authorities,  tbe  test  of  a  pile's 
having  been  sufficiently  driven  is,  that  it  shall  not  be  driven  more 
than  one-fijih  of  an  inch  by  thirty  blows  of  a  ram  weighing  800  lbs. 
and  falling  5  feet  at  each  blow ;  that  is  to  say,  by  a  series  of  blows 
whose  total  mechanical  energy  amounts  to 

30  X  800  X  5  =  120,000  footpounds.' 

*  The  following  formula  show  the  nlatlon  between  the  blow  required  to  drive  a 
given  depth,  and  the  greateet  load  that  It  will  beer  without  sinking  farther, 
it  to  be  eupported  by  an  uniformly  distributed  friction  »^m».  V»  «A<s. 
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Files  are  drawn,  when  required,  by  means  of  the  hydraulic 

When  a  firm  stratum,  into  which  the  points  of  a  set  of  piles  are 
driven,  underlies  a  stratum  bo  soft  that  their  lateral  stability  is 
doubtful,  a  mass  of  loose  stones  may  be  thrown  in  round  them  to 
give  them  the  steadiness  which  they  want 

After  the  driving  of  a  set  of  piles  has  been  completed,  their 
heads  arc  to  be  sawn  off  to  the  height  required  for  the  support  of 
the  platform. 

The  soft  ground  round  the  tops  of  the  piles  is  then  to  be  scooped 
out  to  a  depth  which  in  ordinary  cases  ranges  from  3  to  6  feet,  and 
the  space  filled  with  hydraulic  concrete,  laid  is  layers  not  exceeding 
1  foot  deep. 

The  platform  supported  by  the  piles  consists  of  a  grating  of 
beams  of  10  or  12  inches  square,  called  tiring  -pieces  and  crots-pieca, 
half-notched  into  each  other  over  the  heads  of  the  piles,  to  which 
they  are  fixed  by  treenails,  and  covered  with  planking  3  or  4  inches 
thick-  The  spaces  between  the  beams  of  the  grating  are  to  be 
filled  with  hydraulic  concrete.  The  beams  on  the  top  of  the  outer- 
most rows  of  piles  arc  usually  made  so  deep  that  their  npper 
surfaces  are  flush  with  that  of  the  planking,  which  is  rabbeted  into 
them ;  that  is,  sunk  in  a  groove.  Those  beams  are  in  this  cue 
called  the  capping. 

Piles  may  be  driven  into  rock  by  first  jumping  holes  in  it  of  a 
little  less  diameter  than  the  piles. 

For  cast  iron  piles,  the  best  form  is  that  of  a  tube.  To  prevent 
their  being  broken  by  the  blows  of  the  ram  in  driving  them,  a 

Let  W  be  the  weight  of  (be  mm. 
k,  the  height  from  which  it  falls. 

x,  the  depth  through  which  the  pile  l»  driren  by  the  hit  blow. 
P,  the  greatest  load  it  will  bear  without  linking  (either. 
8,  the  sectional  area  of  the  pile. 
4  in  length. 
E,  its  modulus  of  elasticity. 

Then  the  energy  of  the  blow  b  tbna  employed:— 
IV  h  =•  (employed  in  compressing  the  pile)  +  P  m  (employed  In  (Wring  it)  i 


P.y(«^i+t^. 


Piles  are  usually  driren  en  til  P,  «  computed  by  this  formula,  is  between  8,0011 
Sod  3,000  lbs.  per  square  inch  of  the  area  S;  and  as  their  working  load  rutgn  from 
200  to  1,000  lbs.  per  equaie  inch,  the  factor  of  safety  against  linking  Li  from  8  to  10. 
Tfte  factor  of  safely  against  ilkec*  ctusniae,  ol  to;  ".WW  itmikl  not  be  lose  thjui  10. 
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timber  panch  b  interposed  between  tbe  bead  of  the  ram  and  the 
pile.  The  best  mode,  however,  of  during  them,  is  by  the  aid  of 
the  screw,  which  will  be  mentioned  in  the  next  article. 

403.  Screw  Piles,  the  invention  of  Mr.  Alexander  Mitchell,  are 
piles  which  are  screwed  into  tbe  stratum  in  which  they  are  to 
stand.  The  pile  may  be  either  of  timber  or  iron,  and  that  it  may 
admit  of  being  easily  turned  about  its  axis,  should  be  cylindrical,  or 
at  all  events  octagonal.  Tbe  screw  blade,  which  is  fixed  on  at  the 
foot  of  the  pile,  is  usually  of  cast  iron,  and  seldom  makes  more 
than  a  single  turn.  Its  diameter  is  from  twice  to  eight  times  that  of 
the  shaft  of  the  pile,  and  its  pitch  from  one-half  to  one-fourth  of 
its  diameter.  The  best  mode  of  driving  screw  piles  is  to  apply  the 
power  of  men  or  of  animals,  walking  on  a  temporary  platform, 
directly  to  levers  radiating  from  the  heads  of  the  piles. 

As  an  example  may  be  cited  the  cast  iron  piles  already  men- 
tioned in  Article  381,  p.  572,  as  being  used  in  the  piers  of  railway 
bridges  in  India.  Each  of  these  was  screwed  into  the  ground  by 
means  of  four  levers,  each  40  feet  long,  and  each  having  eight 
bullocks  yoked  to  it.  According  to  this  example,  the  greatest 
working  load  upon  each  screw  of  4  feet  6  inches  in  diameter, 
exclusive  of  the  earth  and  water  above  it,  is  nearly  as  follows : — 

Pier  25  tons  +  superstructure  12  +  train  30  =  67  tons  =  150,080 

lbs.,  being  at  the  rate  of  nearly 
100  lbs.  per  square  inch  of  the  horizontal  projection  of  the  screw- 
As  these  piles  are  screwed  from  20  to  45  feet  into  the  earth,  the 
weight  of  earth  above  each  screw-blade  may  be  taken  as  ranging 
from  14  lbs.  to  31  lbs.  per  square  inch;  so  that  the  load  on  each 
screw  blade,  exclusive  of  the  weight  of  earth  above  it,  ranges  from 
3  times  to  7  times  that  weight,  and  including  tbe  weight  of  earth, 
from  4  times  to  8  times;  results  which  correspond  with  tho  theory 
of  Article  237,  p.  370,  if  the  angles  of  repose  of  the  earth  be 
assumed  to  range  from  about  28°  to  about  10°.     (See  p.  618.) 

For  the  resistance  of  screw  piles  to  wrenching.  Bee  page  502.  From 
experiments  by  Mr.  John  Wood,  C.E.,  it  appears  that  the  factor 
of  safety,  6,  is  barely  enough  for  cast  iron  screw  piles,  the  greatest 
safe  working  stress  being  little  more  than  4,000  His.  per  square  inch, 

404.  dhcei  Piles  are  Sat  piles,  which,  being  driven  successively 
edge  to  edge,  form  a  vertical  or  nearly  vertical  sheet,  for  the  pur- 
pose of  preventing  the  materials  of  a  foundation  from  spreading, 
or  of  guarding  them  against  the  undermining  action  of  water. 
They  may  be  made  either  of  timber  or  of  iron. 

Timber  sheet  piles  are  planks  having  a  projection  or  feather  along 
one  edge,  and  a  corresponding  groove  along  the  opposite  ed^a. 
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They  are  of  any  breadth  that  can  readily  be  procured,  and  from  2( 
to  10  inches  thick,  and  are  sharpened  at  the  lower  end  to  an  edge, 
which,  in  atony  ground,  may  be  shod  with  sheet-iron. 

When  a  space  is  to  be  enclosed  with  sheet-piling,  a  range  of  guide- 
piles  is  first  driven,  being  long  rectangular  piles  at  regular  inter- 
vals apart  of  from  6  to  10  feet :  these  are  driven  to  the  same  depth 
as  bearing-piles.  To  the  opposite  sides  of  these,  near  the  top,  are 
notched  or  bolted  a  pair  of  parallel  string-pieces  or  wales :  these  are 
horizontal  beams,  from  5  to  10  inches  square,  notched  on  the  guide- 
piles  to  such  a  depth  as  leave  a  space  between  them  of  a  width  equal 
to  the  thickness  of  the  sheet-piles.  If  the  sheet-piles  are  to  stand 
more  than  8  or  10  feet  above  the  ground,  a  second  pair  of  wales  is 
required  near  the  level  of  the  ground. 

The  sheet-piles  arc  driven  between,  the  wales  to  about  half  the 
depth  of  the  guide-piles,  beginning  with  the  sheet-piles  next  the 
guide-piles,  and  working  towards  the  middle  of  each  space  between 
a  pair  of  guide-piles ;  so  that  the  last  or  central  sheet-pile  acta  as  a 
wedge  to  tighten  the  whole. 

In  iron  siieet-pUing  the  guide-piles  may  he  either  tubular,  or  of  a 
form  of  section  like  a  trough-girder  set  on  end  (fig.  240,  p.  524). 
The  sheet-piles  are  also  like  trough -girders  set  on  end,  being  plates 
stiffened  by  vertical  ribs  on  the  inner  side.  Their  side  edges  are  so 
formed  as  to  nuke  over-lapping  joints,  and  their  lower  edges  are 
wedge-shaped. 

For  example,  in  the  foundations  of  Chelsea  Bridge,  the  cast  iron 
guide-piles  are  tubular,  fiat  on  the  outer  side,  semi-cylindrical  on 
the  inner  side,  12  inches  in  external  diameter,  and  1  inch  thick, 
and  are  27  feet  long;  the  sheet-piles  are  cast  iron  plates,  10  feet 
long,  from  6  to  7  feet  broad,  and  1  inch  thick,  stiffened  by  verti- 
cal ribs,  which  arc  from  4  to  6  inches  deep,  and  from  10  to  20  inches 
apart,  and  by  one  horizontal  rib  of  about  the  same  dimensions  at 
the  upper  edge. 

403.  llnbrr  and  froa-Caimd  Concrete  FonnilnMan. — In  founda- 
tions of  this  class  the  building  rests  on  a  mass  of  concrete  (as  to  the 
strength  and  dimensions  of  which,  sec  Article  239,  pp.  381,  382), 
that  mass  being  cased  with  sheet-piling  of  timber  or  iron,  such  as 
that  described  in  the  preceding  article. 

The  sheet-pile  casing  is  constructed  first,  and  is  sufficiently  braced, 
transversely  and  diagonally,  to  enable  it  to  resist  the  pressure  to 
which  it  may  be  exposed,  whether  of  water  and  mud  from  without, 
or  of  concrete,  while  in  the  soft  state,  from  within.  The  soft  ma- 
terial within  the  casing  is  then  scooped  out 

The  concrete  should  be  that  described  in  Art  230,  p.  374,  as 
strong  hydraulic  concrete,  or  "beton,"  and  should  be  laid  in  layers  of 
about  a  foot  thick,  each.  Wjm  Vwiu^  either  well  rammed  or  thrown 
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in  from  a  stage  at  least  10  feet  high.  Time  should  be  given  for  the 
concrete  to  become  firm  before  a  heavy  load  is  placed  on  it ;  for  it 
has  been  shown  by  recent  observations  that  intense  pressure  retards 
the  setting  of  concrete. 

The  casing,  besides  facilitating  the  excavation  of  a  bed  for  the 
concrete,  serves  to  protect  it  afterwards  from  injury  by  such  causes 
as  the  wearing  action  of  a  river  current  When  the  casing  is  of 
iron,  it  is  capable  of  bearing  also  a  share  of  the  load. 

Sometimes  a  timber  or  iron-cased  mass  of  concrete  is  combined 
with  a  system  of  bearing-piles,  as  described  in  Article  402,  pp.  602  to 
604. 

406.  iron  Tabular  Fonodniitmi  consist  of  large  hollow  vertical 
cast  iron  cylinders,  filled  with  rubble  masonry  or  concrete,  such  as 
have  already  been  partly  described 
in  Article  381,  pp.  572,  573. 

The  general  construction  of  such 
cylinders  and  the  mode  of  sinking 
them  are  shown  by  the  vertical 
section,  fig.  274.  Amongst  the 
auxiliary  structures  and  machinery 
not  shown  in  the  figure  are,  a 
temporary  timber  stage  from  which  r— - 
the  pieces  of  the  cylinder  can  be  v 
lowered,  and  on  which  the  ex- 
cavated material  can  be  carried 
away ;  and  a  steam  engine  to  work 
a  pump  for  compressing  air.  $ 

The  following  were  the  dimen- 
sion b  of  the  engine  and  pump  used 
to  supply  air  to  a  cylinder  of  the 
Theiss  bridge  formerly  referred  to; 
the  diameter  being  984  feet,  and 
the  greatest  depth  below  the  sur- 
face of  the  water  to  which  the 
cylinder  was  mink,  66  feet,  corresponding  to  an  absolute  pressure  of 
3  atmospheres  (or  2  atmospheres,  that  is  to  say,  20-4  lbs.  on  the 
square  inch,  above  the  ordinary  atmospheric  pressure).  This  is 
said  to  be  the  greatest  pressure  under  which  the  excavators  can 
work  without  danger  to  their  health. 

Diameter  of  steam  cylinder  (high  pressure), 8-67  inches. 

„       of  air-cylinder, 11*83       „ 

Length  of  stroke  (the  same  in  both  cylinders),...     0-656  foot. 

Number  of  revolutions  per  minute, ..from     100  to  1 20, 

Horse  power, irom      loto  1a. 
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From  these  data  it  appears  that  the  volume  of  air  supplied, 
measured  at  the  ordinary  atmospheric  pressure,  was  from  100  to 
120  cubic  feet  per  minute.  It  appears  that  the  number  of  persona 
within  the  cylinder  at  one  time  was  from  six  to  eight. 

The  cylinder  consists  of  lengths  of  about  i)  feet,  united  by  internal 
flanges  and  bolts.  The  joints  are  cemented  and  made  air-tight 
with  a  well-known  composition,  consisting  of 

Iron  turnings, i,ooo  parta  by  weight 

Sal-ammoniac, io     „  „ 

Flour  of  sulphur, a     „  „ 

Water  enough  to  dissolve  the  sal-ammoniac. 

In  some  examples  each  joint  is  made  tight  by  means  of  a  ring- 
shaped  cord  of  vulcanized  indian  rubber,  lodged  in  a  pair  of  grooves 
on  the  faces  of  the  flanges. 

The  lowest  length,  A,  of  the  cylinder,  has  its  lower  edge 
sharpened,  that  it  may  sink  the  more  readily  into  the  ground. 
The  intermediate  lengths,  B,  B,  and  the  uppermost  length,  C,  hare 
flanges  at  both  edges,  upper  and  lower.  The  portion  D,  at  the 
top,  forms  the  "  bell."  The  lower  edge  of  the  bell  has  an  internal 
flange  by  which  it  is  bolted  to  the  cylinder  below ;  its  upper  end 
is  closed,  and  may  be  either  dome-shaped,  or  flat,  and  strengthened 
against  the  pressure  of  the  air  within  by  transverse  ribs,  as  in  the 
figure.  In  the  example  shown  the  bell  is  made  of  wrought  iron 
boiler  plates. 

E  is  a  siphon,  2  or  3  inches  in  diameter,  through  which  the 
water  is  discharged  by  the  pressure  of  the  compressed  air. 

F  and  G  are  two  cast  iron  boxes,  called  "  air-locks,"  by  means  of 
which  men  and  materials  pass  in  and  out.  Each  of  them  has  at  the 
top  a  trap  door,  or  lid  opening  downwards  from  the  external  air,  and 
at  one  side,  a  door  opening  towards  the  interior  of  the  bell,  and  is 
provided  with  stop  cocks  communicating  with  the  external  air  and 
with  the  interior  of  the  bell  respectively,  which  can  be  opened  and 
closed  by  persons  either  within  the  bell,  within  the  box,  or  outside 
of  both.     These  may  bo  called  the  escape  cock  and  the  supply  cock. 

The  bell  is  provided  with  a  supply  pipe  and  valve  for  intro- 
ducing compressed  air,  a  safety  valve,  a  pressure  gauge,  and  a  large 
escape  valve  for  discharging  the  compressed  air  suddenly  when 
ruquired- 

At  the  lower  flange  of  the  division  C  is  a  timber  platform,  on 
which  stands  a  windlass. 

The  apparatus  is  represented  as  working  in  a  stratum  of  earth  or 
mud,  covered  with  water. 

The  operation  of  sinking  a  cylinder  is  analogous  to  that  of  sink- 
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itig  a  shaft  with  a  drum  curb.  (Article  391,  p.  592.)  Tha  first 
operation  is  to  lower  the  lowest  length  A  of  the  cylinder,  till  it 
rests  on  the  earth,  with  as  many  intermediate  lengths  B  as  are  suf- 
ficient to  reach  a  foot  or  two  above  the  top  water-level,  and  one 
additional  length  C,  all  bolted  together.  Then  the  bell  is  bolted 
on.  The  whole  cylinder  sinks  to  a  depth  depending  on  tha 
material  on  which  it  rests.  The  engine  then  forces  in  air  until 
the  water  is  expelled  from  the  cylinder.  Workmen,  with  toots 
and  buckets,  can  now  pass  in  and  out  through  the  boxes  or  air- 
locks. To  pass  in,  the  operation  is  as  follows: — Shut  the  supply- 
cock  of  the  box,  if  not  shut  already ;  open  the  escape-cock — should 
there  be  compressed  air  in  the  box,  it  will  be  discharged ;  open  the 
trap-door  and  enter  the  box;  shut  the  trap-door  and  fasten  it; 
shut  the  escape-cock ;  open  the  supply-cock ;  in  a  few  minutes  tha 
box  will  be  filled  with  compressed  air  at  the  same  pressure  with 
that  in  the  bell;  open  the  side  door  and  pass  into  the  belL  To 
pass  out,  the  operation  is  as  follows : — Should  the  escape-cock  of 
the  box  be  open,  shut  it;  should  the  supply-cock  be  shut,  open  it; 
the  box  will  soon  he  filled  with  compressed  air,  if  not  full  already; 
open  the  side-door,  enter  the  box,  close  the  side-door,  shut  the 
supply-cock,  open  the  escape-cock;  when  the  air  has  fallen  to  the 
external  pressure,  open  the  trap-door  and  pass  out  Some  of  tha 
workmen  (generally  two)  descend  by  a  ladder  or  a  bucket  to  the 
bottom  of  the  cylinder,  dig  away  the  earth  from  its  interior,  and  put 
it  into  buckets,  which  are  raised  by  a  set  of  men  working  the 
internal  windlass,  and  sent  through  the  air-locks,  whence  they 
are  removed  by  an  external  windlass,  not  shown  in  the  figure. 

So  soon  as  the  excavation  has  been  carried  down  to  the  level  of 
the  lower  edge  of  the  cylinder,  the  miners  carry  their  tools  and  the 
lower  division  of  the  siphon  E  up  to  the  platform ;  the  whole  of  the 
workmen  leave  the  bell;  the  great  supply-valve  is  shut,  and  the 
great  escape-valve  opened,  so  that  the  whole  of  the  compressed  air 
escapes.  The  cylinder  being  deprived  of  the  support  arising  from 
the  pressure  of  the  compressed  air  against  the  top  of  the  bell,  sinks 
to  a  depth  usually  varying  from  one  to  two  yards.  When  it  has 
given  over  sinking,  the  great  escape-valve  is  shut,  and  the  great 
supply-valve  opened,  and  the  operation  goes  on  as  before,  until  it 
becomes  necessary  to  put  on  on  additional  length  of  cylinder.  This 
is  done,  while  the  pressure  within  and  without  arc  equal,  by  unbolt- 
ing and  taking  off  the  bell,  putting  on  a  new  length  of  cylinder  on 
the  top  of  C,  which  now  becomes  an  intermediate  length,  removing 
the  platform  and  windlass  np  to  the  new  length,  putting  an 
additional  length  into  the  siphon,  and  replacing  and  bolting  on  the 
bell. 

In  the  case  taken  as  an  example,  each  cylinder  waa  sunk  Vsj 
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gangs  of  nine  men  working  six  hours  at  a  time;  and  the  earth  (sand 
and  clay)  was  removed  at  the  rate  of  15  buckets,  each  containing 
■09  of  a  cubic  yard,  per  hour;  that  is, 

15  X  09  =  1-35  cubic  yard  per  hour,  by  nine  men; 
or  -15  cubic  yard  per  man  per  hour; 

or  6$  hours  of  one  man  per  cubic  yard. 

The  total  volume  of  earth  which  haa  to  be  removed  ranges,  ac- 
cording to  the  stiffness  of  the  material,  from  once  to  three  times  the 
volume  formed  by  multiplying  together  the  sectional  area  of  the 
cylinder  and  the  depth  to  which  it  is  sunk.    (See  p.  784.) 

Care  must  he  taken  to  keep  the  cylinder  upright  as  it  descends, 
by  means  of  stays, 

When  the  sinking  of  the  cylinder  has  been  completed,  it  is  filled 
with  masonry,  or  with  hydraulic  concrete;  as  to  which,  see  Article 
405,  p.  606.  About  one-half  of  the  building  is  performed  in  the 
compressed  air;  the  remainder,  with  the  cylinder  open  at  the  top, 
the  bell  being  removed. 

Care  should  be  taken  to  pack  the  concrete  or  masonry  well 
below,  and  to  bed  it  firmly  above,  each  of  the  pairs  of  internal 
flanges. 

In  very  soft  materials  it  is  sometimes  necessary  to  drive  a  set  of 
bearing  piles  in  the  interior  of  each  cylinder,  in  order  to  support 
the  concrete  and  masonry. 

The  earliest  mode  of  sinking  iron  tubular  foundations  was  that 
invented  by  Dr.  Potts,  in  which  the  air  is  exhausted  by  a  pump  from 
the  interior  of  the  tube,  which  is  forced  down  by  the  pressure  of 
the  atmosphere  on  its  closed  top.  This  method  is  well  suited  for 
sinking  tubes  in  soft  materials  that  are  free  from  obstacles  which 
the  edge  of  the  tube  cannot  cut  through  or  force  aside,  such  as  large 
stones,  roots,  pieces  of  timber,  tic* 

407.    Fsanrinilana   mode  by   Well-alnkl.,    are    in    some    respects 

analogous  to  iron  tubular  foundations.  They  ore  suitable  for  a  soft 
and  wet  stratum  with  a  firm  stratum  below  it.  They  are  made  by 
sinking  a  sufficient  number  of  cylindrical  stone  or  brick-lined 
shafts,  each  on  a  drum-curb  (see  Article  391,  p.  592),  through  the 
soft  stratum,  until  the  firm  stratum  is  reached.     These  shaft*  an 

"  Th«  method  of  sinking  cylinders  by  the  aid  of  compressed  air  -was  Invented 
ibout  18 II  by  11.  Triger.  It  in  first  used  on  a  great  Mile  a  lew  veari  aJlerw.nf-, 
by  Mr,  Hughes,  at  the  bridge  over  the  Medway  at  Rochester,  executed  from  tba 
designs  of  Sir  William  Cubitt,  by  Messrs.  Fox,  Henderson,  &  Co. 

Il  1*84  at  first  intended  tint  the  lubes  should  be  sank  by  the  exhaustive  pronv; 
but  the  remains  of  an  old  iVnbei  tand^e.  Imbedded  in  the  mud  at  the  bottom  of  the 
river,  rendered  thai  im\):n.ctaah\«',  *aoA\ie  cow^naaYit^cwmiiu  Caen  introduced. 
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then  filled  with  rubble  masonry,  or  with  brickwork,  so  that  each  of 
them  becomes  a  solid  cylindrical  pillar. 

408.  rniwntn*. — A  caisson  is  a  sort  of  flat-bottomed  boat  in 
which  the  foundation  -courses  and  lower  part  of  some  struc- 
ture which  is  to  stand  in  water,  such  as  a  bridge-pier,  are  built, 
and  floated  to  their  intended  site.  The  bottom  of  the  caisson 
is  a  horizontal  timber  platform,  fitted  to  form  a  permanent  part  of 
the  foundation,  as  described  in  Article  399,  p.  GUI.  The  sides  are 
vertical,  and  are  capable  of  being  detached  from  the  bottom.  A 
acat  is  prepared  for  the  platform,  by  excavation  alone,  by  laying  a 
bed  of  concrete,  by  driving  a  set  of  piles,  or  otherwise,  as  the 
occasion  may  require.  The  caisson  is  moored  over  that  seat,  and 
when  the  building  within  it  has  been  carried  to  a  suflicient  height, 
it  is  gradually  sunk,  by  slowly  admitting  the  water,  until  the  plat- 
form rests  on  its  bed.     The  sides  arc  then  detached  and  removed. 

The  usual  method  of  connecting  the  sides  with  the  bottom  is  as 
follows : — The  main  supports  of  the  bottom  consist  of  a  number  of 
parallel  transverse  beams  whose  ends  project  beyond  the  sides; 
across  the  upper  edges  of  the  sides  are  laid  an  equal  number  of 
similar  beams,  into  which  the  uppermost  wales  or  longitudinal 
pieces  of  the  sides  are  so  notched  as  to  be  kept  by  the  beams  from 
being  forced  together  by  the  pressure  of  the  water.  The  projecting 
ends  of  the  upper  set  of  beams  are  connected  with  those  of  the 
lower  set  by  long  vertical  iron  bolts,  outside  the  caisson,  having  a 
hook  and  eye  joint  a  little  above  the  lower  beams;  and  by  un- 
fastening these  the  sides  are  at  once  detached  from  the  bottom. 

The  dimensions  of  the  timber  used  in  the  bottom  are  usually 
about  the  same  as  for  a  foundation-platform  (Article  399,  p.  601); 
those  of  the  framework  of  the  sides  may  be  computed  according  to 
the  principles  of  the  strength  of  materials,  so  as  to  bear  safely  tho 
greatest  pressure  of  the  water. 

In  an  example  described  by  Becker,  used  in  building  a  bridge 
pier,  the  caisson  was  about  Go  feet  long,  21  feet  broad,  and  Id  feet 
deep  over  all,  the  masonry  within  being  about  18  feet  broad.  The 
cross  beams  were  10  inches  square,  and  about  2  feet  10  inches  apart 
from  centre  to  centre;  the  upright  standards  of  the  sides  were  10 
inches  square,  and  5  feet  8  inches  from  centre  to  centre. 

Mr.  John  Moffat  uses  caissons  which  are  built  of  bricks  and 
cement  in  a  graving-dock,  coated  with  coal  tar,  and  floated  to  the 
site  of  the  work  of  which  they  are  to  form  part;  they  are  then 
sunk,  and  filled  with  concrete. 

409.  n»n»  for  FonDduiinn.  are  made  for  the  purpose  of  exclud- 
ing water  from  a  space  in  which  a  foundation  or  some  such 
structure  is, to  be  made.  The  materials  principally  used  in  them 
are  timber,  iron,  and  clay  puddle,  as  to  which,  last,  see.  Ax&£&  "18&» 
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p.  344.     Hydraulic  concrete  also  is  occasionally  used,  as  to  which, 
see  Article  230,  p.  374. 

I.  Clay  .Dam*.— In  still  water  of  a  depth  not  exceeding  3  or  4 
feet,  and  on  moderately  firm  ground,  a  clay  puddle  embankment 
forms  a  sufficient  dam;  care  being  taken,  before  commencing  it,  to 
dig  a  trench  for  its  foundation,  so  as  to  remove  loose  and  porous 
material  from  the  surface  of  the  ground. 

II.  Coffer  Dams. — In  greater  depths,  the  essential  part  of  an 
ordinary  dam  consists  of  two  parallel  rows  of  main  piles  and  sheet 
piles  (see  Article  404,  p.  605),  enclosing  between  them  a  vertical 
wall  of  clay  puddle.  The  upj«r  wales  of  the  two  rows  of  piles  an 
tied  together  by  cross  beams,  which  support  a  stage  of  planking  for 
the  use  of  the  workmen.  The  main  piles  in  one  row  are  from  4  to 
5  feet  apart.  The  ground  is  excavated  between  the  rows  of  sheet 
piles  until  a  sufficiently  firm  bottom  is  reached,  and  the  paddle 
rammed  iu  layers. 

The  common  rule  for  the  thickness  of  a  coffer  dam  is  to  make  it 
equal  to  the  height  above  ground,  if  the  height  does  not  exceed  ten 
feet;  and  for  greater  heights,  to  add  to  ten  feet  one-third  of  the 
excess  of  the  height  above  ten  feet 

When  the  height  exceeds  twelve  or  fifteen  feet,  or  thereabout, 
three,  and  sometimes  four  or  more,  parallel  rows  of  sheet  piling  are 
driven,  thus  dividing  the  thickness  of  the  dam  into  two,  three,  or 
more  equal  divisions,  each  of  six  feet  thick,  or  thereabouts;  the 
outermost  division  is  made  of  the  full  height,  and  the  heights  of  the 
inner  divisions  are  made  less,  so  as  to  form  a  series  of  steps. 

It  appears  from  experience  that  a  thickness  of  from  two  to  five 
feet  of  clay  puddle  is  sufficient  to  make  a  coffer  dam  water-tight; 
the  additional  thickness  given  by  the  rules  above  mentioned  it 
required  for  stability,  and  the  more  so  that  the  timber  framework 
cannot  be  stiffened  inside  by  diagonal  braces  between  the  rows  of 
girder  piles ;  for  such  braces  would  conduct  streams  of  water  along 
their  sides  through  the  puddle. 

Another  mode  of  obtaining  stability  is  to  make  the  dam  simply 
of  sufficient  thickness  to  exclude  the  water,  and  to  support  it  from 
within  against  the  pressure  of  the  water  by  means  of  sloping 
struts,  abutting  at  their  upper  ends  against  the  main  piles  of  the 
inner  face  of  the  dam,  and  at  their  lower  ends,  in  soft  ground, 
against  piles  driven  for  that  purpose,  and  in  hard  ground,  against 
foot- blocks, 

Let  b  be  the  breadth,  in  feet,  of  the  division  of  the  dam  sustained 
by  one  such  strut 

as,  the  depth  of  water, 
to,  the  weight  of  a  cubic  foot  of  water,  * 
being  62-4  lbs.  for  fresh,  an&  ftV  Vua.  fet  salt  water. 
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Thon,  by  the  principles  of  Article  107,  p.  166,  equation  9,  the 
total  pressure  of  the  water  against  that  division  of  the  dam  is 

P=wi**  +  2; (1.) 

and  the  moment  of  that  pressure,  relatively  to  a  horizontal  axis  at 
the  level  of  the  ground  is 

M  =  v>bx*  -i-6 (2.) 

Let  h  be  the  height  above  the  ground  at  which  the  strut  abuts 
against  the  dam,  and  t  its  inclination  to  the  horizon;  the  thrust 
along  the  strut  is 

T  =  Msec*-f-A; (3.) 

and  the  scantling  required  to  bear  that  thrust  safely  may  be  com- 
puted by  the  principles  of  Article  158,  p.  238,  equations  6,  7,  8. 

When  a  coffer  dam  is  to  be  exposal  to  waves,  add  together  the 
greatest  depth  of  still  water  in  front  of  it,  and  twice  the  greatest 
height  to  which  the  crest  of  a  wave  rises  above  the  level  of  still 
water,  and  put  the  sum  for  the  greatest  depth  to  which  the  dam  ifl 
to  be  adapted  (x  in  the  formula?).  In  shallow  water  on  exposed 
parts  of  the  coast,  this  amounts  very  nearly  to  making  x  equal  to 
double  the  greatest  depth  of  still  water. 

In  firm  ground  impervious  to  water,  planks  laid  horizontally  on 
edge  between  a  double  row  of  guide  piles  may  be  substituted  for 
sheet  piling.  The  least  thickness  suitable  for  such  planks  is  about 
2J  inches;  and  with  guide  piles  five  feet  apart  this  is  sufficient  fur 
a  depth  of  about  six  feet ;  for  greater  depths,  the  thickness  must 
increase  in  proportion  to  the  square  root  of  the  depth. 

For  a  rocky  bottom,  the  following  construction  hns  been  used  by 
Mr.  David  Stevenson  (see  Trans.  Inst,  of  Civil  Engineers,  vol.  III. ; 
also  Encyc  Brit.,  Article  "  Inland  Navigation") ; — Two  parallel 
rows  of  vertical  iron  rods,  three  feet  apart,  were  jumped  into  the 
rock  to  a  depth  of  fifteen  inches,  to  answer  instead  of  guide  piles; 
inside  these  rods,  and  supported  by  them,  were  two  vertical  linings 
of  planks  laid  on  edge  horizontally,  between  which  clay  puddle  was 
rammed;  outside  the  iron  rods  were  horizontal  timber  wales  live 
feet  apart  vertically,  or  thereabouts;  these  were  bolted  together  in 
pairs,  through  the  dam,  to  winch  stability  was  given  by  means  of 
inclined  timber  struts,  as  already  described. 

III.  Caisson  Lams. — Another  mode  of  constructing  a  dam  on  a 
rocky  bottom  is  to  use  a  number  of  caissons,  or  fiat-bottomed  boats, 
suitably  formed,  so  as  to  enclose  the  apace  which  is  to  be  guarded  by 
the  dam  ;  when  these  have  been  floated  to  tbeir  proper  places  and 
moored,  they  are  to  be  gradually  sunk  until  thev  he^va,  to  x«s»X  wi 
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the  bottom;  two  rows  of  main  piles,  running  respectively  along  the 
outer  and  inner  faces  of  the  enclosure  of  caissons,  are  now  to  be 
lowered  -vertically  side  by  side  until  their  lower  ends  rest  firmly 
on  the  bottom,  and  bolted  in  that  position  to  the  sides  of  the 
caissons;  the  loading  of  the  caissons,  by  means  of  stones  or  other 
heavy  materials,  and  by  admitting  water,  is  now  to  be  proceeded  with, 
until  either  the  whole  or  a  considerable  part  of  their  weight  rests 
on  the  main  piles.  A  framework  is  thus  formed,  resting  on  the 
bottom  by  means  of  the  main  piles.  A  third  row  of  piles,  or  posts, 
suitably  framed  to  the  inner  row  of  main  piles,  is  now  to  be  set  up 
parallel  to  and  within  them  ;  and  between  these  two  rows,  the  dam, 
properly  speaking,  is  to  be  formed  in  the  manner  already  described, 
with  two  linings  of  planks  and  a  puddle  wall.  When  the  dam  is 
removed,  because  of  the  foundation  or  other  work  within  it  being 
finished,  or  because  the  work  is  to  be  interrupted,  the  caissons  are 
to  be  unloaded  and  pumped  dry,  and  floated  away,  so  as  to  bo 
available  at  a  future  time  for  the  resumption  of  the  same  work,  or 
the  execution  of  another,  as  the  case  may  be. 

As  to  dams  of  this  class,  see  Air.  Hodges  s  account  of  the  Victoria 
Bridge. 

Caissons,  or  boats,  capable  of  being  floated  and  grounded  at  will, 
as  above  described,  are  suitable  where  it  is  necessary,  not  to  make 
a  water-tight  dam,  but  merely  to  obtain  protection  from  a  current 
that  would  otherwise  impede  or  injure  the  work.  (See  Stevenson 
On  American  Engineering,  Chapter  VIII.) 

IV.  Crib-  Work  Dams  are  used  where  timber  is  abundant  and 
cheap.  Crib-work  consists  of  a  series  of  layers  of  logs,  laid  alternately 
lengthwise  and  crosswise,  notched  and  pinned  to  each  other  at  their 
intersections:  the  distance  apart  of  the  logs  in  each  layer  is  three  or 
tour  times  their  diameter.  A  skeleton  frame  of  any  required 
dimensions  having  been  formed  in  this  manner,  is  floated  to  its 
intended  site,  and  there  loaded  with  stones  laid  upon  platforms 
supported  by  some  of  the  upper  layers  of  logs,  until  it  sinks.  It 
can  then  be  used  in  the  same  manner  and  for  the  same  purposes  as 
the  caisson  dams  of  Division  III.  (On  the  subject  of  crib-work,  see 
Stevenson  On  American  Engineering;  Hodges  on  the  Victoria 
Bridge.) 

V.  Wicker-  Work  Dams  will  be  mentioned  further  on. 

410.  EirnrniiDff  under  H'nirr,  OmJiiins.  »nd  Rloulsc. — Pro- 
cesses have  already  been  dsscribed  by  which  excavations  are  made 
under  the  water-level  by  the  aid  of  some  apparatus  for  excluding 
the  water  from  the  site  of  the  excavation,  such  as  iron  cylinders 
tilled  with  compressed  air  (Article  406,  p.  607),  or  coffer  dams 
(Article  409,  p.  612).  The  present  article  relates  to  the  making  of 
such  excavations  \jv  todVa  at  mecWwDi  without  excluding  th« 
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water.  Cases  in  which  the  currents  of  the  water  itself  are  made 
available  for  that  purpose  will  be  considered  in  a  later  chapter. 

I.  Protection  of  tha  Excavation When  an  excavation  is  made 

Tinder  water  in  order  to  deepen  a  channel,  it  seldom  requires  to  be 
protected;  but  when  it  is  made  with  a  view  to  the  construction  of 
a  foundation,  and  there  are  loose  materials,  either  in  the  ground 
excavated,  or  suspended  in  the  water,  it  must  be  guarded  against 
currents  in  the  water,  which  otherwise  would  sweep  those  materials 
into  it  and  fill  it  up.  This  may  be  done  by  caissons  (Article  407, 
Division  III,  p.  613),  cribs  (Article  409,  Division  IV.,  p.  614),  or 
by  an  enclosure  of  sheet  piling,  whether  timber  or  iron  (Article 
404,  p.  605) ;  and  if  the  excavation  is  for  the  purpose  of  making  a 
piled  or  concrete  foundation,  the  sheet  piling  may  afterwards  form 
the  permanent  casing  of  that  foundation.     (Article  405,  p.  606.) 

II.  Dredging  by  Hand  is  performed  by  means  of  an  implement 
called  a  "  spoon,"  or  "  spoon  and  bag."  It  consists  of  a  pole,  at  one 
end  of  which  is  fastened  an  iron  ring,  steeled  at  the  forward  edge, 
and  forming  the  mouth  of  a  bag  of  strong  leather  or  coarse  canvas. 
The  ring  is  hung  by  a  rope  tackle  capable  of  being  wound  up  by 
means  of  a  crab,  and  the  further  end  of  the  pole  is  held  by  a  man. 
As  the  rope  is  wound  up  the  spoon  is  dragged  forward  along  the 
bottom,  against  which  the  man  who  holds  the  pole  causes  the  edge 
of  the  ring  to  press,  scooping  earth  into  the  bag,  until  it  arrives 
directly  below  the  crab,  when  it  is  liaulcd  up  and  emptied  into  a 
punt  or  mud  barge. 

In  small  depths  of  water,  such  as  four  or  five  feet,  the  labour  and 
cost  of  this  operation  are  not  much  greater  than  those  of  excavating 
similar  materials  on  dry  land.  In  greater  depths  the  operation 
becomes  more  laborious  and  costly,  nearly  in  proportion  to  the 
depth ;  and  iu  depths  of  more  than  ten  feet  it  is  not  applicable. 

Another  kind  of  hand  dredge  has  a  sort  of  sheet  iron  scoop 
instead  of  the  ring  and  bag,  and  is  suitable  for  rough  and  stony 
materials. 

III.  The  Dredging  Machine  consists  essentially  of  a  pair  of 
parallel  chains,  driven  by  pullies  so  as  to  move  up  the  upper  side 
and  down  the  under  side  of  an  inclined  plane,  and  carrying  in  soft 
ground  a  series  of  buckets,  and  in  stiff  ground  buckets  and  rakes 
alternately ;  the  rakes  to  break  up  the  ground  and  the  buckets  to 
lift  it.  The  upper  end  of  the  inclined  plane  is  hinged,  so  that  tho 
lower  end  adapts  itself  to  the  level  of  the  bottom.  The  machine 
works  in  a  well  in  the  middle  of  the  after  part  of  a  strong  barge, 
over  the  stern  of  which  the  buckets  empty  themselves  into  a  punt 
or  mud  boat.  The  ordinary  prime  mover  is  a  steam  engine;  but 
small  dredging  machines  are  also  used,  which  are  worked  by  hand. 
According  to  Mr.  David  Stevenson,  a  steam  dredge  of  sixteen 
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horse  power  will,  nn<l<r  favourable  circumstances,  raise   about  140  . 

tons  of  stull'  ]><t  hour  (that  is,  about  100  or  1 10  cubic  yards);  and 
the  cost  ranges  from  an  amount  nearly  equal  to  that  of  excavation 
in  similar  material  on  land  (say  about  8cL  per  cubic  yard  for  sand 
and  gravel)  to  about  half  that  amount  (or  nearly  4d.).  In  general, 
the  larger  and  more  powerful  the  machine,  the  less  is  the  cost  of 
dredging. 

IV.  Blasting  Rock  in  shallow  water  is  nearly  similar  to  the 
same  operation  on  land,  as  to  which  see  Article  207,  p.  344.  In 
general,  proportionately  more  powder  must  be  used  than  on  land; 
for  under  water,  it  is  desirable  to  shiver  the  rock  into  pieces  that 
can  be  removed  by  dredging.  In  a  good  example  of  such  operations, 
described  by  Mr.  Edwards  in  the  Proceedings  of  the  Inst,  of  Civil 
Engineers^  vol.  IV.,  the  weight  of  rock  loosened  was  about  between 
5,000  and  6,000  times  that  of  the  powder  exploded. 

In  deep  water,  the  diving  bell  must  be  used  in  preparing  the 
blasts. 

V.  Removing  Large  Stones. — Boulders  and  blocks  of  stone  which 
are  too  large  to  be  lifted  by  the  dredging  machine  may  either  be 
split  or  blasted  into  smaller  pieces,  or  may  be  attached,  with  the 
aid  of  diving  apparatus,  by  means  of  a  lewis  (Article  251,  p.  391), 
to  a  boat,  and  so  lifted  and  carried  away. 

411.  Diving  Apparatus  (I.)  for  a  single  diver  consists  essentially 
of  a  metallic  Jielmet,  usually  spherical,  and  made  of  copper,  enclosing 
the  diver's  head  and  resting  on  his  shoulders,  connected  at  its  base 
with  an  air  and  water-tight  dress,  provided  with  a  long  flexible 
tube  and  valve,  opening  inwards,  for  supplying  air  from  a  compress- 
ing pump  above  water,  an  escape  valve  for  foul  air,  opening 
outwards,  about  the  level  of  the  diver's  chest,  and  some  glased 
openings  (usually  three  in  number),  at  the  level  of  his  eyes.  Each 
of  these  openings  should  be  furnished  with  a  water-tight  valve, 
which  the  diver  can  instantly  close  in  the  event  of  the  glass  being 
broken.  The  air  feed-pipe  enters  at  the  back  of  the  helmet,  and 
the  air  is  conducted  thence  by  arched  passages  over  the  diver's 
head  to  points  near  the  glazed  eye-holes.  By  this  arrangement  the 
entrance  of  water  is  prevented,  in  the  event  of  the  feed-pipe  burst- 
ing. To  overcome  the  buoyancy  of  the  apparatus,  and  enable 
the  diver  to  sink,  his  waterproof  dress  is  loaded  with  about  a 
hundredweight  of  lead,  part  in  the  soles  of  the  shoes,  part  fastened 
to  the  breast  and  back.  He  usually  hauls  himself  up  by  means  of 
a  rope ;  but  should  he  wish  to  ascend  suddenly  he  has  only  to  close 
the  escape-valve,  when  the  air  inflates  the  waterproof  dress  and 
causes  him  to  float  to  the  surface.  If  necessary,  he  carries  a  bull's- 
eye  lantern,  air  and  water-tight,  and  supplied  with  air  in  the  same 
manner  with  the  helmet;  the  chimney  has  a  flexible  discharge* 
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C*pe  ascending  to  the  surface,  with  a  valve  opening  outwards.    This 
mp  is  required  more  especially  in  turbid  water.*     In  America  a 
diving  helmet  has  been  used  made  wholly  of  glass. 

II.  The  Diving  Bell  commonly  used  is  shaped  like  a  rectangular 
box  with  rounded  corners,  measuring  about  six  feet  by  four  feet 
horizontally,  and  five  feet  high,  two  inches  thick  in  the  top  and 
upper  part  of  the  sides,  and  increasing  to  three  and  a-half  inches  or 
thereabouts  at  the  lower  edge,  for  the  sake  of  stability.  It  usually 
weighs  about  five  tons,  and  displaces  three  and  a-half  tons  of  water, 
or  thereabouts,  when  quite  rilled  with  air:  the  difference  is  the 
load  on  the  crane  and  windlass  by  which  it  is  lowered  aud  raised. 
It  has  a  number,  not  usually  exceeding  twelve,  of  bull's  eyes,  or 
glazed  holes  iu  the  top  to  admit  light;  they  are  eight  or  ten  inches 
in  diameter,  and  the  glass  about  two  inches  thick.  The  flexible 
feed-pipe  for  supplying  compressed  air  is  about  three  inches  in 
diameter.  If  the  quantity  of  air  required  be  calculated  according 
to  the  data  already  stated  as  to  the  supply  of  foundation-cylinders 
(Article  406,  p.  608),  or  according  to  the  usual  practice  in  public 
buildings,  it  should  amount  to  about  twelve  cubic  feet,  measured 
at  atmospheric  pressure,  per  man  per  minute.  Signals  may  be 
made  by  persons  in  the  bell  to  those  at  the  pumps  and  crane  by 
pulling  cords  and  ringing  bells. 

III.  The  Diving  Boat  (of  which  different  kinds  have  been  in- 
vented by  Dr.  Payerne  and  others)  is  a  diving  bell  ou  a  large  scale, 
conveniently  shaped  for  being  moved  about,  and  provided  with  a 
magazine  of  compressed  air,  contained  in  a  casing  surrounding  the 
working  chamber  or  bell.  This  magazine  answers  the  purpose  of 
the  air-bladder  of  a  fish,  by  enabling  those  within  the  bell  to  make 
it  sink  and  rise  at  will;  for  by  injecting  water  with  a  forcing- 
pump  into  the  magazine,  the  boat  becomes  heavier,  and  sinks;  and 
by  opening  an  escape-cock  at  the  bottom  of  the  magazine,  the  water 
is  forced  out  by  the  compressed  air,  aud  the  boat  becomes  lighter 
and  rises. 

412.  Emhn«kinB  and  RniidiHs  nude*  Wmitr.  (See  also  Article 
205,  p.  344.) — Embankments  under  water  may  be  made  by  tipping 
in  the  material  from  a  stage  supported  on  posts  or  on  screw  piles, 
or  from  boats ;  a  moveable  inclined  plane  or  shoot  being  used  to 
direct  the  material  to  the  spot  where  it  is  to  fall.  Stones  and 
gravel  are  in  general  the  only  materials  whose  stability  can  be 
relied  on  when  exposed  to  currents  in  the  water;  and  the  diameter 
of  the  smallest  pieces  should  not  be  less  than  about  one  twenty- 
fourth  part  of  the  velocity  of  the  current  in  feet  per  second.    When 
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by  wares  an  embankment  of  loose  stones  will  stand  at  a  alojie 
ranging  from  that  of  1  to  1  to  that  of  2  to  1;  but  where  it  is 
exposed  to  waves,  it  must  be  faced  with  blocks  set  by  hand,  with 
the  aid  of  diving  apparatus,  if  necessary,  the  least  dimension  of 
any  block  in  the  facing  being  not  less  than  two-tbirds  of  the  greatest 
height  of  a  wave  from  trough  to  crest.  Further  remarks  on  this 
will  bo  made  in  a  later  chapter. 

A  loose  stone  embankment  may  be  protected  against  wares  and 
currents  by  means  of  wooden  crib-work. 

Hydraulic  concrete  can  be  laid  under  water  simply  by  pouring  it 
into  an  excavation,  or  into  a  space  enclosed  with  a  timber  or  iron 
casing,  the  surface  of  each  layer,  in  deep  water,  being  levelled  and 
smoothed  with  the  aid  of  diving  apparatus.  Regular  masonry, 
whether  consisting  of  stones,  or  of  large  blocks  of  hardened  concrete, 
requires  the  aid  of  diving  apparatus  during  the  whole  process  of 
building.    (See  Art.  230,  p.  374;  also  p.  436.) 

For  the  facing  of  sea-works  exposed  to  the  action  of  waves 
in  deep  water,  such  as  breakwaters,  enormous  blocks  of  hydraulic 
concrete  are  sometimes  used,  measuring  from  12  to  27  cubic  yards 
in  volume.  For  the  protection  of  these  against  the  corroding 
action  of  sea-water,  a  method  has  lately  been  introduced  of  coating 
them  all  over,  to  a  thickness  of  about  three  inches,  with  asphaltio 
concrete,  composed  of  two  parts  of  asphaltio  mastic  (Article  234, 
p.  376)  and  three  of  broken  stone.  (See  a  paper  by  M.  Leon 
Malo,  in  the  Annalea  des  Fonts  et  Citausseei,  1861.) 

In  ashlar  masonry  which  is  to  be  exposed  to  very  violent  shocks 
from  the  waves,  such  as  that  of  lighthouses,  the  stones,  besides 
being  fastened  together  by  metal  cramps,  are  sometimes  bonded 
also  by  dove-tailing,  in  the  manner  shown 
'  i  plan  by  fig.  275,  which  represents  part 
f  a  course  of  a  lighthouse.  This  was  first 
practised  by  Smeaton  at  the  Eddystone 
lighthouse.  Its  chief  use  is  to  resist  the 
tendency  which  the  stones  at  the  face  of  a 
wall  have  to  jump  out  immediately  after 
fig.  27b.  receiving  the  blow  of  a  wave.    Stones  of  dif- 

ferent courses  are  sometimes  connected  by 
tabling,  which  consists  in  making  flat  projections  on  the  beds  of 
the  stones  which  fit  into  corresponding  recesses  in  the  beds  of 
those  above  and  below  them. 

Addendum  to  Article  403,  p,  60S,— DlSO  Pn.ua  (lbs  Invention  of  Mr.  Bruntew) 
[iiv«  ■  iliac  it  ihe  l»rt,  ms4  lit  kivered  by  driving  tin  nod  Itum  below  (be  due  ujr 
niojQS  of  •  strain  at  n»Wt. 
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PART  III. 

OF  COMBINED  STRUCTURES. 
CHAPTER  I 

OF  USES  OF  LAND- CARRIAGE. 

Section  I. — Of  Lines  of  Land-Carriage  in  General. 

413.  n»eni  ifaian  or  Wori» — The  works  which  constitute  a 
line  of  land-carriage  (exclusive  of  the  buildings  and  machinery  bj 
the  aid  of  which  the  traffic  is  carried  on)  may  be  divided  into 
permanent  wat  and  FORMATION;  the  permanent  way  being  that 
part  of  the  structure  which  directly  bears  the  traffic,  and  the  form- 
ation, the  whole  of  the  rest  of  the  works,  whose  object  is  to  make 
and  preserve  a  suitable  passage  for  the  permanent  way  across  the 
country.  In  a  restricted  sense,  the  word  formation  or  forming  is  ap- 
plied to  the  base  or  surface  on  which  the  perm auent  way  directly  resta. 

As  the  methods  of  constructing  the  works  which  constitute  the 
formation,  in  the  widest  sense,  hare  been  described  in  the  pre- 
ceding part  of  this  treatise,  it  is  only  necessary  in  the  present  chapter 
to  enumerate  them  (referring  to  the  places  where  they  are  described 
in  detail),  and  to  state  the  principles  according  to  which  they  are 
adapted  to  particular  lines  of  conveyance.  They  may  be  tliua 
classed: — 

I.  Earthwork,  consisting  of  cuttings  and  embankments,  to  make 
passages  through  hills  and  over  valleys  respectively.  (See  Part  II., 
Chapter  II.,  p.  315.) 

II.  Fences. — As  to  temporary  fences,  see  Article  189,  p.  333. 
Permanent  fences  will  be  again  referred  to. 

III.  Drains,  which  are  treated  of  ic  the  same  chapter  in  their 
relation  to  earthwork.  As  to  the  masonry  of  largo  diains,  see 
Article  207  A,  p.  433. 

IV.  Retaining  Wails.— (Sea  Articles  265  to  275,  pp.  401  to  413.) 

V.  Level  Crossings  of  other  lines  of  communication  will  be  again 
mentioned  further  on. 

VI.  Bridges,  which  may  be  classed  according  to  their  purposes, 
or  according  to  their  materials, 
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The  purpose  of  a  bridge  may  be— 

A.  To  croas  over  or  under  some  existing  line  of  communication, 
which  it  is  either  impracticable  or  inexpedient  to  cross  on  the 
level.  In  this  case  there  are  in  general  certain  minimum  dimensions 
fixed  by  law  or  by  agreement  for  the  passage  to  be  allowed  for  the 
existing  line,  which  will  be  again  referred  to. 

B.  To  cross  a  valley,  in  which  an  embankment  would  be  im- 
practicable, or  too  expensive,  or  otherwise  inexpedient.  In  thuj 
case  the  bridge  is  called  a  viaduct. 

C.  To  cross  a  stream,  river,  estuary,  strait,  or  other  piece  of  water. 
The  principles  to  be  observed  in  this  case,  in  order  that  the  current 
may  not  be  impeded,  nor  the  navigation  (if  any)  injured,  will  be 
referred  to  in  a  subsequent  chapter. 

The  materials  of  a  bridge  may  be— 

a.  Masonry  or  brickwork;  as  to  which,  see  Part  II.,  Chapter  EIL, 
p.  349,  and  in  particular,  Section  VTIL,  p.  413. 

o.  Timber;  as  to  which,  see  Part  II.,  Chapter  IV.,  p.  437,  and  in 
particular,  Article  336,  p.  465,  and  Articles  341  to  349,  pp.  465  to 
492. 

c.  Iron;  as  to  which,  see  Part  IL,  Chapter  V.,  p.  494. 

As  to  the  ordinary  foundations  of  bridges,  see  Part  IL,  Chapter 
III,  Section  IV.,  p.  377;  and  as  to  the  more  difficult  kinds  of 
foundations,  see  Chapter  VI.,  Section  IL,  p.  C01. 

VII.  Tunnels;  as  to  which,  see  Part  IL,  Chapter  VL,  Section  L, 
p.  588. 

The  permanent  wav  of  a  line  of  land-carriage  is  either  a  road,  a 
railway^  or  a  tramway;  the  essential  distinctions  being  that  a  road 

E  resents  a  firm  surface  of  a  certain  breadth,  which  can  be  traversed 
y  vehicles  over  all  its  parts  and  in  all  directions;  a  railway 
confines  vehicles  to  certain  definite  tracks,  by  means  of  rails  on 
which  specially  formed  wheels  run;  a  tramway  is  intermediate 
between  these,  and  consists  of  flat  rails  laid  on  a  part  of  the 
surface  of  a  road,  and  so  formed  that  vehicles  with  wheels  suited 
fur  an  ordinary  road  can  run  upon  them  when  required. 

414.  Bcieciiaa  at  i.ine  and  i*wk — The  selection  of  the  position 
of  a  line  of  conveyance  depends  on  statistical  and  commercial,  as 
well  as  mechanical  considerations;  but  although  the  former  come 
frequently  under  the  notice  of  the  engineer,  they  are  foreign  to  the 
proper  subject  of  this  treatise. 

In  a  purely  engineering  point  of  view,  the  object  to  be  aimed  at 
in  laying  out  the  course  of  a  line  of  communication  is  to  convey  the 
traffic  with  the  least  expenditure  of  motive  power  consistent  with 
due  economy  in  the  construction  of  the  works.  Economy  of  motive 
power  is  promoted  by  low  sum m it- levels,  flat  "  gradients"  (as  the 
rates  of  declivity  ot  Yiw»  at  WiO.-ca.triage  are  called),  low  summit- 
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levels,  easy  curves,  and  a  direct  line;  but  limitations  to  tbe  height 
of  summits,  the  steepness  of  gradients,  and  the  sharpness  of  curves, 
limit  also  the  power  of  adapting  the  line  to  the  inequalities  of  the 
ground,  and  so  economizing  works. 

The  data  required  by  the  engineer  in  order  to  enable  him  to 
select  a  line,  and  the  means  of  obtaining  these  data,  have  been 
stated  in  Fart  I.,  Chapter  I.,  Article  11,  p.  9,  and  further  explained 
in  subsequent  articles  of  that  part;  and  as  regards  borings,  pits, 
and  mines,  in  Part  II.,  Article  187,  p.  331,  and  Articles  391,  392, 
pp.  589  to  595.  The  general  character  of  the  inequalities  of  the 
ground,  or  "  features  of  the  country,"  and  the  modes  of  represent- 
ing them,  have  been  described  in  Fart  I.,  Articles  58,  59,  60,  pp,  93 

to  9a 

A  projected  line  of  communication  may  either  be  limited  to  the 
connection  of  two  points  in  the  same  valley,  or  it  may  have  to  connect 

lints  in  two  or  more  valleys,  by  crossing  the  ridges  between  them. 

i  the  former  case,  there  is  no  summit-level  to  cross ;  in  the  latter, 
there  may  be  one  or  more  summit- levels.  In  general,  the  best 
point  for  crossing  a  ridge  is  the  lowest  pass  (see  Article  58,  pp.  94, 
93)  which  occurs  in  the  district  to  be  traversed;  but  cases  may 
arise  in  which  a  higher  pass  is  to  be  preferred  to  a  lower,  because 
of  its  being  more  easily  accessible,  or  because  of  its  offering  greater 
facilities  for  cutting  or  tunnelling.  The  ridge  ought  to  be  crossed 
as  nearly  as  possible  at  right  angles. 

When  a  line  of  communication  has  to  cross  a  great  valley,  the 
following  principles  are  to  be  observed  as  far  as  practicable : — To 
choose  a  narrow  part  of  the  valley;  to  cross  the  deepest  part  of  it 
as  nearly  at  right  angles  as  possible;  to  find,  if  possible,  firm  ground 
for  the  foundation  of  a  viaduct,  or  of  a  high  embankment. 

The  principle  of  crossing  obstacles  as  nearly  as  possible  at  right 
angles  applies  to  bridges  over  rivers,  and  over  or  under  other  lines 
of  communication.  The  cost  of  a  skew  bridge  increases  nearly  as 
the  square  of  the  secant  of  the  obliqnity. 

When  a  line  of  communication  runs  along  one  side  of  a  valley, 
the  obstacles  which  it  has  to  cross  are  chiefly  the  small  branch 
valleys  that  run  into  the  main  valley,  and  the  promontories  or  ends 
of  branch  ridge-lines  that  jut  out  into  the  main  valley  between  the 
branch  valleys.  In  this  case  the  greatest  economy  of  works  is 
attained  by  taking  a  serpentine  course,  concave  towards  the  main 
valley  in  crossing  the  branch  valleys,  and  convex  towards  the  main 
valley  in  going  round  the  promontories,  except  where  narrow  necks 
in  the  promontories  and  narrow  gorges  in  the  branch  valleys 
enable  a  more  direct  course  to  be  taken  with  a  moderate  amount  of 

In  ascending  the  head  of  a  steep  valley  towards  a.  Wv$v  ^jssav*. 
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may  be  sometimes  necessary  to  take  a  serpentine  or  even  a  ng- 
zag  course  in  order  to  obtain  a  sufficiently  easy  gradient,  in- 
dependently of  considerations  of  economy  of  work.  In  a  few 
instances  a  projecting  promontory  or  spur  of  a  mountain  has  been 
made  available  for  the  ascent  of  a  line  of  conveyance  to  a  pass,  by 
laying  out  the  line  in  a  spiral  course,  each  coil  of  the  spiral  passing 
first  through  the  promontory  by  a  tunnel,  and  then  winding  round 
outside  of  it. 

It  is  obviously  difficult  to  lay  out  a  line  of  conveyance  bo  as  at 
once  to  accommodate  the  traffic  which  passes  along  the  lower  part 
of  a  large  and  deep  valley,  and  that  which  passes  over  the  pass  at 
its  head;  for  in  order  to  reach  the  summit  easily,  the  line  matt 
quit  the  lower  part  of  the  valley  at  a  certain  distance  from  the 
pass,  and  ascend  gradually  along  the  sides  of  the  hills,  so  that  in  some 
cases  a  branch  line  may  be  required  for  the  lower  part  of  the  valley. 

In  the  formation  of  all  lines  of  conveyance,  it  is  advisable  to 
avoid  long  reaches  of  level  line  in  cutting,  as  being  difficult  to  drain. 
(Sec  Article  192,  p.  335.) 

As  to  crossing  a  great  plain,  see  Article  203,  p.  343.  In  this 
case  the  level  of  the  line  of  communication  is  generally  fixed  so  as 
to  be  sufficiently  high  above  the  highest  water-level  of  floods. 

415.  The  Ruling  end ie mi  of  a  line  of  communication  means  the 
steepest  rate  of  inclination  which  prevails  generally  on  the  line; 
being  exceeded  only  on  exceptional  portions,  where  auxiliary 
motive  power  can  be  provided,  or  where  the  loads  to  be  conveyed 
tip  the  ascent  are  lighter  than  on  other  portions  of  the  line.  The 
economy  with  which  the  works  can  he  constructed  depends  mainly 
on  the  steepness  admissible  for  the  ruling  gradient. 

Two  things  are  chiefly  to  bo  considered  in  fixing  a  ruling 
gradient:  the  motive  power  available  in  ascending,  and  the  avoid- 
ance of  waste  of  power  in  descending. 

Let  W  denote  the  greatest  gross  load  to  be  dragged  up  an  ascent; 
/,  the  proportion  of  the  resistance  to  the  load  on  a  level; 
t,  the  sine  of  the  angle  of  inclination  of  the  ascent ;  then 
(/+  i)  w, 


13  the  greatest  resistance  to  be  overcome  in  ascending  tie  ruling 
gradient;  and  this  should  not  exceed  the  greatest  tractive  force 
which  the  prime  mover  is  capable  of  exerting.  Let  P  be  that  force; 
then 

{/  + 1)  W  should  not  he  greater  than  P ;  or,  in  "J 

other  words,  (       „  . 

p  >— t1-) 

i  eaould  not  be  greater  than  ^  — /.  \ 


HULINQ  URAJHEXTS — ROADS.  623 

The  fulfilment  of  this  condition  is  essential.  Another  condition, 
which  it  is  desirable  to  fulfil,  if  possible,  is,  that  no  mechanical 
energy  shall  be  wasted  through  the  necessity  of  using  brakes,  or  of 
backing  the  prime  mover,  in  order  to  prevent  excessive  acceleration 
of  speed  in  descending  the  ruling  gradient;  and  to  fulfil  this  con- 

*  should  (if  possible),  not  exceed/ (2.) 

The  co-efficient  of  resistance /differs  very  much  for  different  sorts 
of  permanent  way.  In  each  case  it  consists  of  two  parts;  one 
arising  from  friction,  and  constant  at  all  speeds,  and  another  arising 
from  vibration,  and  increasing  with  the  velocity ;  so  that  it  may 
have  different  values  in  the  formulas  1  and  2 ;  that  in  formula  1 
corresponding  to  the  least  speed  of  ascent  consistent  with  the  con- 
venience of  the  traffic,  and  that  in  formula  2  corresponding  to  the 
greatest  speed  of  descent  consistent  with  safety. 

When  the  traffic  is  heavier  in  one  direction  than  in  another,  the 
ruling  gradient  in  the  direction  of  the  ascent  of  the  lighter  traffic 
may  be  the  steeper. 

As  a  general  consequence  of  these  principles,  it  is  obvious  that 
the  less  the  proportion  of  the  resistance  on  a  level  to  the  load,  tbo 
flatter  must  be  the  ruling  gradient,  and  the  flatter  the  ruling 
gradient  is  the  heavier  are  the  works,  and  the  more  difficult  is  it  to 
lay  out  the  line.  Such,  for  example,  is  the  case  with  railways,  as 
compared  with  roads.  In  railways  additional  expense  and  difficulty 
are  occasioned  by  the  necessity  of  certain  limitations  as  to  the  sharp- 
ness of  the  curves;  but  these  will  be  explained  in  Section  IV. 

Section  II. — Of  Roods. 

416.    Bralamnee  af  Vehicles  and  Ruling  Gradient*. — The  vehicles 

capable  of  being  used  on  roads  may  be  distinguished  into  sledges 
and  wheel -carriages.  Tho  only  cases  in  which  sledges  are  suitable 
vehicles  for  roads  are  those  in  which  the  surface  is  either  too  soft  or 
too  steep  to  admit  of  the  use  of  wheel-carriages  with  safety.  Their 
resistance  on  roads  has  not  been  determined  precisely  by  experiment* 
The  resistance  of  wheel-carriages  on  roads  consists  of  a  constant 
part,  and  a  part  increasing  with  the  velocity.  According  to  Gene- 
ral Morin,  its  proportion  to  the  gross  load  is  given  approximately 
by  the  following  formula : — 

/={.  +  S(.-3S8)}  +  r; (].) 

*  1>  iU!ed  by  Koisak  la 
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where  r  is  tbe  radius  of  the  wheels  in  inches,  v  the  velocity  in  feet 
jier  second,  and  a  and  b  two  constants,  whose  values  for  carriagei 
with  springs  are  as  follows : — 

/for  Wheels  of  18  Inchoi 
a  b  Radios. 

•=14-67         f=7-33 
For  good  broken  stone  roads,  -4  to  -55  -025  -038  to  -046  -028  to  -036 
-.                    .  f  from      -21       -068  060  -030. 

Forp.Y.m.,,1*, {      to       S,        03  -041  -o>S. 

For  carriages  without  springs,  the  constant  6  is  about  3£  times 
greater  than  for  those  with  springs. 

The  following  table  is  founded  chiefly  on  experiments  by  Sir 
John  Macueill : — 

/ 

Stone  pavement, i-68th  e=  -015 

Broken  stone  road  on  a  firm  foundation,     1-49U1  =  -oao 
Broken  stone  road  on  a  foundation  of  1       .  _  ,, 

flint* }     i-34U>  =  i»S 

Gravel  road, i-i5th  =  -o6j 

Soft  sandy  and  gravelly  ground I-Jtb.    =  -143 

Telford  estimated  the  average  resistance  of  carnages  on  a 
level  part  of  a  gnod  broken  stone  road  at  one-thirtieth  of  the  groat 
load;  and  according  to  the  principle  expressed  in  Article  415, 
equation  2,  he  assigned  1  in  30  as  the  ruling  gradient  which  ought, 
as  far  as  possible,  to  be  adopted  on  a  turnpike  road. 

If  tbe  tractive  force  which  a  horse  can  exert  steadily  and  con- 
tinuously at  a  walk  be  estimated  at  120  lbs.,  the  adoption  of  s 
ruling  gradient  of  1  in  30,  the  resistance  on  a  level  being  l-30th 
of  the  load,  insures  that  each  horse  shall  be  able  to  draw  up  the 
steepest  declivity  of  the  road  a  gross  load  of 

120  X  30  -*-  2  =  1,500  lbs. 

A  horse  can  exert,  for  a  short  time,  an  effort,  two  or  three  timet 
greater  than  that  which  he  can  keep  up  steadily  during  his  days' 
work :  and  thus  steeper  sscents  for  short  distances  may  be  sur- 
mounted. 

In  the  roads  laid  out  by  Telford,  the  ruling  gradient  of  one  in  30 
is  adhered  to,  wherever  it  is  practicable  to  do  so;  and  sometimes 
considerable  circuits  are  made  for  that  purpose.  Occasionally, 
however,  he  found  it  necessary  to  introduce  steeper  gradients  for  a 
short  distance,  such  as  1  in  20,  or  1  in  15. 

417.    E*llB|  *«t  «■*  V«nuilw   *f  Stwto   la   GcaermL — Heavy 
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Forks  of  earth  and  masonry  seldom  occur  on  lines  of  road,  which 
.re  often,  throughout  the  greater  part  of  their  extent,  made  on  the 
latural  surface  of  the  ground.  In  this  case  the  operation  of  form 
ng  the  road  consists  simply  in  digging,  in  ground  that  is  level 
■cross,  a  drain  at  each  side  of  the  road,  and  in  ground  that  has  a 
idelong  slope,  a  drain  at  the  uphill  side;  throwiug  the  edrth 
rom  the  drains  on  the  track  of  the  intended  road,  so  as  to  raise  it 
dightly  above  the  adjoining  ground,  and  levelling  any  small 
□equalities  that  occur  in  its  course.  According  to  M'Adara,* 
his  is  all  that  is  required  preparatory  to  laving  the  covering  or 
1  metal "  of  the  road,  even  in  swampy  ground.  According  to 
ither  authorities,  it  is  advisable,  in  marshy  ground,  to  prepare 
l  foundation  for  the  road  by  means  resembling  those  employed  in 
embanking  over  soft  ground  (Article  204,  p.  342);  for  example,  by 
tigging  a  trench  2  or  3  feet  deep,  and  filling  it  with  clean  sand  or 
gravel,  as  a  base  for  the  road;  or  by  spreading  a  layer  of  dried 
>eat,  or  of  fascines,  so  as  to  form  a  sort  of  raft  to  float  on  the 
norass.  "When  Jottings  are  used  for  this  purpose,  they  will  rapidly 
lecay  unless  they  are  constantly  wet.  They  consist  of  bundles  of 
.wigs,  20  feet  long,  or  thereabouts,  and  from  9  to  12  inches  in 
liameter,  and  are  laid  in  layers  alternately  lengthwise  and  cross- 
rise,  and  fastened  with  pegs,  until  a  bed  is  formed  about  18  inches 
leep,  over  which  gravel  is  spread. 

418.  Braditi  md  cnwtiiaa. — For  the  ordinary  breadth  of  tha 
atriageway  of  a  turnpike  or  main  road,  about  30  feet  is  a  suff- 
icient width,  with  5  or  6  feet  additional  for  a  footway  at  one  side. 

For  cross-roads  smaller  widths  are  sufficient,  such  as  20  feet  for 
he  carriageway,  and  5  feet  for  the  footway. 

The  widths  prescribed  by  law  in  Britain  for  those  parts  of  public 
■oads  which  are  interfered  with  by  railways  are  as  follows : — 

Turnpike  roads, 35  feet 

Public  carriage  roads  (not  turnpike), 25     „ 

For  the  widths  of  roadways  in  populous  towns  and  their  neigh- 
nurhood  no  general  rule  can  be  laid  down. 

In  some  of  those  cases  in  which  the  traffic  is  greatest,  the  width 
>f  carriageway  is  about  50  feet,  with  a  pair  of  footways,  each  from 
.0  to  15  feet  wide. 

The  carriageway  should  have  a  slight  rise  or  convexity  in  the 
niddle,  in  order  that  water  may  run  off  it  towards  the  sides;  and 
or  that  purpose  from  4  inches  to  6  inches  is  sufficient  This 
onvexity  should  be  given  to  the  formation,  so  that  the  thickness 

*  See  M'Adam  On  Road,,  ninth  edition,  1827. 
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of  covering  may  be  uniform.  The  footways  should  be  nearly  level 
with  the  highest  part  or  crown  of  the  carriageway,  and  have  a  ray 
slight  slope  towards  the  carriageway. 

For  the  form  of  cross-section  of  the  convexity  of  the  carriage- 
way, Telford  recommends  a  very  flat  ellipse;  bat  Mr.  Walker 
Sefers  two  straight  lines,  connected  by  a  short  curve  at  the  crown. 
e  advises,  also,  that  every  part  of  a  road  should,  as  far  a* 
practicable,  have  a  slight  declivity  longitudinally,  to  facilitate 
drainage. 

419.  Drainage  and  Fencing. — The  side- drains,  which  have  already 
been  mentioned,  are  similar  to  those  of  pieces  of  earthwork,  as  to 
which,  see  Articles  190,  193,  202,  pp.  304,  305,  342.  A  depth  of 
2  or  3  feet  ia  in  general  sufficient  for  them ;  and  when  they  an 
open  ditches,  they  may  be  from  3  to  4  feet  wide  at  the  top.  If 
covered,  they  may  consist  of  earthenware  tubes  of  6  inches  diameter, 
or  thereabouts,  on  an  average,  or  built  culverts  of  about  12  inches 
square.  Roadways  in  towns  are  in  general  drained  into  under- 
ground sewers. 

The  gutters  or  diannda  run  along  each  side  of  the  carriageway, 
and  are  usually  about  3  inches  deep.  They  collect  the  surface- 
water  from  the  road,  and  discharge  it  into  the  side-drains  through 
transverse  tubes,  which  pass  below  the  fences  and  footway. 

Mitre  drains  are  small  underground  tile  drains  or  tubes,  diverging 
obliquely  from  the  centre  line  of  the  roadway  at  intervals  of  60 
yards  or  thereabouts,  and  leading,  with  a  declivity  of  about  I- in 
100,  into  the  side-drains. 

In  towns  the  channels  discharge  their  water  into  the  sewer 
through  passages  called  f/ully-ltole*,  sometimes  having  horizontal 
openings  covered  by  gratings,  sometimes  vertical  openings  in  the 
curb  of  the  footway.  In  order  to  prevent  the  escape  of  foul  air 
through  them,  they  are  provided  with  siphon  traps,  or  with  valve* 
opening  inwards. 

When  a  road  in  drained  by  an  open  ditch,  the  fence  should  be 
between  the  ditch  and  the  road.  The  permanent  fences  of  roads 
are  usually  either  hedges  or  walls.  According  to  Telford,  they 
should  not  exceed  5  feet  in  height,  in  order  that  the  sua  and  wind 
may  have  free  access  to  the  road  to  dry  it 

420.  b»Ii«  Siane  Rniids. — The  true  principles  of  the  construc- 
tion of  roads  covered  with  broken  stone  were  discovered  by  John 
Loudon  M'Adatn,  aud  are  fully  described  in  his  work  On  Roadi 
already  referred  to. 

The  stone,  or  "  road  metal,"  should  be  hard,  tough,  and  durable. 
(On  these  points,  see  Part  II.,  Section  I.,  pp.  349  to  361.)  The 
best  materials  are  granite  (p.  355)  and  trap-rock,  or  whinstoue 
(p.  3S6),     Hard  counpaiA  \i\wataue  (p.  359)  may  also  be  used,  and 
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gravel  composed  of  flints  (p.  357) ;  but  all  flints  should  be  broken 
into  angular  pieces,  as  if  for  making  concrete. 

The  stones  are  broken  down  by  means  of  a  hammer  with  a  steeled 
face,  into  smaller  and  smaller  pieces,  until  at  length  they  are 
reduced  to  pieces  roughly  approximating  to  a  cubical  shape,  and 
not  exceeding  6  ounces  in  weight;  which,  on  an  average,  is  the 
weight  of  a  cube  of  stone  of  16  inches  in  the  side.  M'Adam 
directed  each  road  inspector  to  carry  a  small  balance,  so  as  to  be 
able  to  test  the  weight  of  a  few  stones  from  each  heap.  The  Stone- 
Breaking  Machine  of  Messrs.  Blake  breaks  stone  into  cubes  of 
about  14  inch  in  the  side,  with  an  expenditure  of  power  at  the 
rate  of  from  1  H.P.  to  1JH.P  for  each  cubic  yard  broken  per  hour. 

Besides  breaking  all  gravel  into  angular  pieces,  it  should  be 
screened,  to  clear  it  of  earth. 

The  road  metal,  thus  prepared,  is  to  be  evenly  spread  over  the 
road  with  a  shovel  and  rake,  in  three  successive  layers  of  between  3 
and  4  inches  deep,  each  layer  being  left  to  be  partly  consolidated 
by  traffic  before  another  is  laid ;  and  thus  is  formed  a  Arm,  compact 
lied  of  angular  fragments  of  stone  about  10  inches  thick,  which  is 
impervious  to  water,  or  nearly  so,  and  which  soon  acquires  a  smooth 
surface. 

According  to  M'Adam,  10  inches  is  the  greatest  thickness  of 
metal  required  for  any  road,  from  0  to  9  inches  being  often 
sufficient;  and  bis  practice  was  to  lay  the  metal  simply  on  the 
natural  ground,  with  no  preparation  except  levelling  inequalities 
and  digging  drains,  as  described  in  Article  417,  p.  625. 

According  to  the  practice  of  Telford,  before  laying  down  the 
metal,  a  foundation  or  "  bottoming"  is  laid,  consisting  of  pieces  of 
durable,  but  not  necessarily  hard  stone,  measuring  from  4  to  7 
inches  in  each  dimension.  The  largest  of  those  pieces  are  set  by 
hand,  with  their  largest  sides  resting  on  the  formation,  and  between 
these  the  smaller  pieces  are  packed,  so  as  to  form  a  compact  layer 
about  7  inches  deep  in  the  centre  of  the  road,  and  4  inches  deep  at 
the  sides,  part  of  the  convexity  being  made  in  this  manner.  Above 
this  bottoming  the  metal  is  spread  as  already  described. 

A  broken  stone  road  is  repaired  by  slightly  loosening  the  surface 
with  a  pick,  and  spreading  uniformly  over  it  a  layer  of  metal. 
Unless  the  surface  is  first  loosened,  the  new  metal  will  not  bind  or 
consolidate  with  the  old.  The  practice  of  repairing  roads  by 
pitches,  called  "  darning,"  is  bad. 

In  order  to  make  the  traffic  on  a  broken  stone  road  easier  when 
it  is  first  laid,  a  layer  of  sand  and  gravel,  called  "  blinding"  is  some- 
times spread  over  it;  but  this  practice  is  a  bad  one,  for  the  sand 
and  gravel  work  their  way  between  tho  fragments  of  stone,  and 
prevent  their  over  forming  so  compact  a  mass  us  they  ooc^&ta&i. 
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When  mud  forms  on  the  surface  of  a  road,  it  is  to  be  removed  bj 
scraping;  but  if  tbe  road  is  well  made  of  good  materials,  little  of 
that  work  is  required. 

Wheels  of  small  diameter  are  the  most  destructive  to  roads. 

According  to  Telford,  the  load  on  a  broken  stone  roadway  ought 
not  to  exceed  one  ton  on  each  wheel :  the  tire  of  the  wheel,  for  a  load 
of  one  ton,  being  four  inches  broad.  The  limitation  as  to  load 
agrees  with  general  practice ;  but  the  breadth  of  four  inches  for  a 
load  of  one  ton  per  wheel  appears  to  be  only  necessary  for  vehicles 
without  springs;  for  those  projierly  provided  with  springs,  a 
breadth  of  from  2  to  21  inches  is  sufficient  under  any  load  of 
ordinary  occurrence,  provided  they  are  to  run  on  firm  and  compact 
roadways  only.  On  soil  and  loose  roadways  an  additional  breadth 
of  wheel  prevents  the  resistance  from  being  so  great  as  it  would  be 
with  narrow  wheels.  The  consolidation  of  a  broken  stone  road 
may  be  hastened  by  rolling  it  with  a  cast  iron  roller  weighing  from 
1  to  3  tons  if  drawn  by  horses;  in  France,  steam-rollers  weighing 
10  tons  have  lately  been  introduced.  (See  Annates  det  PonU  el 
Chausnees,  1861.) 

421.  si.bf  pirmnii. — The  foundation  of  a  stone  pavement  may 
consist  either  of  a  layer  of  hydraulic  concrete,  or  of  rubble  masonry 
set  in  hydraulic  mortar,  from  6  to  9  inches  deep; 

Or  of  three  successive  layers  of  broken  stone  road  metal,  each 
about  4  inches  deep,  consolidated  by  allowing  the  traffic  to  run 
upon  them  for  a  time; 

Or  of  three  well-rammed  layers  of  gravel,  each  4  inches  deep, 
with  a  layer  of  sand  about  1  inch  deep  on  the  top. 

The  best  materials  for  stone  pavements  are  syenite  and  granite, 
the  hardest  that  can  be  found ;  and  the  next,  trap  or  "  whinstone." 
Stones  of  a  laminated  structure  are  to  be  avoided  if  possible;  and 
should  it  be  absolutely  necessary  to  use  them,  they  are  to  be  act 
with  their  beds  or  laminae  on  edge. 

Paving- stones  should  be  roughly  squared,  special  care  being  taken 
that  they  do  not  taper  downwards.  They  are  to  be  set  in  regular 
courses,  running  across  the  roadway,  and  breaking  joint  with  each 
other.  In  order  that  the  stones  may  not  tend  to  cant  or  tilt  over, 
their  depth  in  a  vertical  direction  should  be  somewhat  more  than 
double  their  horizontal  breadth :  for  the  same  reason,  the  length 
should  be  equal  to  the  depth, or  not  much  greater.  The  dimensions 
usually  adopted  are — 

Breadth  (in  a  direction  along  the  roadway), 4  inches. 

Depth  (in  a  vertical  direction), 9      „ 

Length  (in  a  direction  across  the  (  fr0ln  g  to  13 
roadway), \ 
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Paving-stones  are  sometimes  made  to  taper  slightly  towards  the 
lop,  so  that  their  joints  are  close  below,  and  open  to  the  extent  of 
an  inch  or  thereabouts  above,  the  wedge-formed  spaces  thus  left 
being  filled  with  gravel,  or  chips  of  stone,  imbedded  in  bituminous 
cement  (Article  234,  p.  376.)  This  gives  a  more*  secure  footing 
to  horses  than  a  close-jointed  pavement. 

Small  pieces  of  granite,  nearly  cubical,  and  measuring  about  4 
inches  each  way,  have  been  used  at  Euston  Square  Station.  They 
rest  on  a  layer  of  sand  1  inch  deep,  and  three  layers  of  gravel  mixed 
with  chalk,  each  4  inches  deep,  and  are  set  as  close  as  possible. 

Paving- stones  are  rammed  into  their  places  with  a  wooden 
rammer  or  beetle,  weighing  about  55  lbs.  A  small  steam-hammer 
has  been  sometimes  used  for  this  purpose. 

They  may  be  covered,  when  first  laid,  with  a  blinding  of  sand  and 
fine  gravel,  about  an  inch  or  an  inch  and  a- half  deep,  to  fill  the 
joints  by  degrees. 

Their  joints  may  be  made  water-tight  by  being  laid  in  cement  or 
hydraulic  mortar;  or  in  iron-turnings,  which  rust,  and  make  a  sort 
of  cement  with  the  sand  and  gravel  of  the  blinding  that  works  its 
way  into  the  joint;  or  in  a  bituminous  cement,  or  by  being  grouted 
with  hydraulic  lime  in  a  semi-fluid  state  after  being  laid. 

Rubble  or  Boulder  Pavement  consists  of  stones  of  irregular  shapes 
Bet  in  a  bed  of  sand  or  gravel.  It  causes  great  resistance  to 
vehicles,  is  liable  to  irregular  sinking,  and  requires  frequent  repair. 

The  chief  disadvantage  attending  the  use  of  well-made  stone 

Evement  in  towns  is  its  liability  to  be  disturbed  for  the  puqwse  of 
,'ing  gas  and  water-pipes  and  small  sewers.  One  method  of 
obviating  this  is  to  provide  "  side-trenc/tes  "  to  contain  .those  under- 
ground works,  being  narrow  excavations  lined  at  the  sides  with 
brick  walls,  and  situated  under  the  outer  edge  of  the  foot-jiavemcnt, 
by  the  flags  of  which  they  are  covered.  The  wall  of  the  side- 
trench  next  the  roadway  is  strengthened  against  the  pressure  of  the 
earth  by  means  of  transverse  walls,  with  openings  in  them  for  the 
passage  of  sewers  and  pipes;  and  between  those  transverse  walla 
the  longitudinal  wail  is  slightly  arched  horizontally,  like  the  retain- 
ing wall  in  fig.  176,  p.  412.  Tho  other  longitudinal  wall  of  the 
side-trench  forms  the  back  of  a  row  of  cellars  under  the  foot- 
pavement.  The  side  walls  of  the  cellars  are  in  a  lino  with  tho 
transverse  walls  of  the  side-trencb,  and  act  as  buttresses  to  give  it 
stability.  In  an  example  given  in  Mr.  Newlands's  Report*  for 
1848,  the  side-trench  is  13  feet  deep  from  surface  of  footway  to 
foundation,  2j  feet  wide  inside,  and  has  cross  walls  at  every  7  feet; 
the  brickwork  is  one  brick,  or  9  inches  thick.     It  contains  an  oval 

•  S™  RqnrU  oftht  Borough  Engineer  tfthajool  (lit.  1  rasa  "Sva\»iv4£y 
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■ewer-pipe  of  27  X  18  inches,  a  10  inch  water-pipe,  and  a  10  inch 
gas-pipe.  Sewers  which  are  large  enough  to  be  traversed  by  men 
may  be  repaired  by  getting  access  to  them  through  subterranean 
passages  leading  into  them  from  trap-doors  in  tbe  foot-pavement 

Another  method  of  obviating  the  necessity  for  raising  the  pave- 
ment of  the  carriageway  is  to  have  a  "  mtb-tcatf  "  or  tunnel  under 
the  street,  containing  the  sewer  and  tbe  gas  and  water-pipes. 
This  method  has  hitherto  been  tried  for  short  distances  only. 

432.  Fihmwbti  af  Bond*. — The  dimensions  and  figure  of  footways 
have  been  treated  of  in  Article  418,  p.  625.  In  country  roads  tbe 
principles  of  their  construction  are  the  same  with  those  of  a  broken 
stone  road,  except  that  smaller  and  less  hard  materials  are  used, 
such  as  gravel,  engine  ashes,  slag  broken  small,  fragments  of  burnt 
clay,  &c ;  and  that  from  2,J  to  4  inches  is  a  sufficient  thickness. 
The  footway  should  have  s  declivity  of  about  2  inches  towards  the 
channel,  its  lowest  cdfco  being  not  more  than  9  inches  above  the 
bottom  of  the  channel,  and  its  side  towards  the  channel  being 
formed  either  by  a  slope  of  from  1  to  1  to  1J  to  1,  or  by  a  curft- 
tione  set  on  edge,  from  4  to  6  inches  thick.  To  consolidate  foot- 
ways, a  cast  iron  roller  may  be  used,  weighing  from  \  to  ^  a  ton. 

In  streets  the  footways  have  a  foundation  of  concrete,  broken 
stone,  gravel,  or  sand,  and  are  covered  with  flagstones,  usually  from 
li  to  4  inches  thick,  being  thinnest  for  the  strongest  material. 
The  best  materials  are  those  which  are  hardest,  toughest,  and  least 
pervious  to  water,  such  as  hornblende  slate,  the  harder  kinds  of 
clay  slate,  and  gneiss;  strong  sandstone  and  compact  limestone 
rank  after  these;  soft,  brittle,  and  porous  stones  are  unsuitable. 

423.  Biinminnn*  ar  Aaphniiic  PiTcnrnii  consist  of  a  thin  layer 
of  what  has  been  described  in  Article  234,  p.  376,  as  "  Bituminous 
Concrete,"  laid  on  a  foundation  of  broken  stone.  The  formation  of 
the  roadway  has  a  convexity  of  l-100th  of  the  breadth. 

The  foundation  consists  of  road  metal,  as  described  in  Article 
420,  p.  C2G,  laid  in  a  layer  of  4  inches  deep  for  the  carriageway, 
and  2  inches  deep  for  the  footway,  and  consolidated  with  a  rammer 
of  55  or  56  lbs.  weight,  or  with  a  cast  iron  roller. 

The  covering,  which  is  about  1£  inch  thick  for  a  carriageway,  and 
£  inch  thick  for  a  footway,  consists  of  a  mixture  of  road  metal  or 
gravel  and  "  bituminous  mortar."  The  proportions  of  its  ingre- 
dients have  been  given  in  Article  234,  p.  376.  The  order  in  which 
they  are  to  be  combined  is  the  following: — Having  melted  tie 
bitumen,  add  the  asphalt  broken  small,  then  the  resin  oil,  then  the 
sand,  and  lastly  the  broken  stone.  To  test  the  composition,  a 
spiciiiiou  of  it  is  cooled  in  water  to  the  temperature  of  about  80"; 
a  piece  of  plank,  having  two  four-sided  pyramidal  points  of  iron  on 
k  the  under  aide,  is  \in.&  <s\ili  «o»  ^™a  testing  on  a  formerly-tried 
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standard  sample,  and  the  other  on  the  new  sample;  a  man  stands 
on  the  middle  of  the  plank,  when  the  impressions  on  the  standard 
sample  and  new  sample  should  be  of  equal  depth.  That  depth 
should  be  about  3-lOths  of  an  inch  for  carriageways  and  2-lOths 
for  footways,  the  latter  requiring  the  stronger  material.  Should  it 
prove  too  hard,  bitumen  and  resin  oil  are  to  be  added;  should  it 
prove  too  soft,  asphalt  and  sand.  The  covering  is  laid  on  the  road- 
way in  the  hot  state,  in  rectangular  sections;  its  surface  is  sprinkled 
with  sand,  and  the  surplus  sand  swept  off,  and  it  is  then  left 
to  cooL     No  artificial  asphalt  is  equal  to  natural  asphalt  for  making 

To  make  bituminous  roadways  cold,  asphalt  is  to  be  broken  as 
for  road  metal,  spread  about  2  inches  deep,  wet  all  over  with  coal- 
tar,  and  rammed  with  a  56  IK  beetle. 

To  repair  the  surface  of  a  bituminous  roadway,  dissolve  one  part 
of  bitumen  in  three  of  pitch  oil  or  resin  oil;  spread  10  ounces  of 
the  mixed  oil  over  each  square  yard  of  roadway,  and  sprinkle  on  it 
2  lbs.  of  asphalt  in  powder;  then  sprinkle  the  surface  with  sand, 
and  sweep  away  the  loose  sand. 

Good  bituminous  pavements  under  constant  traffic  Bhould  wear 
at  the  rate  of  about  1-411  tli  of  an  inch  a-year. 

424.  pinnk  itomu  are  useful  in  newly  settled  countries  in  which 
timber  is  abundant. 

The  formation  of  a  plank  road  is  made  by  digging  two  parallel 
ditches  about  16  feet  clear  apart,  and  throwing  the  earth  dug  out 
on  the  space  between,  so  as  to  raise  it  slightly.  One-half  of  tho 
track  thus  formed— that  is  to  say,  a  breadth  of  8  I'eet — is  left  with  an 
earthen  surface,  sloping  towards  the  nearest  ditch  with  a  fall  of  6 
inches.  On  the  other  half,  the  planked  covering,  also  8  feet  broad, 
is  made  in  the  following  manner: — Imbedded  in  the  ground  are 
two  parallel  lines  of  longitudinal  wooden  sleepers,  4^  feet  apart 
from  centre  to  centre.  Each  sleeper  is  from  10  to  20  feet  long,  12 
inches  broad,  and  4  inches  deep,  or  thereabouts;  under  the  joints 
of  those  sleepers  are  laid  short  connecting  sleepers,  of  the  same 
scantling  and  3  feet  long.  The  earth  is  well  rammed  between  and 
beside  the  sleepers,  until  it  is  flush  with  their  upper  sides,  across 
which  are  laid  the  planks,  8  feet  long  and  3  inches  thick.  The 
edge  of  the  planking  next  the  earthen  division  of  the  roadway 
should  not  be  straight  and  smooth,  but  should  have  alternate  pro- 
jections and  recesses  of  about  3  feet  long  and  3  inches  deep,  to  give  & 
hold  for  carriage  wheels,  so  that  they  may  easily  be  drawn  on  to  the 
planking  from  the  soft  part  of  the  road.  The  planked  part  of  the 
roadway  is  broad  enough  for  one  carriage  only;  and  when  two 
carriages  meet  or  pass  each  other,  the  lighter  must  make  way 
for  the  heavier  by  moving  to  the  earthen  division  of  the  road. 
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425.  wwd™  Pirimi  consist  of  prismatic  blocks  of  wood,  rec- 
tangular or  hexagonal  and  about  6  inches  deep,  set  with  the  fibre* 
vertical,  upon  a  firm  foundation  of  broken  stone.  It  was  at  one 
time  much  used  in  Britain,  especially  in  London,  bat  VM 
abandoned  on  account  of  its  slippery  surface  and  rapid  decay. 

425  a.  rut  i™o  Pirrnrnii  made  of  plates  have  been  tried,  bat 
have  proved  very  dangerous  to  horses.  A  pavement  consisting  of 
hexagonal  cast  iron  cells  filled  with  gravel  is  now  under  trial. 


Section  III. — Of  Tramways. 

42G.  imm  Trawwiiyi. — The  best  kind  of  stone  tramway  c 
of  a  pair  of  parallel  ranges  of  oblong  blocks  of  granite,  about  4  j  feet 
apart  from  centre  to  centre,  with  their  upper  surfaces  forming  part 
of  the  surface  of  a  road,  each  block  being  from  2  to  4  feet  long, 
about  10  or  12  inches  broad,  and  of  the  same  depth  with  the  rest  of 
the  covering  of  the  roadway.  The  upper  surfaces  of  these  stone 
tram-rails  are  slightly  hollowed  towards  the  middle  of  their  breadth, 
to  the  depth  of  half  an  inch,  or  thereabouts,  in  order  that  carriage- 
wheels  may  tend  to  remain  on  them. 

427.  irn  Tmmmih  as  formerly  made,  consisted  of  fiat  bars  of 
iron  for  the  wheels  of  carriages  to  run  upon,  with  a  rising  ledge  o* 
flange  at  one  side,  to  prevent  the  wheels  from  leaving  the 
track.  The  iron  tramways  now  in  most  common  use  are 
those  which,  like  the  stone  tramways  of  tbe  last  article,  form 
part  of  the  surface  of  a  road  or  street  The  tram-rails  used  for 
this  purpose  arc  oblong  plates  of  cast  iron,  3  or  4  feet  long; 
they  are  usually  7  or  §  inches  broad,  and  about  1^  inch  thick; 
they  are  slightly  concave  towards  the  middle  of  their  breadth,  like 
stone  tram-rails ;  and  at  each  joint  the  ends  of  two  adjoining  platei 
rest  on  a  square  plate  of  cast  iron  of  the  same  thickness,  A  com- 
bination of  the  ti-am-rail  and  edge  rail,  lately  introduced,  will  be 
mentioned  further  on. 

Section  IV. — Of  Railways. 

428.  Tbe  Hniuute  *r  vehicle*  on  ■  i.ctbi  is  here  considered  in 

bo  far  only  as  it  affects  the  ruling  gradient  The  resistance  to  the 
motion  of  a  loaded  carriage  on  a  level  railway  is  nearly  proportional 
to  the  gross  load,  and  its  proportion  to  that  load  may  be  expressed 
cither  as  a  fraction,  or  as  a  certain  number  of  lbs.  per  ton,  the  latter 
being  a  common  mode  of  expressing  it  for  practical  purposes. 

Let/'be  the  proportion  of  the  resistance  on  a  level  to  the  gross 
load,  expressed  as  a  fatt&ou  ■,  then 
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resistance  in  lbs.  per  ton  =  2,240/  (1.) 

It  is  true  that  the  part  of  the  resistance  which  is  due  to  the  dis- 
placement and  friction  of  the  air  must  depend,  not  on  the  load,  but 
on  the  dimensions  and  figures  of  the  vehicles;  but  our  experimental 
knowledge  of  the  laws  of  the  resistance  of  the  air  to  bodies  so  large 
as  railway  carriages  is  scarcely  sufficient  to  enable  us  to  calculate 
that  resistance  separately  with  such  precision  as  to  moke  the  result 
of  the  computation  practically  useful* 

The  co-efficient  of  resistance  on  a  level,  /  consists  of  two  parts; 
one  representing  the  effect  of  friction,  which  is  independent  of  the 
speed ;  the  other  representing  the  effect  of  concussion  and  of  the  resist- 
ance of  the  air,  which  increases  with  the  speed.  The  law  according 
to  which  the  latter  part  of  the  co-efficient  of  resistance  increases  is 
still  uncertain,    owing  to  the  irregularities  of  the  results  of  cx- 

Sriment.  According  to  one  formula  (founded  on  experiments  by 
r.  Qooch),  it  is  insensible  up  to  a  speed  of  about  10  miles  au  hour, 
and  then  increases  nearly  in  the  simple  ratio  of  the  excess  of  the 
speed  above  that  limit  According  to  another  formula  (that  of  Mr. 
D.  K.  Clark),  it  is  nearly  proportional  to  the  square  of  the  speed; 
and  both  those  formula?  agree,  in  a  rough  way,  with  experiment. 

The  following  are  the  formula:  in  question,  in  each  of  which  V 
denotes  the  velocity  in  miles  an  hour : — 

Co-efficient  of  resistance,/=  00268  fl  +  — ^ — J;  (2.) 

s  lbs.  perton,  2,240/=  6  (l  +  Y  ~  I0)i  (2  a.) 
Co-efficient  of  resislance,/=  -00268  \1  +  f^o)''^3-) 

*  The  following  «re  tiro  Alternative  formula  by  Ihe  late  Mr.  Wyndham  Ranting 
and  Mr.  Scoll  Kumell,  in  which  separate  esuressiona  ate  given  for  ilia  resilience  of  lb* 
air.  In  the  firs!  formula  (hat  resistance  is  assumed  to  be  proportional  to  the  area  of 
frontage  of  the  train ;  in  the  second,  to  its  volume. 

T  denote*  the  weight  of  the  train,  n  (on*. 
V,  tie  velocity,  in  miles  au  hour. 

A,  its  area  of  frontage,  in  square  feet. 

B,  its  volume,  Id  cubic  feet;  then 

aVAUne.  In  Iba  =  (  8  -J-  J.)  T+  !!£;  - 


Resistance  ii 
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Resistance  in  lbs.  per  ton,  2,340  /=  6  +  -™r.    (3  a.) 

Carriages  have  been  made  and  used  in  which  the  co-efficient  of 
resistance  was  as  small  as  '002,  or  about  4$  lbs.  per  ton,  at 
velocities  not  exceeding  12  miles  on  hour,  the  resistance  being 
sensibly  constant  at  such  velocities.* 

The  formula?  2,  2  a,  3,  3  a,  are  applicable  to  good  railway  carriages 
with  springs,  in  trains  drawn  by  an  engine  at  an  uniform  speed  on  a 
well-made  line,  in  good  reijair,  with  easy  curves,  and  in  moderately 
culm  weather;  the  experiments  on  which  they  are  founded  having 
been  made  under  those  circumstances,  and  the  resistance  determined 
by  means  of  a  dynamometer  between  the  engine  and  the  train. 

Another  mode  of  determining  the  resistance  of  a  carriage  on  a 
railway  is  to  start  it  off  at  a  considerable  speed,  and  allow  it  to 
come  gradually  to  rest  by  its  own  resistance ;  but  in  this  mode  of  ex- 
j<eri  men  ting,  although  the  friction  is  the  same  as  in  the  other  mode, 
the  resistance  arising  from  concussion  is  considerably  leas,  because 
much  of  the  vibration  originates  with  the  engine,  t 

The  absence  of  springs  augments  that  part  of  the  resistance 
which  increases  with  the  velocity;  but  wagons  without  springs  are 
used  only  at  very  low  speeds. 

The  following  are  some  examples  of  resistances  per  ton  at  dif 
fercnt  speeds,  calculated  by  the  two  formula}  respectively ; — 

Speed  in  miles  an  hour,  V=      io        15         20  30         40         50         Go 

/by  equation  2, -00268  "00335  "00402  "00536  -00670  -00804  "WM* 

2.210/by  equation  2* 6         7J  9  12         15         18         21 

/by  equation  3 "00287  "00310  -00342  -00435  'O0565  "00733  '009}& 

2,2J0/by  equation  3  A 6"4        6-9  77  9-7        127        10-4        21 

Mr.  D.  K.  Clark  considers  that  his  experiments  indicate  that 
the  resistance  on  a  level,  given  by  equations  3,  3  a,  is  liable  to  bo 

*  See  Rankine  On  Cylindrical  Wketh  on  Railwivyi;  also  Wood  On  Railnatb. 
t  To  ascertain  the  resistance  of  a  vehicle  by  experiments  on  Its  gradual  retardation. 

Let  *,,  ij,  x„  xt,  it,  be  tliose  distances  in  feet:  i,  the  line  of  the  inclinatios. 
Then  the  veluckita  at  (be  end  of 

(,  2  I.  3  /,  &c,  seconds,  are  nearly, 


/=   ■((*.—  Ds+lK-32-2  i\  =pi  according  aa  the  gradient  !b  {' 
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exceeded   in  the  following  proportions,  from  various  occasional 
causes: — 

From  a  road  ill  laid,  or  in  bad  repair,  40  per  cent. 

From  resistance  on  curves, 30'        „ 

From  strong  side  winds, 20        „ 

Total, 80         „ 

It  may  be  held,  however,  that  all  those  causes  of  increased  resist- 
ance are  seldom  combined  at  one  time  and  place;  and  that  SO  per 
cent  is  a  liberal  allowance  for  contingent  resutanca. 

The  friction  of  good  ordinary  mineral  wagons,  at  low  speeds, 
may  be  estimated  as  ranging  from 

8  lbs.  per  ton,  or  '00353 
to  10  lbs.  per  ton,  or  -00446 

and  as  being  on  an  average  about 

9  lbs.  per  ton,  or  "00402,  or  I -950th  nearly. 

429.  Propartian  of  Cnn  t*  fli«t  i,aad.— Fn  the  following  state- 
ment the  ordinary  proportions  of  the  weight  of  goods  and  mineral 
wagons  to  the  loads  which  they  carry  are  given  on  the  authority  of 
Mr.  D.  K.  Clark j  and  from  those  proportions  are  deduced  the 
proportions  of  gross  to  net  load  in  goods  and  mineral  trains: — 

Wagon  Groan  Load 

-^  Net  Load,  -i-  Net  Load. 

Well  made  open  wagons, i  i.J 

Well  made  covered  wagons, |  1^' 

Clumsy  wagons, 1  2 

In  computing  the  gross  load  to  be  drawn  behind  a  locomotive 
engine  which  has  a  tender,  the  weight  of  the  tender  (from  10  to  15 
tons)  is  to  be  added  to  that  of  the  wagons  and  their  load. 

Passengers  without  luggage  may  be  estimated  at  about  15  or  16 
to  the  ton,  and  with  luggage,  about  10  to  the  ton  (but  this  last  is 
an  uncertain  Estimate).  In  a  passenger  train  the  gross  load  may 
be  roughly  estimated  at  about  three  times  the  net  load,  with 
carriages  suited  for  locomotive  railways  and  high  speeds,  weighing 
when  empty  5  or  6  tons  for  a  carriage  capable  of  carrying  20  or  30 

Gengers.     In  light  carriages  on  horse-worked  railways  the  gross 
needs  not  exceed  double  the  net  load. 

430.  The  Tractive  Ftnt  which  the  prime  movers  on  railways 
exert  will  here  he  considered  so  far  as  it  is  connected  with  tho 
question  of  gradients.     The  prime  movers  commonly  eia^lciyssi.  cjfc. 
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railways  are,  gravity,  horses,  fixed  steam  engines,  and  locomotive 
steam  engines.  The  strength  of  men  and  the  force  of  the  wind 
have  also  been  employed,  but  in  isolated  experiments  only. 

I.  Gravity  either  assists  or  opposes  the  other  kinds  of  motivs 
power  od  all  inclined  parts  of  a  railway.  It  may  act  as  too 
solo  motive  power  on  a  descending  gradient  that  is  sufficiently 

The  only  case  in  which  gravity  acts  as  a  tractive  force  on  a  rail- 
way is  that  of  a  "  self-acting  inclined  plane,"  on  which  a  train  of 
loaded  wagons  descending  draws  up  a  train  of  empty  wagoni. 
Let  i  be  the  sine  of  the  inclination  of  the  plane,/the  co-efficient  of 
resistance  of  the  wagons,  T  the  weight  of  a  train  of  empty  wagou, 
W  the  net  load  of  a  train.  Then  the  available  tractive  force  at  an 
uniform  speed  is 

(i-/)(T  +  W). 

The  rope,  according  to  present  practice,  is  of  iron  wire,  and  usually 
endless,  and  lies  on  a  scries  of  sheaves  or  pullies  7  yards  apart.  Thj 
weight  of  each  sheave  is  between  20  and  30  lbs. ;  the  weight  of  the 
rope  (allowing  G  as  the  factor  of  safety)  per  foot  of  its  length  should  be 
1 -4500th  of  the  greatest  working  tension.  Let  R  be  the  weight  of 
the  rope  and  pullies;  their  total  resistance  is  usually  estimated  at 
about  l-20th  of  their  weight,  and  the  resistance  of  the  train  of 
empty  wagons  is  (*  +/)  T.  In  order  that  the  tractive  force  nay 
simply  balance  the  resistances,  we  must  havo 

(i_/)(T  +  W)  =  ^+(i+/)T; (1.) 

and  the  inclined  plane  will  not  work  unless  the  inclination  is 
steeper  than  that  given  by  solving  the  above  equation;  that  is  to 

i  must  be  greater  than  |  ^+/(W+  2  T)  >  -f-W....(2.) 

Assume/=  004,  T  =  W  +  2;  then 

t  must  be  greater  than  I  vtrm  +  "008  \ (2  a.) 

Tho  excess  of  steepness  above  this  limit  causes  an  excess  of 
tractive  force  above  resistance,  which  produces  accelerated  motion. 
The  acceleration  may  be  allowed  to  go  on  so  long  aa  the  velocity 
does  not  exceed  a  safe  limit;  bo  soon  as  that  limit  has  been  attained, 
the  surplus  tractive  force  m\u&  be  counteracted  by  the  use  of  the 
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brake.-    The  wear  of  wire  ropes  is  from  67  to  100  per  cent  per 

IT.  Horsta. — An  animal  produces  its  greatest  day's  work  when 
working  for  eight  hours  per  day,  and  with  a  certain  definite  speed 
and  tractive  force. 

Let  Pj  denote  the  tractive  force  corresponding  to  the  greatest 
day's  work ; 
P,  any  other  tractive  force ; 

Vj,  the  speed  corresponding  to  the  greatest  day's  work; 
V,  any  other  speed ; 
T,  the  time,  in  hours  per  day,  during  which  the  exertion  is 

Then  the  following  formula  is  approximately  true,  for  efforts  and 
speeds  not  greatly  differing  from  P1  and  V,,  and  for  times  not 
greatly  exceeding  eight  hours  per  day : — 


..(3.) 


P  =  120  lbs. 

V!  =  3-6  feet  per  second,  or  about  2J  miles  an  hour. 

For  a  high-bred  horse  of  average  strength  and  activity  it  is 
difficult  to  assign  the  values  of  P1  and  Vv  for  want  of  sufficient 
data.  The  following  values  agree  in  a  general  way  with  some  of 
the  results  of  experience  in  the  traction  of  stage  coaches  and  of 
light  railway  carriages ; — 


•  It  ia  eeldom  necessary  to  enter  Into  de!«iled  calculations  as  to  the  effect  of 
acceleration  on  a  self-acting  Inclined  plane.  It  may  sometimes,  however,  be  desirable 
to  do  »o,  when  ihe  declivity  Is  eo  alight  that  there  la  a  doubt  whether  (he  velocity 
attained  will  be  sufficiently  great  to  enable  a  pair  of  trains  to  traverse  the  inclined 
plane  without  Inconvenient  delay. 

To  find  the  time  occupied  In  traversing  the  plane  unimpeded,  let  M  denote  the 
total  weight  t>f  the  rope  and  aheavea,  and  of  both  trains,  together  with  one-half  of  the 
weight  of  the  pnlllea.  Let  F  denote  the  txottt  of  the  tractive  fores  above  tlia 
Let  L  be  the  length  of  the  plan*;  then 
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P.  =  64  lbs. 

\  ! :—  72  feet  per  second,  or  about  5  miles  an  hoar. 


The  following  are  examples  :- 


P  tractive  force,  = 


e,  =  64} 


74    io     »J 

88     $6     34 


It  may  be  observed  that  the  preceding  data  and  calculation* 
have  reference  to  average  speeds,  and  that  the  hone  may  occasion- 
ally be  required  to  exert  from  once  and  a-half  to  double  the  effort* 
above  stated,  provided  that  he  is  allowed  to  slacken  his  speed 
during  the  increased  effort,  and  that  the  additional  exertion  b 
kept  tip  for  a  short  time  only. 

III.  Fixed  Steam  Engines  are  employed  for  the  most  part  ot 
short  distances,  where  the  speed  is  moderate  and  the  inclination 
steep.  Their  power  is  usually  applied  to  an  endless  rope  running 
on  sheaves,  like  that  of  a.  self-acting  inclined  .plane  (p.  636).  The 
steam  engine  is  placed  at  the  top  of  the  ascent,  and  drives  a 
large  horizontal  cast  iron  pully,  from  5  to  10  feet  in  diameter, 
having  three  or  four  grooves  in  its  rim.  This  is  called  the  driving 
pidly.  At  a  short  distance  in  front  of  that  pully  (that  is,  in  the 
down-hill  direction)  is  a  pully  one  or  two  feet  smaller  in  diameter, 
and  with  one  groove  fewer  in  its  rim.  This  is  culled  the  straining 
pully:  it  rests  on  a  small  four-wheeled  truck,  and  is  pulled  a«ar 
from  the  driving  pully  by  a  chain  and  weight,  the  weight  being 
sufficient  to  give  the  requisite  tension  to  the  rope,  which  is  carried 
round  the  grooves  of  the  two  pullies.  At  the  foot  of  the  inclined 
plane  the  rope  passes  round  a  third  horizontal  pully,  as  large  M 
the  driving  pully. 

The  engine  works  to  the  best  advantage,  and  the  rope  is  lew* 
strained,  when  one  train  is  ascending  and  another  descending  at  the 

The  greatest  tension  on  the  rope  is  found  as  follows : — 
Let  P  denote  the  greatest  tractive  force  required  to  overcome 
gravity,  and  the  friction  of  the  train,  rope,  and  sheaves,  calcu- 
lated as  in  p.  636.  About  one-third  of  this  will  be  the  tension 
required  at  the  descending  side  of  the  rope,  to  give  sufficient 
"bite"  or  adhesion  between  it  and  the  driving  pully,  so  thai 
the  greatest  working  tension  at  the  ascending  side  of  the  ruj» 
will  be  about. 
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1-33  Pj* (i.) 

and  its  weight  per  foot,  if  it  is  made  of  strong  charcoal  iron  wire, 
should  be  l-4500th  of  this.  The  pull  upon  the  axis  of  the  straining 
pully  should  be  about 

2-74  P." (5.) 

To  find  the  indicated  horae-power  of  the  engine,  let  v  be  the 
velocity  of  the  rope  in  feet  per  second  (=  velocity  in  miles  an  hour 
X  1-400);  thea 

.        IMP*       P"  ,,. 

In ■* -  =  —550-  =UQ' (G) 

the  multiplier  1  '25  being  introduced  on  the  supposition  that  the 
friction  of  the  steam  eugine  wastes  one-fifth  of  the  indicated 
power. 

Another  mode  of  transmitting  the  power  of  the  fixed  engine  to 
the  train  is  to  employ  the  engine,  by  means  of  a  large  fan,  to  ex- 
haust air  from  or  blow  air  into  a  tube,  along  which  a  piston  is  pro- 
pelled towards  or  from  the  engine-station  by  the  excess  of  the 
pressure  behind  it  above  the  pressure  in  front  of  it.  The  tube  is 
a  brick  tunnel,  with  rails  laid  along  the  bottom,  on  which  the 
wheels  of  the  carriage  run;  and  the  piston  is  a  shield  fixed  on  the 
end  of  the  carriage  next  the  blowing  eugine,  and  having  enough  of 
clearance  round  its  edge  to  prevent  rubbing  against  the  brickwork. 
The  edge  of  the  shield  has  a  cloth  fringe  to  diminish  leakage.  For 
conveying  parcels  the  tunnel  is  about  3  feet  in  diameter;  and  the 
apparatus  is  called  the  "  Pneumatic  Dispatch." 

IV.  Locomotive  Engines. — The  tractive  force  of  alocoinotivc  engine 
is  in  general  limited,  not  by  the  power  which  the  engine  is  capable 
of  exerting — for  that  is  almost  always  more  than  sufficient  to  draw 
any  load  that  it  ever  has  to  convey — but  by  the  "  ad/iotion,"  as  it  is 
called,  or  force  which  prevents  the  driving  wheels  from  slipping  on 
the  rails. 

The  adhesion  is  equal  to  the  weight  which  rests  on  the  driving 
wheels,  multiplied  by  a  co-efficient  Which  depends  on  the  condition 
of  the  surface  of  the  rails;  being  greatest  when  they  arc  clean  and 
dry,  and  least  when  they  are  wet  and  greasy,  or  covered  with  ice. 

"  These  calculation!  an  mads  on  lha  supposition  that  the  co-efficient  of  friction 
betnuen  the  win  rope  and  the  driving  pally  Is  '15,  that  then  an  three  grooves  in  the 
driving  pully.  and  that  the  tension  la  made  just  sufficient  to  prevent  slipping.  In 
practice,  however,  it  is  not  uncommon  to  strain  lha  nine  till  the  tension  at  the  descend- 
ing side  is  equal  to  the  tractive  force;  and  in  that  case 
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On  an  average,  the  adhesion  of  a.  locomotive  engine  ma;  be 
estimated  at  about  one-seventh  of  the  load  on  the  driving  wheel*; 
for  by  sprinkling  sand  on  the  rails  when  they  are  slimy,  or  if  they 
are  icy,  directing  jets  of  steam  on  them,  it  may  in  general  be 
prevented  from  falling  below  that  amount. 

la  order  that  the  rails  may  be  able  to  bear  the  load  on  the 
driving  wheels  without  damage,  it  is  considered  advisable  that  the 
load  on  each  wheel  should  not  in  ordinary  cases  exceed  5  tone  = 
11,200  lbs.  According  to  this  rule  the  limits  of  load  on  the 
driving  wheels,  and  of  tractive  force,  are 

Lo*d  on  RrlTlnB  WHboIi  llTtlldM 

(1.)  Forenginesu'ilhone  pair  of  driving  wheels...... IO  toils  =  22.400  3.200 

(2.)               „              two  pairs  of  driving  wheels,  coupled,  20      „      44,800  6,400 

(3.)               „              thi-H|)>ir«of  driving  wheels, coupled,  30      „      67,200  9,600 

(10               11              four  p»in  of  driving  wlioek,  coupled,  40      „      89,600  Iljjao 

Locomotive  engines  are  seldom  made  with  fewer  than  six  wheels. 
Those  which  are  intended  for  the  propulsion  of  comparatively  light 
trains  at  high  speeds  have  but  one  pair  of  driving  wheela  of  from 
5  feet  (j  inches  to  7  feet  6  inches,  and  sometimes  even  8  feet  in  dia- 
meter. The  best  position  for  the  shaft  of  that  pair  of  wheela  it 
nearly  under  the  centre  of  gravity  of  the  engine,  in  which  case,  by 
proper  adjustment  of  the  springs,  it  can  be  made  to  bear  any  pro- 
portion of  the  weight  from  J  to  J.  In  Mr.  Crampton's  form  of 
engine,  however,  that  shaft  is  placed  altogether  behind  the  boiler 
of  the  engine,  in  order  to  obtain  a  large  diameter  of  wheel  along 
with  a  low  centre  of  gravity.  Engines  for  goods  trains  of  moderate 
weight  have  also  usually  six  wheels,  two  pairs  of  which  are  driving 
wheels,  of  5  feet  diameter,  and  are  coupled  together.  For  heavier 
goods  and  mineral  trainu  engines  are  used  having  all  six  wheels 
coupled,  and  usually  of  smaller  diameter,  such  as  4  j  or  4  feet,  and 
in  some  cases  of  engines  for  ascending  steep  inclined  planes,  3j  or 
3  feet ;  and  occasionally  the  wheels  of  the  tender  also  are  driven  by 
steam  power.    (See  also  Addenda,  p.  xvi.) 

Weights  of  Engines  with  separate  Tenders. 

(The  Tender  weight  from  10  to  IS  (out)  Torn 

Narrow  gauge  passenger  locomotives,  six- 1 

wheeled,  with  one  pair  of  driving  wheels,  J       19  to  13 
Da  'do.  do,       unusually  heavy,     24  to  at 

Broad  gauge  passenger  locomotive,   eight- 1 

wheeled,  with  one  pair  of  driving  wheela  >  35 

8  feet  in  diameter, ] 

Goods  locomotive,  from  four  to  six  wheels  1 

Coupled, J      21  to  3» 
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Wrights  or  Task  Engines,  carrying  Fuel  and  Water. 

For  light  traffic  on  branch  lines, 12  to  20 

For  heavy  traffic  on  steep  inclined  planes,  with  I  .„  to  60 

from  6  to  12  wheels |  * 

Iu  comparing  the  tractive  force  of  a  locomotive  engine,  aa 
limited  by  adhesion,  with  the  resistance  and  gravity  of  the  train 
which  it  is  to  draw,  it  is  obvious  that  the  resistance  due  to  friction 
and  concussion  of  the  enyine  itself  is  to  be  left  out  of  account;  for 
that  resistance  does  not  constitute  a  backward  pull  on  the  engine, 
tending  to  make  the  driving  wheels  slip. 

It  appears,  then,  that  the  available  tractive  force  of  a  locomotive 
engine  in  ascending  a  given  inclined  plane,  which  must  be  at  least 
equal  to  the  resistance  of  the  heaviest  train  that  it  has  to  draw,  is 
to  be  found  by  subtracting  from  the  adhesion  that  component  of 
the  weight  of  the  engine  which  acts  as  a  resistance  to  its  ascent; 
that  is  to  say, 

Let  E  denote  the  total  weight  of  the  engine ; 

q  E,  that  part  of  the  weight  which  rests  on  the  driving 

1,  the  sine  of  the  inclination  of  the  railway; 
P,  the  available  tractive  force ;  then 

p= (?-<)& p-> 

The  following  are  examples:— 


Passenger  engines,  one  pair  of  driving  (  from     -33      -048  —  i 
wheels, (      to     -5        -071  — i 

Goods  engines,  two  pairs  of  wheels  (  from     -67      "095  —  t 
coupled \      to     75      -107  —  t 

Goods  engines,  all  wheels  coupled, 1  -143  —  t 

By  an  invention  of  Mr.  Kamsbottom's,  the  tender  of  a  locomotiva 
is  made  to  supply  itself  with  water  while  in  motion,  through  a 
tubular  scoop  which  dips  into  a  long  water-trough  lying  between 
the  rails.  The  speed  should  be  at  least  22  mlies  an  hour,  to 
enable  the  apparatus  to  work. 

431.  Kalis*  Gra4i«tt  .i  Bnii-.,^ — The  general  nature  of  a 
ruling  gradient,  and  of  the  principles  according  to  which  it  is 
determined,  have  been  explained  in  Article  415,  p.  622. 

Self-acting  inclined  planet  and  fixed  engine  inclined  planes  are 
exceptional  cases,  which  are  not  comprehended  under  the  general 
principles  according  to  which  ruling  gradients  are  determined. 

Uorse-povxr  is  applicable  to  lines  of  short  length  wvV^agJaX.  \-raffis, 
2t 
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only.    The  tractive  force  which  a  horse  can  exert  under  nrima 

-  circumstances  has  been  stated  in  Article  430,  Division  XL,  p.  637. 
The  mean  resistance  of  the  goods  and  mineral  wagons  on  a  lerel 
may  be  taken  at  1  -250th  of  the  gross  load,  or  9  lbs.  per  ton;  and  if 
the  passenger  carriages  arc  carefnlly  constructed,  in  a  manner 
specially  suited  to  the  traffic,  their  resistance  may  be  taken  at 
l-500th,  or  4i  lbs.  per  ton,  on  a  level  straight  line,  and  -00268,  or 
l-373d,  or  6  lbs.  per  ton,  on  a  level  line  with  a  moderate  pro- 
portion of  curves  in  its  course.  It  appears  from  experience  that 
gradients  of  from  1  in  100  to  1  in  70  may  be  surmounted  without 
auxiliary  power,  provided  they  do  not  extend  to  a  distance  of  mora 
than  two  miles,  or  thereabouts,  at  a  stretch,  and  that  the  horse  ia 
not  urged  to  a  higher  speed  than  he  naturally  assumes;  but  for 
longer  ascents  it  is  advisable,  if  possible,  to  limit  the  steepness  to  1 
in  200.  On  ascents  of  from  1  in  50  to  1  in  40,  or  steeper,  either 
the  load  drawn  by  one  horse  on  other  parts  of  the  line  should  be 
divided  between  two,  or  an  auxiliary  horse  should  be  harnessed  to 
each  carriage  or  train,  and  the  speed  should  not  exceed  a  walking 
pace.  Steep  ascents  for  very  short  distances  may  sometimes  be 
Surmounted  by  taking  a  "  race "  at  them. 

In  fixing  the  ruling  gradient  of  a  locomotive  railway,  it  is  not  to 
be  supposed  that  rules  deduced  from  the  general  principles  already 
explained  are  to  be  held  as  absolutely  binding.  Their  proper  um 
is  to  guide  the  engineer,  when  no  cause  exists  sufficient  in  his  judg- 
ment to  warrant  a  deviation  from  them. 

This  being  understood,  it  appears  that  there  are  four  things  to 
be  adapted  to  each  other, — the  greatest  load  of  a  train,  the  least 
speed  of  conveyance  in  ascending  declivities,  the  description  of 
engine,  and  the  ruling  gradient;  that  is,  the  steepest  gradient  np 
which  the  ordinary  traffic  is  conveyed  by  the  ordinary  engines  of 
the  line,  without  the  aid  of  auxiliary  engines  specially  adapted  to 
Steep  inclined  planes.  The  adaptation  of  those  four  things  to  each 
other  is  indicated  by  the  following  equation,  in  which  Mr.  Clark'i 
formula,  Article  428,  equation  3,  p  633,  is  adopted  for  the  resist- 
ance of  the  train : — 

Let  £  denote  the  weight  of  the  engine  (see  Article  430,  p.  640) 
q  E,  the  part  of  that  weight  which  rests  on  the  driving 

wheels  (see  Article  430,  p.  641). 
T,  the  gross  weight  of  the  train  and  tender  (if  there  is  a 

tender).     As  to  the  proportion  of  gross  to  net  load,  see 

Article  429,  p.  635;  as  to  the  weight  of  the  tender,  see 

Article  430,  p  640. 
V,  the  least  speed  in  miles  per  hour  at  which  the  conditions  of 

thfl  trafiic  ■snil»&m\\.<X'0&eYviiii£  gradient  being  i         '  ' 
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i,  the  sine  of  the  ruling  gradient   (whose  inclination  in 
ordinary  terms  will  be  described  as  1  in  -.  1;  then 

(?-')  e= {wm8(i+i5o) +<}  t- c) 

Prom  this  equation  are  deduced  the  following  formulas :  given 
q,  »,  V,  to  find  the  ratio  of  the  weight  of  the  engine  to  that  of  the 
train  and  tender;  also  the  reciprocal  of  that  ratio : — 


3(i+i5o)- 


•(*> 


T  +  E  =  (j_i)+{«208(l+1J5)+i};   (3.) 
given  E,  g,  T,  t,  to  find  the  speed  of  ascent  V; 

T  =  7SS^/{(2-i)|— 00Se8-i}j (4.) 

given  E,  q,  T,  T,  to  find  the  ruling  gradient  i; 

}  =  {2-?-  -00268  (i  +  iJ!5)t}+(E  +  T).    (5.) 

According  to  Mr.  Clark's  allowance  of  50  per  cent,  for  occasional 
or  contingent  resistances  referred  to  in  Article  128,  p.  635,  '00402 
may  occasionally  have  to  be  substituted  for  -00268  in  the  preceding 
formulas. 

The  following  may  be  taken  as  examples  of  the  results  of  such 
computations,  the  formula  employed  being  equation  3 : — 

Example.  i.         ii.        in. 

Speed  in  miles  an  hour, 34        18        1a 

Tons.       Tom.      Tods. 

Weight  of  engine, 20        30        30 

Number  of  driving  or  coupled  wheels,        a  4  all 

Tods.       Tods.      Toss, 

■Load  on  driving  or  coupled  wheels,...       10        31        30 

Weight  of  tender, 10         la         15 

(111150, — ■•  33  9i  I+5l* 

iin8o, 63  154  338    -. 

»  in  100, 79  191  393  HI 

iini33'3. 104  345  373    | 

1  in  aoo, 143  3ja  &»<i\" 
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The  thing  to  be  principally  considered  in  fixing  a  ruling  gradient 
is  the  traffic  This  having  been  ascertained,  so  us  to  determine  the 
probable  gross  loud  of  the  several  descriptions  of  passenger  and 
goods  trains,  and  the  speed  at  which  they  are  to  ran  up  the  steepest 
parte  of  the  line,  the  ruling  gradient  is  to  be  fixed  bo  that  enginei 
with  not  more  than  about  5  tons  of  load  on  each  wheel  may  be  able 
to  draw  the  trains. 

It  is  in  general  bad  economy  to  incur  heavy  works  in  order  to 
ease  the  ruling  gradient,  merely  for  the  sake  of  enabling  light 
engines  to  convey  a  heavy  traffic ;  but  where  the  traffic  is  light, 
and  moderate  gradients  can  be  obtained  without  heavy  worts,  light 
engines  may  be  used  with  advantage. 

431  a.  The  Acu«  *r  inhn  may  have  to  be  considered  in  con- 
nection with  questions  respecting  gradients. 

The  immediate  effect  of  applying  brakes  is  to  stop  wholly  or 
partially  either  some  or  all  of  the  wheels  of  the  train,  so  that  they  slide 
instead  of  rolling  on  the  rails;  and  the  increased  resistance  thus 
produced  stops  the  movement  of  the  train  in  the  countc  of  s(um 
proportional  directly  to  the  speed  and  inversely  to  the  resistance, 
and  of  a  distance  proportional  directly  to  the  square  of  the  speed 
and  inversely  to  the  resistance.  The  distance  in  the  course  of  which 
die  train  is  stopped  is  of  more  importance  practically  than  the 
time,  and  is  found  as  follows : — 

Let/*  be  the  proportion  which  the  resistance  produced  by  the 
brakes  bears  to  the  weight  of  the  train ; 
v,  the  speed  in  feet  per  second;  then 

distance  in  feet  on  a  level  =  Vs  -f.  64*4/'. (1.) 

For  practical  purposes  it  is  more  convenient  to  state  the  velocity 
In  miles  an  hoar.     Let  V  denote  that  velocity;  then 

distance  in  feet  on  a  level  =  V*  +  30  f  nearly.  ....(2.) 

There  are  self-acting  brakes,  operated  upon  by  the  buffers,  by 
mechanism  worked  by  steam,  or  otherwise,  which  act  on  all  the 
wheels  at  once.*     For  such  brakes  it  may  be  considered  that 

/'  =  ■  14  nearly. (a) 

-  It  is  not  considered  desirable  to  stop  a  train  much  more  suddenly 
than  these  brakes  do,  lest  an  injurious  shock  should  be  produced 

For  ordinary  brakes,  worked  by  hand  in  carriages  called  "  brake 
vans,"  the  value  of/'  may  bo  estimated  as  ranging 

from  about -031  to  023; (4.) 

■  S«*  Mr,  YiiAtira!*  foport  to  Om  Britith  Amdadem  am  Bntm,  1859. 
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n  that  they  atop  the  trains  in  distances  ranging  from  4  j  to  6  times 
the  distances  required  by  brakes  that  act  on  all  the  wheels. 

The  following  are  some  of  the  results  of  those  data,  calculated  in 
round  numbers,  as  precision  of  calculation  is  useless  in  this  case : — 

Speed  in  miles  an  hour, 10  30  30  40  50  60 

Instance  in  feet  required  for  \ 

stopping  the  train  on  a  level,  I  _  ,  „,  „0  £  _  a, 

with  brakes  acting  on  all  the  ^  3*  #  "6  &*  6o°  86< 

Withoidin^brakeirj^™     '°8     «!     "*  1?28  3J°°  3T 
luiurainarynraKes,...  y       ^      ^     g?6   ^   ^^  3(Soo  ^g^ 

On  a  gradient  ascending  at  the  rate  of  1  in  1  -i-  i,  the  resistance 
available  for  stopping  the  train  becomes  y  +  i,  and  it  is  stopped  in 
so  much  the  shorter  distance. 

On  a  gradient  descending  at  the  rate  of  I  in  1  ■+■  i,  the  resistance 
available  for  stopping  the  train  is  diminished  to  /'  ■ —  t,  and  the 
distance  required  for  stopping  it  becomes, 

distance  on  a  level  Xf  4.  (/  —  t> (5.) 


432.  Cmdirnu  with  AnsiliBrr  Ptmr. — Where  on  inclined  plane 
occurs  steeper  than  the  ruling  gradient,  auxiliary  power  may  be 
applied  either  by  attaching  an  additional  locomotive  to  each  train, 
or  by  having  sjieciiil  locomotives  of  great  weight  and  power  to 
draw  the  trains  up,  or  by  using  a  fixed  engine  and  rope.  The 
economy  of  the  use  of  auxiliary  power  depends  mainly  on  the 
constancy  with  which  it  can  be  kept  at  work;  and  this  depends  on 
the  nature  of  the  traffic. 

The  locomotive  engines  used  for  this  purpose  are  usually  tank 
engines,  in  order  that  the  weight  producing  adhesion  may  be  as 
great  as  possible. 

433.  Fewer   Exerted   br   locomotive    Baalne*- — Besides  drawing 

the  train,  the  locomotive  engine  has  to  overcome  the  resistance  of 
its  own  wheels  and  axles,  and  of  its  own  mechanism.  If  the  power 
or  mechanical  energy  expended  in  overcoming  this  additional 
resistance,  while  the  engine  travels  over  a  given  distance,  be 
divided  by  that  distance,  there  is  obtained  the  additional  train- 
resistance  which  would  be  equivalent  to  the  resistance  of  the 
engine;  and  this  being  added  to  the  resistance  of  the  tender  and 
train,  gives  the  gross  r&rUtanoe  of  the  engine,  tender,  and  train. 
Various  rules  have  been  proposed  and  tried  for  computing  the 
additional  resistance  of  the  engine. 

The  following  rule  is  founded  on  the  principle  that  the  resistance 
of  the  engine  consists  of  two  parts ;  the  first,  being  *<.b.e>  TOMfatMah  cS- 
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the  engine  at  a  carriage,  is  the  same  -with  that  of  a  train  of  the 
same  weight ;  the  second,  being  the  resistance  caused  by  the  strain 
on  the  mechanism,  bears  a  certain  proportion  to  the  whole  re- 
sistance of  the  engine  and  train,  whether  arising  from  Motion, 
concussion,  or  gravity ;  and  that  proportion  appears  to  be  about  one- 
third.  That  principle  is  expressed  by  the  following  formula  for 
the  gross  resistance  E,  of  an  engine  whose  weight  is  E,  drawing  a 
tender  and  train  whose  gross  weight  is  T,  at  the  speed  of  V  miles 
an  hour  up  an  incline  of  1  in  1  -t- * : — 

E  =  |(I  +  E){-00268(l+I^)+i}; p.) 

or  if  B  is  in  lbs.,  and  T  and  £  in  tons, 

R  =  <T  +  E)-  {s  + ^  +  2,987  .*}.• (8.) 

Under  unfavourable  circumstances  -00402  may  occasionally  have 
to  be  substituted  for  -00268,  and  12  +  j^j  for  8  +  y^. 

For  a  descending  gradient,  each  term  in  i  is  to  be  subtracted 
instead  of  added. 

The  energy  exerted  by  the  engine  per  minute,  in  foot-pounds,  ii 
the  product  of  the  effort  or  gross  resistance  in  pounds  and  speed  in 
feet  per  minute;  that  is  to  say, 

8BVR; (3,) 

(one  mile  an  hour  being  88  feet  per  minute).  The  indicated  horn- 
power  is 

88TRTR 
33,000  —  375 "' 

Let  A  be  the  area  of  each  of  the  two  pistons  of  the  engine, 
in  square  inches;  p,  the  mean  effective  pressure,  in  lbs,  on  the 
square  inch;  c,  the  circumference  of  the  driving  wheels,  in  feet; 
I,  the  length  of  stroke  of  the  pistons,  also  in  feet;  also,  let  d 
be  the  diameter  of  the  pistons,  and  D  that  of  the  driving  -wheels; 


•  Tba  above  fbtmnla  differs  from  that  of  Mr.  D.  K.  CUrk  in  the  following 
raspectai — OM-third  la  addad  to  the  whole  rwisUnc*  of  tba  engine  and  train, 
oaadderad  u  carriages,  whatbar  arising  from  friction,  conclusion,  or  gravity;  uliiiiw. 
In  Mr.  Clark's  formula,  ono-thlrd  Li  added  to  the  friction,  two-fifth)  to  ttao  mouse* 
i,  and  nothing  to  the  reslitanee  from  gravity. 


power  or  Lootmonvx  nranrcs. 


P~4lX~ 


DE 

The  mean  speed  of  the  pistons  is  176 1 V+ 
The  volume  swept  tliTough'\ 
by  lite  piston  per  minute,  t 

in  cubic  feet. 


-...(5.) 


fh\  221YA  _  UlVd* 
"*j      9o      ~~     18  D   " 


EXAMPLE.  L 

Speed  in  miles  an  hour, 24      „ 

Ascending  gradient, 1  in  133-3 

"Weight  of  engine, zo  ton3 

Weight  of  tender, 10    „ 

Weight  of  train, 104     „ 

Circumference  of  driving  1  . .. 

wheel, / 

Strobe  of  pistons, 2     „ 

Area  of  each  piston, 300  sq.  in. 

Effort  or  gross  resistance, ...  4,50a  lbs. 

Mean  effective  pressure  in  )  , 

lbs.  on  the  square  inch,  J  5    3  » 
Mean    speed    of  pistons,  i 

feet  per  minnte, f  *2a  4 

Volume  swept  through  by  1 

pistons  in  cubic  feet  per  >  "73'3 

minute, ) 

Indicated  horse-power, 388 


1  in  1333 

30  tons 

1  in  80 

30  tons 

"45     " 

15     » 

338     » 

15  feet 

14  feet 

3      n 

aft  a  in. 

9,141  lbs. 

353  sq.  in. 
13,057  lbs. 

76-7  ,. 

834  „ 

422:4 

328-85 

"3=59 

"55"5 

444 

418 

The  mean  effective  pressure  of  steam  in  the  cylinder  is  regulated 
by  the  effort  required  to  overcome  the  resistance,  as  shown  by  the 
formulas  and  calculations  just  given.  The  pressure  of  the  steam  in 
the  boiler  exceeds  the  mean  effective  pressure  in  the  cylinder  in  a 
proportion  depending  on  the  extent  to  which  the  steam  is  worked 
expansively,  and  various  other  circumstances.  It  usually  ranges  in 
practice  from  80  lbs.  to  140  lbs.  per  square  inch  above  the  atmos- 
pheric pressure.  In  some  cases  engines  have  been  worked  at  a  pres- 
sure of  200  lbs.  per  square  inch.  The  most  common  pressures  at 
present  are  from  100  to  120  lbs. 

The  speed  at  which  the  engine  runs  when  exerting  a  given  effort 
is  regulated  by  the  quantity  of  steam  at  the  required  pressure  which 
the  boiler  is  capable  of  producing;  which  quantity  depends  on  tha 
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quantity  of  fuel  that  can  be  burned  in  the  furnace  in  a.  given  time, 
and  the  efficiency  of  that  fuel  in  producing  steam. 

The  consumption  of  fuel  by  locomotive  engines,  per  indicated 
horse-power  per  hour,  may  be  estimated  as  ranging  from  3  to  5  lbs., 
and  the  evaporation  from  7  to  9  lbs.  per  lb.  of  fuel.  The  whole  area 
of  heating  surface  in  ordinary  engines  varies  from  800  to  2,0011 
square  feet;  and  the  area  of  heating  surface  for  each  lb.  of  fori 
burned  per  hour  varies  from  about  half  a  square  foot  to  1 J  square 
foot,  and  is  on  an  average  about  one  square  foot. 

The  action  of  the  blast-pipe  gives  to  the  locomotive  engine  the 

Ever  of  adapting  its  consumption  of  fuel  to  the  work  which  it 
■  to  perform,  within  certain  limits.  Hence  the  rapid  consumption 
of  fuel  by  heavy  and  powerful  engines,  in  ascending  steep  inclined 
planes,  is  to  a  great  extent  compensated  by  the  saving  which  takes 
place  in  descending. 

The  details  of  the  construction  of  locomotive  engines,  and  of  the 
action  of  the  fuel  and  steam  in  them,  belong  to  the  subject  of  me- 
chanical engineering,  and  cannot  be  comprehended  in  the  present 
work.  For  information  respecting  these  matters,  see  Mr.  D,  K. 
Clark's  work  On  Railway  Machinery,  Mr.  Z.  Colburn'a  work  0* 
Locomotive  Engineering,  and  that  of  the  Author  On  Prima  Mover*. 

434.  Carre*. — I.  Additional  Resistance  on  Curves, — Curves  on  a 
line  of  railway  increase  the  resistance  to  an  extent  which  is  some- 
what uncertain.  From  experiments  made  by  Lieutenant  David 
Bankine  and  the  author  on  light  passenger  carriagea  with  truly 
cylindrical  wheels,  having  a  resistance  of  ■002,  or  i$  lbs.  per  ton,  on 
a  level  straight  line,  it  appeared  that  the  additional  resistance  was 


n  fractions  of  the  load,  3'3  +  radius  in  feet; 

or,    '000625  ■*■  radius  in  miles; 
r  in  lbs.  per  ton,  1  '4  +  radius  iu  miles.* 


H 


So  long  as  the  practice  prevailed  of  tapering  the  tires  of  wheels 
to  a  considerable  extent,  the  resistances  on  curves  and  straight  lines 
appear  to  have  been  nearly  equal;  the  tapered  or  conical  form  some- 
what diminishing  the  resistance  on  curves,  while  it  considerably 
increased  that  on  straight  lines,  by  causing  the  carriagea  to  move  in 
a  serpentine  course,  and  so  augmenting  the  resistance  due  to  con- 
cussion. But  since  the  taper  of  the  wheels  has  been  in  some  cases 
done  away  with,  and  in  others  made  very  slight  (about  1  in  40),  the 
resistance  on  straight  lines  has  become  sensibly  less  than  on  curves. 

Some  experiments  on  American  railways  by  Mr.  Latrobe  give, 
for  the  resistance  due  to  curvature,  the  following  results : — 

■  Rankin*  0*  CflindriaJ  Wifti.  1843. 


CURVES  ON  RAILWAYS — CAJTl.  619 

in  fractions  of  the  load,  i  -36  +  radius  in  feet, ;     "J 

or,    -000258  -;-  radius  in  miles;  >  (2.) 
or  in  lbs.  per  ton,  °'578         ■*  radius  in  miles;  J 

The  smallnesa  of  these  results,  compared  with  those  given  in 
the  formula)  (1),  may  perhaps  be  owing  to  the  use  of  "bogey" 
carriages. 

II.  A  daptation  of  Vehicles  la  Curves. — Both  engines  and  carriages 
are  adapted  to  sharply  curved  lines  of  railway  by  means  of  the 
"bogey" — a  truck  capable  of  turning  about  a  pivot  into  various 
positions  relatively  to  ;he  carriage  or  engine  which  it  supports. 
A  long  passenger  carriage  is  supported  on  two  four-wheeled  bogeys, 
ono  near  each  end;  a  locomotive  engine  has  one  two  wheeled  bogey 
under  the  leading  end,  the  after  end  being  supported  on  one  or 
two  pairs  of  driving  wheels,  and  the  pivot  about  which  the  bogey 
turns  being  midway  between  the  centre  of  the  bogey  and  the 
middle  point  between  the  axles  of  the  driving  wheels,  Instead  of 
a  bogey  and  pivot,  Mr.  W.  B.  Adams  uses  a  pair  of  axle  boxes  for 
the  leading  wheels,  sliding  in  curved  guides,  whose  centre  is  at  the 
point  already  described  as  the  proper  place  for  the  pivot  By 
the  aid  of  these  contrivances  engines  and  carriages  are  enabled 
to  pass  round  curves  of  radii  as  small  as  3£  chains  {231  feet).  On 
British  railways,  curves  of  sharper  radii  than  10  chains  are  of  rare 
occurrence.    (See  Addenda,  p.  xvi.) 

III.  Cant  of  Rails  of  a  Curve. — This  term  denotes  the  transverse 
slope  which  is  given  to  the  surface  of  the  rails  of  a  curve,  in  order 
to  counteract  the  tendency  of  the  carriages  to  go  straight  forward, 
and  so  to  leave  the  curve.  That  tendency  arises  from  three  causes, 
— from  the  centrifugal  force,  from  the  parallelism  of  the  axles,  and 
from  the  slip  of  the  wheels. 

Let  v  be  the  velocity  of  a  train  in  feet  per  second,  moving  round 
a  curve  of  the  radius  r  in  feet,  then  its  centrifugal  force  bears  to  its 
weight  the  proportion  of 

shV1' <« 

and  this  is  the  ratio  which  the  cant,  or  elevation  of  the  outer  above 
the  inner  rail  of  the  curved  line  of  rails,  must  bear  to  the  gauge,  or 
transverse  distance  between  the  rails. 
If  V  be  the  speed  in  miles  an  hour, 

yi 
cant  for  centrifugal  force  =  gauge  X    -=—  nearly.... (4.) 

The  clear  gauge  is— 

On  British  narrow  gauge  railways, 4  feet  8£  inches. 

On  British  broad  gauge  railways, 7  feet 

On  Irish  railways, 5  feet  3  inssiis*. 
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One-half  of  the  cant  should  be  given  by  raising  the  outer  rail 
above  the  level  of  the  centre  line,  the  other  half  by  depressing  the 
inner  rail.  It  is  impossible  to  adjust  the  cant  alike  lor  all  speeds; 
but  it  is  best  to  adapt  it  nearly  to  the  highest  speed  of  ordinary 
occurrence  on  the  line. 

For  example,  suppose  that  speed  to  be  40  miles  an  hour;  then 
the  values  of  the  cant  for  centrifugal  force,  in  inches,  are  as  follows 
for  different  gauges  : — 

Gauge.  Cut  fur  Centrifugal  Force,  in  Inches. 

4  feet  8J  inches.  6",ooo  ■*■  radius  in  feet 

5  „    3        „  6,720  -;-  radius  in  feat 

6  „    o        „  7,680  4-  radius  in  feet 

7  „    o        „  8,060  +  radius  in  feet 

The  tendency  to  leave  the  line  which  arises  from  the  axles  being 
parallel,  instead  of  radiating  from  the  centre  of  the  curve,  cannot 
easily  be  distinguished  from  that  due  to  the  next  cause. 

The  tendency  to  leave  the  line  which  arises  from  the  slip  of  the 
wheels  is  produced  in  the  following  way: — The  outer  rail  of  any 
given  arc  of  the  curve  is  longer  than  the  inner  rail  in  the  ratio  of 

radios  +  gauge  :  radius ; 

and  while  the  inner  wheel  rolls  over  a  given  arc  of  the  inner  rail, 
the  outer  wheel,  if  it  be  of  the  same  diameter  with  the  inner  wheel, 
has  to  slip  over  a  distance  equal  to  the  difference  of  the  lengths  of 
the  rails.  Thus  is  produced  an  additional  resistance  to  the  advance 
of  the  outer  wheel  of  each  pair  of  wheels,  tending  to  make  the  front 
end  of  the  carriage  swerve  outwards.  The  taper  or  coning  of  the 
wheels  was  devised  to  prevent  this  tendency,  by  causing  the  outer 
wheel  to  run  on  a  portion  of  its  tire  of  larger  diameter  than  that 
on  which  the  inner  wheel  runs  at  the  same  time.  It  has  the  dis- 
advantage already  mentioned,  however,  of  increasing  the  oscillation 
or  sideward  swinging  of  trains  on  straight  lines.  The  tendency  to 
swerve  may  be  corrected  in  cylindrical  wheels  by  means  of  an  addi- 
tional cant,  which  throws  the  larger  proportion  of  the  weight  on 
the  inner  rail.  The  additional  cant  required  for  that  purpose  was 
determined  experimentally  by  Lieutenant  David  Bankine  and  the 
author  for  carriages  moving  on  a  narrow  gauge  line  at  speeds  of  from 
3  to  12  miles  an  hour,  and  found  to  be  independent  of  the  velocity, 
and  inversely  proportional  to  the  radius  of  the  curve;  being  given 
by  the  following  formula : — 

additional  cant  in  feet     =    600  +  radiosinfeet;...(S.) 
„  „  in.  i»dw»  =7,200  +  radius  in  feet;  (64.) 
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bat  such  additional  cant  is  probably  rendered  unnecessary  by  the 
use  of  bogeys,  or  of  axle-boxes  sliding  in  curved  guides. 

IV.  Method  of  Easing  Changes  of  Curvature. — Every  change  of 
curvature  should  be  accompanied  by  a  change  in  the  cant  of  the 
rails ;  and  as  changes  of  the  cant  of  the  mils  can  only  be  made  by 
degrees,  changes  of  curvature  should  be  gradual  also,  whether  they 
occur  at  the  junctions  of  curves  with  straight  lines,  or  of  curves  of 
reverse  curvature,  or  of  different  radii,  with  each  other. 

Two  methods  of  setting  out  curves  with  gradual  changes  of  cur- 
vature have  been  practised — one,  invented  by  Mr.  Gravatt  about 
1828  or  1829,  consists  in  the  use  of  the  curve  of  sines  instead  of 
the  circle  for  railway  curves ;  the  other,  invented  by  Mr.  William 
Fronde  about  twenty  years  ago,  consists  in  adhering  to  the  use  o£ 
the  circle  throughout  the  greater  part  of  the  extent  of  each  curve, 
but  introducing  at  each  end  of  each  curve  a  small  portion  of  a  curve 
approximating  to  the  elastic  curve,  for  the  purpose  of  making  the 
change  of  curvature  by  degrees.  The  proper  place  for  referring  to 
these  methods  would  have  been  Article  63,  p.  101,  which  relates  to 
the  ranging  and  setting  out  of  curves ;  but  although  they  have  been 
so  long  in  use,  no  account  of  either  of  them  was  published  until  after 
that  part  of  this  book  was  in  type.  For  details  respecting  them, 
see  Transactions  of  the  Institution  of  Engineers  in  Scotland,  voL 
iv.,  1860-61. 

The  curve  of  sines  is  that  which  gives  the  most  gradual  variation 
of  curvature ;  but  its  use  involves  the  abandonment  of  circular  arcs, 
which  are  the  most  easily  and  rapidly  set  out  of  all  curved  lines. 
As  Mr.  Fronde's  "  curve  of  adjustment "  (as  it  mity  be  called)  is  easily 
combined  with  circular  arcs,  the  most  convenient  mode  of  applying 
it  to  practice  will  now  be  described. 

Suppose  that  a  portion  of  a  line  of  railway,  consisting  of  a  curve, 
or  of  a  series  of  curves,  but  beginning  and  ending  with  straight 
lines,  is  to  be  set  out  in  such  a  manner  that  all  changes  of  curvature 
shall  be  gradual 

(1.)  Begin  by  ranging  the  centre  line  as  a  series  of  circular  arcs, 
according  to  Method  L  of  Article  63,  p.  102,  and  marking  it  with 
poles  or  temporary  stakes. 

(2.)  Determine  the  length  to  be  adopted  for  the  "  curves  of  adjust- 
ment as  follows: — Compute  the  cant  required  for  each  of  the 
circular  arcs,  according  to  the  rules  of  Division  II.  of  this  article, 
and  the  several  changes  of  cant;  observing  that  the  change  of  cant 
between  a  straight  line  and  a  curve  is  simply  the  cant  of  the  curve; 
that  if  two  adjacent  curves  are  curved  in  the  same  direction,  the 
change  ia  the  difference  of  cant;  and  that  if  they  are  curved  in 
reverse  directions,  the  change  ia  the  sum  of  the  two  cants. 

Multiply  the  greatest  change  of  cant  by  the  reci^w**!.  cS.  "&*. 
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tieeptst  gradient  of  adjustment;  that  is,  the  greatest  different*  of 
inclination  which  can  conveniently  be  given  to  the  outer  and  inner 
rail  in  changing  the  cant.  The  result  will  be  the  length  of  each  of 
the  curves  of  adjustment 

According  to  Mr.  Froude,  the  gradient  of  adjustment  should  not 
exceed  1  in  300.     Then, 

Length  of  curve  of  adjustment  =  300  X  greatest  change  of  cast.  (6.) 

(3.)  Compute,  for  each  circular  arc  of  the  series,  the  shijl  as 
follows: — 

Shift  =  (length  of  curve  of  adjustment)1  -j-  24  radios.  (7.) 

Then  shift  the  poles  by  which  a  given  circular  arc  is  marked 
inwards  (that  is,  towards  the  centre  of  curvature  of  the  arc) 
through  the  distance  computed  by  the  above  formula.  For  ex- 
ample, in  fig.  276,  let  A  B,  B  C,  be  a  pair  of  consecutive  circular 


arcs,  marked  by  poles,  and  joining  each  other  at  their  point  of 
contact  B.  Let  B  E,  B  F,  be  the  thi/U  proper  to  those  two  arc* 
respectively,  as  computed  by  equation  5 ;  after  all  the  poles  have  been 
flbifted,  they  will  mark  the  arcs  D  E,  FG,  having  a  gap  between  them 
ftt  E  F,  equal  to  the  sum  of  the  two  shifts,  if  the  arcs  are  curved  in 
reverse  directions,  or  the  difference  of  the  shifts,  if  the  arcs  are 
curved  in  the  same  direction.  Straight  lines  are  not  to  be  shifted; 
so  that  where  a  curve  joins  a  straight  line,  the  gap  is  simply  the 
ehift  of  the  curve. 

(4.)  Set  put  the  "curt*  oj  adjustment"  IHKis  follows: — For 
its  middle  point,  bisect  the  gap  E  F  in  H.  For  its  ends  I  and  K, 
lay  off  E  I  and  F  E,  each  equal  to  half  its  length,  as  computed  by 
equation  6.  For  intermediate  points  in  the  division  I II,  lay  off 
ordinates  at  right  angles  from  a  series  of  points  in  the  circular  arc 
I  E,  proportional  to  the  cubes  of  the  distances  from  I ;  and  for 
intermediate  points  in  the  division  K  H,  lay  off  ordinates  at  right 
angles  from  a  series  of  points  in  the  circular  arc  K  F,  proportional 
to  the  cubes  of  the  distances  from  K. 

The  following  is  a  twmaVa  fei  calculating  those  ordinates : — 
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Let  a  denote  the  length  I  K  of  the  curve  of  adjustment ; 
b,  the  gap  EF,  or  sum  of  the  shifts; 
a:,  the  distance,  measured  on  the  circular  arc,  of  any  point 

from  I  or  from  K,  as  the  case  may  be; 
y,  the  ordinate:  then 


s.) 


Example. — A  curve  of  SO  chains  radius  (=  1,320  feet),  with  cant 
suited  to  a  speed  of  40  miles  an  hour  on  a  narrow  gauge  line,  is  to  be 
connected  with  a  straight  line. 

Cant  (see  p.  650)  =  500  feet  +■  1,320  =  -3788  foot; 

Length    of  curve    of   adjustment,  a  =  '3788  x  300  =  113-6 

Shift  for  circular  arc  =  (1136)*  +  24  x  1,320  =  -407  foot 

(As  the  arc  is  to  join  a  straight  line,  this  is  also  the  width  of  the 
gapfi.) 

4  v  -407  »* 
Formula  for  ordinates,y=  ^Tyy^-  =  -000,001,11  a?. 

The  easing  or  "humouring"  of  changes  of  curvature  is  performed 
by  rail-layers  by  the  eye,  with  considerable  accuracy,  in  the  case  of 
reverse  curves,  where  a  "  bit  of  straight "  has  been  set  out  to  con- 
nect the  two  circular  arcs;  but  no  such  approximate  process  is 
possible  at  junctions  of  curves  with  straight  lines,  or  of  curves  of 
unequal  radii,  curved  in  the  same  direction. 

V.  Combination  of  Curves  and  Gradients. — As  curvature  of  the 
line  increases  the  resistance  of  trains  and  the  danger  of  jumping  off 
the  line  at  high  speeds,  it  is  advisable  to  avoid  very  sharp  curves  on 
steep  gradients,  and  on  parts  of  the  line  where  the  speed  is  to  be 
very  high. 

Where  sharp  curves  necessarily  occur  in  the  course  of  a  steep 
ascent,  it  is  advisable,  instead  of  adopting  an  uniform  gradient,  to 
make  it  slightly  steeper  on  the  straight  parts  of  the  line,  and 
slightly  flatter  on  the  curved  parts,  in  order  that  the  resistance  of 
an  ascending  train  may  be  as  nearly  as  possible  uniform.  In  the 
absence  of  more  precise  data,  formula  1  of  Division  I.  of  this 
Article,  p.  648,  may  be  used  to  compote  the  resistance  due  to 
curvature  for  engines  and  carriages  without  bogeys,  and  formula 
2,  p.  649,  for  those  with  bogeys. 

VI.  Additional  Problems  in  Setting  out  Curves. 

Problem  First. — To  find  t/ie  radius  of  a  circular  arc  w&wJ*  »WdJ. 
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successively  touch  three  straight  tines,  B  D,  D  E,  E  C,  fig.  277, 
measure  the  middle  straight  line  D  £,  and  the  acute  angles  at  S 
and  .E.     Then 


..(9.) 


Radius  =DE+  f  tan  -  D  4-  tan  ^  E); 


which  having  been  computed,  the  curve  can  be  set  out  by  Method 
I.  of  Article  03,  p.  102. 

Problem  Secokd. — To  set  out  the  curve  of  sines,  or  harmonic 
curve,  proposed  by  Mr.  Gravatt,  This  curve  may  be  used  with 
advantage  where  there  is  clear  ground  and  sufficient  time  to  range 
it     Let  B  A,  C  A,  be  the  two  .straight  tangents  to  be  connected 


^yfK; 


*\ 


by  means  of  the  curve,  cutting  each  other  in  A.  Lay  out  *1» 
straight  line  A  D  E,  bisecting  the  angle  B  A  C,  and  choose  in  it  a 
point  D  for  the  curve  to  traverse.     Lay  off  the  distances. 

AB-AC--  2-75193AD-sec|BAO; (10.) 

then  B  and  0  will  be  the  ends  of  the  curve.  Conceive  the  chord 
B  E  C  to  represent  a  semicircle  stretched  out  straight,  and  divided 
into  180  degrees,  and  lay  off  ordinates  at  right  angles  to  it  propor- 
tional to  the  sines  of  arcs  marked  upon  it:  the  ends  of  those 
ordinates  will  be  points  in  the  curve.  The  middle  or  longest 
ordinate  is, 

D  E  -  1-75193  A  D; (11.) 

Let  x  denote  any  abscissa  B  X,  measured  from  one  of  the  ends 
of  the  curve;  y,  the  corresponding  ordinate  X  Y;  then 


y  =  D  E  -  sin  -^ 

tie  value  of  the  'baK-clw«A  B  E  being, 


..(12.) 
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B  E  =  2-75193  A  D  ■  tan  |  B  A  0. (13.) 

The  sharpest  curvature  occurs  at  D,  where  the  radius  of  curvature 
is 

D  E  'tan*!  B  A  °* ^ 

If  the  cant  of  the  rails  at  D  is  adapted  to  this  radius,  the  cant  at 
any  other  point  may  be  determined  with  sufficient  accuracy  for 
practice  by  making  it  vary  simply  as  the  ordinate  y.  The  form  of 
the  curve  is  nearly,  though  not  exactly,  that  of  an  elastic  how 
of  uniform  section,  bent  by  means  of  a  string  connecting  its  ends. 

Problem  Third. — To  connect  a  circular  arc  and  a  straight  line,  or 
two  circular  arcs,  which  do  not  touch  or  cut  each  other,  by  means  of  an 
elastic  curve  (Mr.  Proude's  curve  of  adjustment).  Fig.  276,  p.  G52, 
may  be  taken  to  illustrate  the  case  where  two  arcs  curved  in  reverse 
directions  are  to  be  connected;  fig.  279,  to  illustrate  that  in  which 
two  arcs  curved  in  the  same  direction  are  to  be  connected. 

Find  the  pair  of  points  at  which  the  arcs  or  lines  to  be  connected 
are  nearest  to  each  other.  This  is  best  done  by  first  finding  two 
pairs  of  points  at  which  the  lines  to 
be  connected  are  at  equal  distances 
apart;  the  pair  of  points  required 
will  be  midway  between  those  two 
pairs  of  points.  Let  E  and  F  be  the 
pair  of  points  thus  found ;  measure 
the  gap  E  F,  then  calculate  the  half- 
length  of  the  curve  of  adjustment  by  means  o 
raula,  in  which  r  and  /  denote  the  radii  of  the  ar 


Hg.  279. 


BI  =  FK 


V{"'*C-J)}> 


.(15.) 


the  sign  +  or  —  being  used  in  the  denominator,  according  as  the 
directions  of  curvature  are  reverse  or  similar.  If  one  of  the  lines 
to  be  connected  is  straight,  1  ~  r1  is  to  be  made  =  0 ;  so  that  the  for- 
mula becomes 

EI  =  FK=  J6EF-*-.. (16.)' 

(The  ends  of  the  curve  of  adjustment  may  also  be  determined 
approximately,  by  finding  the  two  pairs  of  points  at  which  the  dis- 
tance between  the  lines  to  be  connected  is  4  E  F.) 

The  curve  of  adjustment  is  now  to  be  set  out  by  ordinates,  as  in 
Division  IV.  of  this  Article,  p.  652. 

TIL  Enlargement  of  Gauge  on  Curves. — In  order  to  «ns&&& 
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trains  to  pass  more  easily  round  carves,  it  is  the  practice  of  m 
engineers  to  make  the  gauge  about  half  an  inch  wider  on  them  than 
on  straight  lines ;  so  that  supposing,  for  example,  that  the  wbeeu 
have  half  an  inch  of  "play"  or  "  clearance,"  on  straight  lines,  thej 
will  have  an  inch  on  curves. 

VIII.  Legal  Limitations  to  the  Sltarpnes*  of  Curves. — Acconlmg 
to  the  Railway  Glauses  Consolidation  Act  of  1845,  the  power  of 
diminishing  the  radii  of  curves  below  the  length  marked  on  the 
parliamentary  plan  of  a  railway  is  thus  limited : — if  the  radioi 
of  any  curve,  as  shown  on  the  parliamentary  plan,  exceeds  half  a 
mile  (2,640  feet),  it  may  be  shortened  to  any  extent  which  does  not 
reduce  it  below  half  a  mile ;  but  no  radius  of  such  a  carve  is  to  bn 
shortened  to  less  than  half  a  mile,  nor  is  any  radius  ahown  as  kai 
than  half  a  mile  to  be  shortened  to  any  extent.  These  restrictions 
may  be  dispensed  with  by  the  Board  of  Trade  upon  sufficient  came 
being  shown. 

435.  Lariat  ■■!  aad  Psnwutaa  »f  Ha.llwa.ra  !■  fliwl — Sub- 
ject to  the  principles  respecting  gradients  and  curves  which  hare 
been  explained  in  the  preceding  articles  of  this  section,  the  general 
principles  of  the  selection  of  the  course  and  the  formation  of  a  line 
of  railway  are  those  which  have  already  been  stated  in  Articles  413, 
414,  pp.  019  to  622,  and  the  other  parts  of  this  work  referred  to  in 
those  articles. 

The    following    principles    are    specially    applicable    to    ra3- 

I.  The  Breadth  of  Formation  or  Base  depends  upon  the  gauge,  or 
clear  distance  between  the  rails  of  a  track,  the  number  of  tracks, 
the  clear  space  between  them,  the  clear  space  left  outside  of  them 
for  projections  of  .carriages  and  for  men  on  foot,  and  the  additional 
space  required  for  the  slopes  of  the  "  ballast,"  the  side  drains,  Ac. 
The  following  are  examples  (see  also  p.  784)  : — 

Single  Line.  uI5jr       g1*^.        <uS 

Ft    In.  Ft    In.  Ft    I*. 

Claar  apara  ootiliJe  otitA,...,. 40  40  40 

Head  of  tall. o    al  o  3(  o    jj 

Gauge, 4    Si  5  3  70 

Head  of  rail o    3{  o  at  i>    t| 

Clear  Ipiu:  outaidaof  nil,  40  4  O  40 


Leaat  breadth  of  it (,  of  ballaat;  and  leaat 
width  adtolatibl*  for  archwaya,  &&,  tra-  >       13     1 ■ 
vemd  by  the  railway, ) 

Spaora  for  alopea  or  ballaat,  and  ocDCiiea  Ifram         3  Iol> 

4    to       S104I 


Total  breadth  of  lop  of  embankment-,    {fro£      J?    °}      18 
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Doubli  Lnra.  'fiSE 

Ft   Id. 

Clear  tpao>  outside  of  nil, 4    o 

Had  of  nil, o    2l 

Gaoga, 4    «i 

Headofnll, o    z£ 

Hiddlaipioa  (tilled  tha  "tuefitt,") 6    O 

B«d  of  nil, O    »1 

Gauga, 4    8| 

Head  of  nil, O    z£ 

Clear  ipKa  ontrido  of  nil 4    O 

LmM  breidih  of  top  of  ballast;  and  least) 

width  admissible  for  archways,  &c,  trn-  >  24     3 

venal  by  the  nilwiy, ) 

Spacee  for  alopea  of  ballait  and  tranche!  f  from         3     g\ 
bnj'oad  them,  OH  embankments, \      to         89/ 

Total  brstdticT  lop  of  embankment*,   |f(D™  **    Jjl 


Cuttings  are  sometimes  made  of  a  width  at  the  formation  level 
equal  to  that  of  the  embankments  on  the  same  line ;  in  other  cases 
they  have  an  additional  width  given  to  them,  amounting  sometimes  to 
as  much  as  9  feet,  in  order  that  there  may  be  the  more  space  for  the 
side  drains.  On  the  whole,  the  most  common  breadths  of  base  for 
both  embankments  and  cuttings,  on  narrow  gauge  lines,  are 

for  single  lines,     18  feet, 
for  double  lines,    30  feet. 

Arches  over  the  railway  are  seldom  made  of  the  minimum 
spans  shown  by  the  foregoing  tables,  except  in  the  case  of  tunnels. 
Bridges  over  narrow  gauge  lines  are  usually  of  the  following  spans  : 

over  a  single  line,    from  16  to  18  feet; 
over  a  double  lino,  from  28  to  30  feet; 

and  the  same  breadths  are  applicable  to  cuttings  with  retaining 
walla,  and  rock  cuttings  with  vertical  or  nearly  vertical  sides. 

II.  The  Formation  heed  is  from  \\  \ia  2  feet,  or  thereabouts, 
below  the  intended  level  of  the  rails,  according  to  the  depth  of  the 
permanent  way  (see  Article  66,  p.  112),  and  is  marked  by  a  line  of 
some  distinctive  colour  on  the  working  section. 

III.  Side  Slope. — The  formation  or  base  is  sometimes  made  to 
fall  from  the  centre  towards  the  sides  at  the  rate  of  about  1  in  60, 
to  facilitate  drainage. 

IV.  Cross  Drains. — When  the  nature  of  the  soil  makes  cross 
drains  necessary,  they  may  be  made  by  digging1  small  trenches,  wsccMt 
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the  base  from  7  to  9  inches  deep,  and  from  3  to  6  yards  apart,  and 
filling  them  with  broken  stone. 

V.  Position*  of  Stations  relatively  to  Gradients. — Although-  it 
may  sometimes  be  absolutely  necessary  to  have  stations  in  the 
course  of  steep  gradients,  the  engineer  should,  as  far  as  possible, 
avoid  that  necessity,  because  of  the  difficulty  and  inconvenience  of 
stopping  descending  trains,  starting  ascending  trains,  and  shilling 
carriages  at  stations  so  placed.  There  is  an  advantage  in  having  ■ 
station  at  a  summit  level,  because  the  gradients  facilitate  the  start- 
ing and  stopping  of  trains  in  both  directions. 

VI.  Legal  Limits  la  Powers  of  Demotion. — In  Britain,  the 
ordinary  limits  of  deviation  as  to  the  situation  of  a  railway 
are  100  yards  in  the  country  and  10  yards  in  towns  to  either 
side  of  the  centre  line,  as  marked  on  the  parliamentary  plan, 
and  such  limits  are  marked  on  the  plan.  Wider  limits,  in 
special  cases,  are  granted  by  special  enactment  upon  sufficient 
cause  being  shown ;  and  the  limits  may  be  restricted,  at  the  discre- 
tion of  the  promoters,  to  any  extent  consistent  with  the  execution  of 
the  work.  The  ordinary  limits  of  deviation  of  the  level  of  a  nil- 
way  are  5  feet  in  the  country  and  2  feet  in  towns  above  and  below 
the  level  of  the  upper  surface  of  the  rails,  as  shown  on  the  parht- 
mentary  section.  Further  deviations  of  level  require  the  sanction 
of  owners  of  property  affected  by  them,  except  in  the  case  of 
embankments  and  viaducts,  which  may  be  lowered  to  any  extent 
consistent  with  leaving  sufficient  headroom  for  roads. 

Gradients  less  steep  than  1  in  100  may  be  made  steeper  to  in 
extent  not  exceeding  10  feet  per  mile;  gradients  of  1  in  100,  or 
steeper,  may  be  made  steeper  to  an  extent  not  exceeding  3  feet  par 
mile;  gradients  may  be  made  flatter  to  any  extent. 

As  to  curves,  see  Article  434,  p.  656.  On  all  these  points,  M 
the  Railways'  Glauses  Consolidation  Act,  1845. 

436.   Cr*Miaa*  >mI  Ahfnulon   »f  Mfcer  !•!■«*  •!   CaneyuM*— 

I.  General  Explanations. — When  the  course  of  a  railway  crosses 
that  of  a  previously  existing  line  of  land-carriage,  the  railway  ra»y 
either  be  carried  over  or  under  the  existing  line  by  means  of  ■ 
bridge,  or  across  it  on  the  level  of  its  surface.  When  the  line  of 
conveyance  to  be  crossed  is  a  canal  or  a  river,  the  railway  most  be 
carried  either  over  or  under  it.  In  order  to  facilitate  such  crow- 
ings,  it  may  be  necessary  to  alter  the  level  or  divert  the  coarse  of 
existing  lines  of  conveyance;  and  in  some  cases  a  diversion  of  tht 
course  of  an  existing  line  of  conveyance  may  be  required  in- 
dependently of  any  crossing;  and  for  all  those  purposes,  cutting 
and  embankments  are  required.  The  parts  of  a  road  whose  leveb 
are  altered  for  the  purpose  of  carrying  the  railway  serosa  it,  an 
Balled  the  approachta  of  tiis  crossing. 
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The  information  which  most  be  given  on  the  section  of  ft  proposed 

railway  respecting  such  alterations  of  existing  lines  of  eommunt- 
cation  has  already  been  referred  to  in  Article  14,  pp.  14,  IS.  Pro- 
posed diversions  of  such  lines  should  be  shown  on  the  plan,  and 
proposed  alterations  of  width  noted.  But,  as  formerly  stated,  with 
regard  to  all  matters  connected  with  the  preparation  of  parlia- 
mentary plans,  reference  should  be  made  to  the  standing  orders  of 
parliament  themselves,  and  not  to  any  second-hand  account  of  their 
provisions. 

As  to  working  sections  of  alterations  of  existing  lines  of  com- 
munication, see  Article  66,  p.  113. 

II.  Legal  Limitations  affecting  Crossings  of  existing  Lines  of  Con- 
veyance.— In  order  fully  to  understand  those  limitations,  as  they 
are  regulated  by  law,  in  Britain,  the  statutes  called  "  Railways' 
Clauses  Consolidation  Acts"  must  be  consulted.  The  following  is 
an  outline  of  the  more  important  of  the  limitations : —  , 

A.  Level  Crossings  of  public  carriage  roads  are  not  lawful  unless 
individually  authorized  by  the  special  act  relating  to  the  particular 
railway;  and  in  order  that  they  may  be  so  authorized,  the  engineer 
must  be  prepared  to  show  cause  for  using  them  instead  of  bridges, 
and  to  prove  that  they  are  consistent  with  the  public  safety.  All 
level  crossings  must  be  provided  with  gates,  which,  in  ordinary,  are 
to  be  kept  shut  across  the  road.  In  the  case  of  level  crossings  of 
public  roads,  those  gates  are  to  be  capable  of  being  closed  across  the 
railway  when  the  passage  along  the  road  is  open ;  and  there  must 
be  a  lodge  or  box  for  a  gatekeeper,  and  a  proper  system  of  signals. 

B.  Over  Bridges  (as  bridges  for  carrying  roads  over  the  railway 
are  called)  are  to  have  a  clear  width  of  roadway  between  the 
parapets, 

for  a  turnpike  road, of  35  feet, 

for  any  other  public  carriage  road,  of  35  feet, 
provided  the  average  width  of  the  road  between  its  fences  through- 
out a  distance  of  50  yards  on  each  side  of  the  centre  line  of  the 
railway  is  not  less  than  35  feet  or  25  feet,  as  the  case  may  be. 
Should  the  average  width  of  the  road  be  less  than  the  limit  above- 
mentioned,  the  roadway  of  the  bridge  may  be  made  of  a  width 
equal  to  such  existing  average  width,  provided  that  in  no  case  shall 
the  roadway  be  made  of  a  less  clear  width  than, 

for  a  turnpike  road, 30  feet, 

for  any  outer  public  carriage  road, ...     ao     „ 

and  that,  if  at  any  future  period  the  road  should  be  widened,  the 
railway  company  shall  be  obliged  to  widen  the  bridge  to  35  feet  ox 
25  feet  as  the  case  may  be. 
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For  private  road*  the  prescribed  least  width,  is  IS  feet;  but  tins 
may  bo  altered  by  special  agreement  between  the  proprietor  of  the 
road  and  the  promoters  of  the  railway. 

The  parapet*  of  all  over  bridges  are  to  be  at  least  4  feet  high,  and 
the  fences  of  their  approaches  at  least  3  feet  high. 

C.  Under  Bridget  (as  bridges  for  carrying  roads  under  the  railway 
are  called)  are  subject  to  the  same  conditions  as  to  width  of  road- 
way with  over  bridges;  and  those  conditions  fix  the  least  span  of 
the  arch.     Its  height  is  subject  to  the  following  conditions : — 

For  a  turnpike  road  the  clear  headroom  is  to  be  at  least, 

at  the  springing  of  the  arch,  12  feet ; 
throughout  a  breadth  of  13  feet  in  the  middle 
of  the  archway,  16  feet 

For  any  other  public  carriage  road  the  clear  headroom  is  fa 
be  at  least, 
at  the  springing  of  the  arch,  12  feet ; 
throughout  a  breadth  of  10  feet  in  the  middle 
of  the  archway,  IS  feet. 

For  a  private  road  the  clear  headroom  is  to  be  at  least, 
throughout  a  breadth  of  9  feet  in  the  middle 
of  the  archway,  14  feet. 

D.  The  inclination  of  an  altered  road  is  not  to  be  made  steeper, 

for  a  turnpike  road,  than  1  in  30; 

foranyotherpublic  I  than  1  in  20 : 

carnage  road,...  I  ' 

for  a  private  road,  than  1  in  16; 

provided  that  the  undertakers  of  the  railway  shall  not  be  obliged  to 
make  the  inclination  of  the  altered  road  easier  than  ita  original 
"  mesne  "  inclination,  or  than  the  original  "  mesne  "  inclination  of 
the  road  within  a  distance  of  250  yards  from  the  point  where  rt 
crosses  the  centre  line  of  the  railway.  i 

(No  rule  is  prescribed  for  computing  the  "  mesne  "  inclination  d 
the  road;  but  the  following  appears  to  be  as  little  open  to  objectics 
as  any  that  can  be  devised.  Add  together  all  the  rises  and  all  the 
falls  of  the  portion  of  the  road  in  question,  and  divide  their  sum  ty 
its  length.) 

E.  The  rules  of  the  general  act  may  be  modified  or  set  aside  is 
particular  cases  by  special  enactment,  upon  sufficient  cause  bring 
shown;  and  in  the  case  of  crossings  of  private  roads,  condition! 
may  be  settled  by  agreement  between  their  proprietors  and  ths 
promoters  of  the.  ruta&y. 
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F.  A  sufficient  temporary  road  must  be  provided  until  the  perma- 
nent road  is  complete.  In  many  cases  it  is  most  convenient  to 
divert  the  road,  and  use  the  original  roadway  as  a  temporary 
road. 

G.  Works  in  tidal  waters  must  be  sanctioned  by  the  admi- 
ralty. 

III.  The  Least  Dimendons  of  Under  Bridget  are  virtually  fixed  by 
the  rules  above-mentioned.  The  following  are  examples,  in  which 
the  arches  are  treated  as  segmental,  that  being  the  best  form  in 
the  present  case.  The  rise  is  given  as  computed  by  Mr.  Cotton  in 
bis  work  On  Railway  Engineering  in  Inland. 

The  power  to  make  roadways  of  less  than  the  prescribed  widths 
of  35  and  25  feet  in  certain  cases  is  of  no  avail  as  regards  under 
bridges,  or  the  abutments  of  over  bridges,  because  of  the  liability  to 
enlarge  the  bridges  at  a  future  time. 


■  ft 


.pike 


To  allow  lor  additional  depth  Li  eke*  bridges,  thai  sitjo 

■bore  bright!  may  be  increased  to J 


Span, _ 35-00 

Eiie. 4'SO 

Clear  headroom  In  centre, 16*50 

Badituof  Intradoa, 3618 

Thkkneat  of  arch-ring, 2-50 

Depth  of  coating  of  paddle, 0-50 

Depth  of  permanent  way,  lay 3X© 

Total  height,  roadway  to  rails, 31'S 

To  allow  for  additional  depth  in  1 

above  beighte  may  be  increase! 
For  iron  under  bridga,  the  above  bright*  may  bel 

dirnioiahed  to f         .  ___. 

As  to  the  least  dimension*  of  over  bridga,  see  Article  290, 
p.  436,  for  an  example  of  the  dimensions  of  the  arch. 

Khootat, 

2-0O 
0'5O 
IOO 

'9SQ 
For  an  iron  over  bridge  with  flat  girder*  the  clear  head-)  ia\««o 


nay  be  reduced  to  abort... 
Girder)  and  roadway,  any 
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The  platform  of  an.  over  bridge  with  iron  girders  may  consist 
either  of  a  series  of  transverse  brick  arches  spanning  across  between 
the  girders,  which  should  be  about  5  feet  apart,  and  bo  held  together 
by  transverse  ties  sufficient  to  resist  the  thrust  of  the  arches,  or  of 
cast  iron  plates  with  stiffening  ribs  above,  covered  with  a  layer  of 
asphaltic  concrete,  or  of  buckled  wrought  iron  plates,  covered  with 
a  layer  of  asphaltic  concrete.     (See  Article  375,  p.  545.) 

In  crossing  roadways  in  and  near  populous  towns,  where  the 
ordinary  dimensions  of  bridges  would  be  too  small,  the  width  of  the 
roadway,  arid,  in  the  case  of  under  bridges,  the  headroom,  are 
usually  fixed  by  agreement  with  the  local  authorities. 

The  thAekMu  of  the  abtdmsnta  of  ordinary  road  bridges  on.  lines 
of  railway  is  usually  from  1  -5th  to  10th  of  the  span,  and  tie 
counterforts  are  altogether  of  about  one-third  of  the  volume  of  the 
abutments.  The  wing  walls  are  retaining  walls,  as  to  which,  see 
Articles  265  to  268,  pp.  401  to  407.  In  ordinary  cases  their 
thickness  at  the  base  is  from  l-4th  to  3-1 0th  a  of  their  height,  and 
about  one-half  of  that  amount  at  the  top,  diminishing  by  steps  or 
scarcements  at  the  back  of  the  wall;  the  face  has  a  batter,  of 
which  1  in  12  is  an  usual  value 

Bridges  over  deep  and  wide  cuttings  may  have  three  or  five  arches. 

IY.  In  selecting  the  line  and  levels,  the  engineer  should  have 
regard  to  the  crossings  of  existing  lines  of  conveyance  which  may 
he  required,  bearing  in  mind  that  the  earthwork  of  the  approaches 
to  those  crossings,  owing  to  its  inconvenient  situation,  is  mora 
■  expensive  than  that  of  the  railway  itself.  He  should  study  to 
have  as  few  bridges  above  the  minimum  size  as  possible;  and  with 
that  view  he  should  endeavour,  as  tar  as  possible,  to  gain  the 
necessary  headroom  partly  by  means  of  the  elevation  or  depression 
of  the  railway  above  or  below  the  existing  road,  and  partly  by 
means  of  an  alteration  of  the  level  of  that  road. 

The  level  occupied  by  existing  linen  of  conveyance,  if  they  have 
been  well  laid  ont,  is  usually  the  most  favourable  to  economy  of 
works;  and  for  that  reason  there  is  generally  an  advantage  in 
crossing  such  lines  on  the  level,  independently  of  the  saving  of  the 
cost  of  bridges;  but  the  choice  between  level  crossings  and  bridges 
must  be  regulated  mainly  by  considering  whether  the  traffic  is  such 
as  to  make  level  crossings  consistent  with  the  public  safety.  In 
comparing  the  cost  of  a  level  crossing  with  that  of  a  bridge,  regard 
should  be  had  to  the  necessity  of  having  a  gate-keeper  at  the  level 
crossing. 

When  the  level  of  an  existing  road  is  to  be  lowered,  special  care 
must  be  taken  that  the  cutting  for  that  purpose  can  be  properly 
drained 

Tha  line  of  conv«YKM&  -which  causes  the  greatest  impediment  to 
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the  passage  of  a  railway  is  a  canal ;  for  it  usually  occupies  precisely 
the  most  favourable  level  for  economy  of  works ;  its  level  cannot  in 
general  be  altered,  nor  can  it  be  crossed  on  the  level;  and  it  can 
only  be  crossed  near  its  own  level  by  means  of  a  swing  bridge, 
which  is  inconvenient  if  the  traffic  is  great. 

In  making  a  bridge  over  a  canal,  the  span  should  be  sufficient  to 
contain  the  canal  and  its  towing  path  without  contracting  their 
width;  and  care  most  be  taken  in  founding  the  abutments  not  to 
disturb  the  canal  To  prevent  the  escape  of  water  it  may  be 
necessary  to  nse  coffer  dams.  (Article  409,  p.  612.)  The  clear 
headroom  is  usually  fixed  by  agreement;  in  ordinary  cases  it  is  10 
feet  above  the  towing  path,  to  be  sufficient  for  a  man  on  horseback.  * 

A  passage  under  a  canal  may  be  made  either  by  tunnelling  at  a 
sufficient  depth,  or  by  making  a  temporary  or  permanent  diversion 
of  the  canal,  and  building  an  aqueduct  bridge;  which,  if  the 
diversion  is  to  be  temporary,  will  be  on  the  original  course  of  the 
canal,  and  if  permanent,  on  that  of  the  diversion.  Canal  and  river 
bridges  will  be  further  considered  in  a  later  chapter. 

437.  Buna*!  is  that  portion  of  the  permanent  way  of  a  railway 
which  forms  a  firm  and  dry  foundation  for  the  rails  or  for  the 
sleepers  by  which  they  are  supported.  It  is  sometimes  distinguished 
into  ballast  proper,  or  under  ballast,  which  lies  wholly  below  the 
sleepers  or  other  supports  of  the  rails,  and  boxing,  or  upper  ballast, 
which  is  packed  round  the  sleepers,  chairs,  and  rails,  up  to  within 
two  or  three  inches  of  the  upper  surface  of  the  rails. 

Examples  of  the  breadth  of  the  upper  surface  of  the  ballast  have 
already  been   given    in   Article  435,   pp.  656,  657.      Its  depth 
varies  in  different  lines  and  according  to  the  practice  of  different 
engineers;  the  following  may  be  taken  as  its  ordinary  limits: — 
Feet.  Inches.      Feet.  Inch**. 

Lower  ballast, from      o       9     to     1       6 

Upper  ballast,  or  boxing,     „        o      6    to    o      9 

Total  depth, „        1      3    to    2      3 

In  exploring  the  course  of  a  projected  railway,  the  engineer 
should  give  special  attention  to  the  sources  from  which  good  ballast 
can  be  obtained. 

The  best  material  is  stone,  broken  as  for  road  metal,  into  pieces 
not  exceeding  6  ounces  in  weight  (see  Article  420,  p.  627);  but 
the  stone  does  not  need  to  be  so  hard  as  for  roads ;  it  is  sufficient  if 
it  be  of  such  hardness  as  would  make  it  suitable  for  ordinary  build- 

"  To  admit  of  ■  hona  rearing  without  dinger  to  the  rider,  12  feet  of  haadroom 


6C4  '  COJJDntED  STRDCTUBES. 


ing  purposes.  Stone  that  decays  readily  by  the  action  of  air  and 
moisture  ought  to  be  carefully  avoided.  In  the  absence  or  scarcity 
of  suitable  stone,  the  slag  of  iron  works,  broken  to  a  proper  size, 
may  be  used;  or  alum-work  refuse,  which  is  shale  burnt  to  the 
consistency  of  brick;  or  engine  ashes.  Next  to  broken  stone  and 
slag,  as  a  material  for  ballast,  is  clean  gravel ;  the  lumps  exceeding 
6  ounces  in  weight  being  broken  with  the  hammer.  Clean  sharp 
sand  may  be  used,  but  it  has  the  disadvantages,  that  iu  heavy  falls 
of  rain  it  may  be  washed  away,  and  that  in  very  dry'  weather  it  is 
blown  into  the  air,  and  damages  the  rolling  stock  by  lodging  about 
the' bearings  of  the  axles  and  mechanism.  In  the  absence  of  all 
other  materials,  pieces  of  clay  suitable  for  bricks  may  be  burnt 
until  they  are  hard,  and  then  broken  down  and  used  as  ballast. 
As  to  the  qualities  of  snch  clay,  see  Article  219,  p.  363. 

The  labour  of  breaking  and  spreading  a  given  quantity  of  ballast 
is  about  twice,  or  2J  times,  that  of  excavating  the  same  quantity  of 
gravel 

438.  sleepers  are  pieces  of  material  which  rest  on  the  ballast, 
as  already  stated  (being  firmly  bedded  on  it  by  means  of  a  beetle), 
and  support  the  rails.  At  an  early  period  in  the  history  of  rail- 
ways, stone  blocks  were  used  for  that  purpose;  they  were  placed  at 
S  feet  apart  from  centre  to  centre,  and  measured,  on  horse-worked 
railways,  about  18  inches  X  12  inches  X  9  inches,  and  on  steam- 
worked  railways,  2  feet  X  2  feet  X  1  foot ;  but  they  were  found  to 
form  too  hard  and  unyielding  a  base  for  traffic  at  high  speeds,  even 
with  the  aid  of  pieces  of  felt  under  the  chairs,  and  their  use  was 
abandoned  in  favour  of  that  of  timber  sleepers. 

The  best  materials  for  timber  sleepers  are  woods  which  withstand 
alternate  wetness  and  dryness;  and  of  those,  the  most  generally 
employed  in  Europe  is  Larch.  (Article  302,  p.  443.)  Various 
substances  have  been  used  for  the  preservation  of  timber  sleepers: 
the  most  efficient  is  "  creosote."     (Article  450,  p.  31 1.) 

Timber  sleepers  are  either  transverse  or  longitudinal.  The  former 
afford  a  ready  and  efficient  means  of  preserving  the  gauge;  the 
latter  give  the  most  equable  and  continuous  support  to  the  rails. 

Transverse  or  cross  sleepers  are  usually  about  9  feet  long,  from  9 
to  10  inches  broad,  and  from  4£  to  5  inches  deep.  Their  most 
common  forms  of  cross-section  are  the  semicircular  and  the  tri- 
angular. Semicircular  sleepers  are  made  by  sawing  a  round  log  in 
two  along  the  middle;  they  are  laid  on  the  ballast  with  the  flat 
side  down ;  on  the  upper  or  convex  side  are  cut  with  great  accuracy 
two  flat  surfaces  or  "  seats,"  made  to  fit  the  bases  of  the  chairs,  it 
chairs  are  used,  or  of  the  rails,  if  flat-bottomed  rails  are  used  with- 
out chairs;  and  in.  those  Beats  are  bored  holes  for  the  pins  or  other 
[  fastenings  by  which  th«  chain  at  wS*  ms.  fixed  to  them.     Tri- 
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angular  sleepers  are  made  by  sawing  a  squared  log  in  two  by  a 
diagonal  cut;  they  are  laid  with  the  right  angle  downwards  and 
the  broadest  side  upwards.  The  distance  apart  at  which  cross 
sleepers  are  laid  ranges  from  about  2k  feet  to  4  feet  from  centre  to 
centre;  but  it  seldom  now  exceeds  3  feet,  as  wider  spans  have  been 
found  to  cause  overstraining  of  the  rails. 

Longitudinal  sleepers  or  hearers  are  usually  from  12  to  14  inches 
broad,  and  from  6  to  7  inches  deep,  being  made  by  sawing  a  square 
balk  of  timber  in  two.  The  rails  may  either  have  a  continuous 
bearing  on  them,  or  may  be  supported  by  chairs  at  intervals  of  30 
inches  or  3  feet.  When  the  bearing  is  continuous  it  is  usual  to 
bolt  or  screw  a  plank  of  7  or  8  inches  wide  and  1^  inch  thick,  or 
thereabouts,  on  the  top  of  the  sleeper,  and  upon  this  plank  the  base 
of  the  rail  rests.  In  order  to  preserve  the  gauge,  the  pair  of 
longitudinal  bearers  of  a  track  of  rails  must  be  connected  by  means 
of  cross-ties  at  intervals  of  about  5  or  6  yards.  Special  care  should 
be  taken  that  the  ballast  under  the  bearers  is  not  impervious  to 
water,  lest  they  should  confine  water  in  the  middle  of  the  track 

Longitudinal  and  cross  sleepers  are  sometimes  combined,  the 
cross  sleepers  being  laid  undermost.  In  this  case  the  scantlings  of 
the  cross  sleepers  are  made  less  than  when  cross  sleepers  are  used 
alone,  being  usually  about  7  feet  X  7  inches  X  3J  inches. 

Cast  iron  sleepers  are  used  of  various  forms.  In  Mr.  Greaves's 
form  the  chair  and  sleeper  are  cast  in  one  piece,  the  base  being 
like  an  inverted  bowl,  near  the  summit  of  which  are  two  holes,  so 
that  ballast  can  be  put  into  the  hollow  and  rammed  from  above. 
The  gauge  is  preserved  by  transverse  rods.  In  Mr.  Samuel's  form 
the  rail  is  wedged  with  pieces  of  wood  into  a  sort  of  cast  iron 
trough  with  flat  spreading  wings.  Another  form  is  simply  a  flat 
oblong  plate,  with  chairs  cast  on  its  upper  side;  and  a  fourth  is  an 
oblong  trough  wedged  full  of  pieces  of  wood,  on  which  the  chairs 
rest     (See  Clark  On  Railway  Machinery.) 

439.  Bails  and  chain. — The  iron  from  which  rails  are  rolled  is 
either  No.  1  bar  iron,  that  is,  puddled  bars;  or  No.  2  or  3,  that  is, 
bar  iron  once  or  twice  piled,  re-heated,  and  rolled,  as  the  case  may 
be;  so  that  the  rails  themselves  consist  of  No.  2,  No.  3,  or  No.  4 
bar  iron.  Piling,  re-heating,  and  rolling  increase  the  compactness 
and  toughness  of  iron  up  to  the  fifth  time,  as  already  stated.  (See 
Table,  p.  511.)  A  common  practice  is,  to  use  No.  1  iron  for  the 
interior  of  the  pile  from  which  a  rail  is  to  be  rolled,  and  No.  2  or 
No.  3  for  the  outside,  especially  the  top  or  head,  and  the  base; 
sometimes  a  flat  bar  of  charcoal  iron  is  used  for  the  head,  in  order 
that  the  surface  on  which  the  wheels  roll  may  have  greater  strength 
and  durability  than  the  rest 

To  use  inferior  sorts  of  iron  in  rails,  in  order  tn  c,V».\.«n. 'Ow^ -,'">"■ 
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false  economy,  as  experience  has  shown ;  the  rails  bo  produced  being 
liable  to  spread,  split,  and  scale  under  swift  and  heavy  traffic. 

Fig.  280  is  an  example  of  an  ordinary  cross-  section  for  a  pile  of 
bars  to  be  rolled  Into  a  rail ;  the  top  and  bottom  being  each,  formed 
of  a  single  bar,  and  the  other  bars  built  so  as  to  break 

The  dimensions  of  the  pile  range  from  6  inches 
broad  by  7  deep,  to  9  inches  broad  by  10  deep;  and 
its  length  is  such  as  to  make  its  weight  once  and  a- 
quarter  that  of  the  rail  to  be  rolled  from  it,  in  order 
to  allow  for  waste. 

The  rail  should  be  rolled  out  at  one  heat,  im- 
mediately after  which  it  is  to  be  cut  to  the  proper  length,  by  sawing 
off  its  ends  with  a  pair  of  circular  saws,  already  mentioned  in 
Article  366,  p.  522.  The  ends  should  be  exactly  perpendicular  to 
the  length  of  the  rail. 

The  ordinary  lengths  of  rails  range  from  15  to  21  feet. 
The  sectional  area  of  a  mil,  in  square  inches,  is  almost  exactly 
one-tenth  of  the  weight  of  one  yard  of  its  length  in  lbs. 

On  horse-worked  railways,  the  weight  of  the  rails  per  yard  ranges 
from  28  lbs.  to  35  lbs.,  the  former  weight  being  barely  sufficient  for 
durability.  On  the  earlier  of  the  high  speed  locomotive  lines,  a 
weight  of  about  60  lbs.  to  the  yard  was  adopted;  but  the  continual 
increase  of  the  weight  and  speed  of  engines  has  rendered  necessary 
a  continual  increase  in  the  weight  of  rails;  so  that  it  now  ranges 
from  70  to  100  lbs.  per  yard,  or  thereabouts. 

As  a  general  rule,  it  may  be  stated  that  the  weight  of  a  yard  of 
rail,  if  supported  at  intervals,  dwuld  be  15  lbs.  for  each  ton  of  tie 
greatest  load  on  one  driving  wheel.  When  the  bearing  is  continuous, 
about  five-sixths  of  that  weight  is  sufficient. 

The  head  or  top  of  a  rail  is  usually  about  2£  inches  broad,  and 
has  a  very  slight  convexity  in  the  middle,  the  radius  of  which  is 
from  5  to  7  inches.  In  laying  the  rails  they  are  carefully  adjusted 
to  the  true  gauge  by  means  of  a  gauge-rod  with  shoulders  on  it  at 
the  proper  distance  apart  On  straight  lines  the  heads  of  the  two 
rails  should  be  exactly  at  the  same  level,  and  in  curves  they  should 
be  set  to  the  proper  "  cant,"  as  already  explained  in  Article  434, 
p.  649.  If  cylindrical  wheels  are  used  for  the  rolling  stock,  the 
highest  part  of  the  head  of  each  rail  should  be  a  tangent  to  a  level 
line,  or  a  line  inclined  at  the  proper  cant,  as  the  case  may  be ;  but 
if  the  wheels  are  tapered,  the  rails  must  be  inclined  inwards 
towards  each  other  so  as  to  be  tangents  at  their  highest  points  to 
the  conical  treads  of  the  wheels.  This  inward  inclination  is  given, 
where  chairs  are  used,  by  casting  the  chairs  so  that  their  jaws  may 
hold  the  rail  in  die  (toner  ^iiasm. 
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The  figures  adopted  for  the  crosa-sections  of  rails  vary  with  the 
modes  in  which  they  are  supported.    A  rail  may  be  either 
(1.)  Supported  on  the  base  and  stayed  at  the  sides,  or 

!2.)  Supported  on  a  broad  base  alone,  or 
3.)  Hung  by  the  shoulders; 
and  the  bearings  may  be  either 

(A)  at  intervals  (generally  about  3  feet) ;  or  (B)  continuous. 
In  figs.  281,  282,  283,  and  281,  the  cross-section  of  the  rail  is  of 
the  I-shaped,  double  T-shaped,  or  "double-headed"  figure,  at  pre- 
sent more  generally  used  than  any  other.     When  this  figure  was 
first  introduced,  it  was  intended  that  on  the  top  becoming  too 


Fig.  38a 


Fig,  284. 


Fig.  286. 


Fig.  288. 


much  worn  for  further  use,  the  rail  should  be  turned  upside  down; 
but  in  general,  by  the  time  the  top  is  worn  out,  the  rail  is  unfit  for 
further  use.  The  usual  weight  of  rails  of  this  form  is  75  lbs.  per 
yard,  and  their  depth  5  inches.  In  fig.  281  the  rail  A  is  shown  as 
supported  by  a  common  cant  iron  chair  B  B,  which  is  pinned  by 
two  compressed  oak  treenails,  D,  D,  to  a  cross  sleeper  E.  The  rail 
rests  by  its  base  or  foot  on  the  bottom  of  the  chair,  and  is  kept 
steady  by  being  firmly  held  between  the  inner  jaw  of  the  chair 
and  a  compressed  oak  wedge  or  key,  0,  which  is  driven  between  the 
rail  and  the  outer  jaw. 

The  inner  faces  of  the  jaws  or  cheeks  of  the  chair  are  chilled. 
(See  Article  352,  p.  499.)  An  ordinary  chair  weighs  about  as 
much  as  one  foot  of  the  rail  which  it  is  intended  to  «a^*srv,  %  jfcrfr 


«C8 

eAntr,  for  mipporting  the  end*  of  two  adjoining  rails,  is  from  one- 
third  to  one-half  heavier,  and  its  outer  end  is  usually  faatoaial 
down  by  two  pins  instead  of  one.     Fig.  283  isniinsnla  a.  aort  of 

'       ■  '     "    ™" '  n»7oh    J  '*•  *      ■ 


joint-chair,  introduced  by  Mr.  ._ 

round  to  answer  well;  it  ia  alid  on  to  the  rail*,  which  its  jaws  fit 
exact);. 

It  has  now,  however,  become  very  generally  tits  practice  to  con- 
nect adjoining  rails  by  the  f&joiMt;  the  enda  of  tho  rails  being 
supported  by  a  pair  of  ordinary  chairs,  which  they  ovarhang  by  1$ 
or  15  inches,  and  being  united  to  each  other  by  a  pair  nf  jfaTjuasa, 
about  18  or  20  inches  long,  bolted  together  through  tho  raila  by 
four  bolta.  Fig.  283  ahowa  in  oroaa  section  tho  figure  of  which  the 
fish-pieces  are  made  in  order  that  they  may  abut  at  their  upper  and 
lower  edges  against  the  head  and  foot  of  each  rail,  and  thus  be 
wedged  into  their  places.  The  bolt-holes  in  tho  raila  are  made 
slightly  oblong  horizontally,  to  allow  for  changes  of  length  by  beat 
and  cold,  which  may  amount,  in  ordinary  oases,  to  about  1-SOOOth 
or  l-2500th  of  the  length  of  each  rail  (p.  527). 

Fig.  284  in  the  bracket  Jidi-joint,  in  which  the  fish-pieces  are  of 
angle  iron,  and  answer  the  purpose  of  a  joint-chair;  their  hori- 
zontal bases  being  bolted  down  to  a  pair  of  cross  sleepers. 

Among  rails  which  are  supported  on  a  broad  bate  without  chain 
may  be  mentioned  the  foot  rail,  fig.  2Sj,  which  is  fastened  down  by 
means  of  fang-bolts  to  longitudinal  or  cross  sleepers ;  the  bridge  roil 
(fig.  229,  p.  518),  and  the  Barlow  rail  (fig.  230,  p.  518). 

Bridge  rails  are  made  from  3  to  5  inches  deep,  and  from  7  to  6 
inches  in  breadth  of  base,  and  are  bolted  to  the  sleepers,  either 
through  slightly  oblong  holes,  or  by  fang-bolts  holding  down  the 
edges  of  the  base.  When  supported  on  a  continuous  bearing,  they 
weigh  about  £5  lbs.  per  yard  ;  when  supported  at  intervals  on  cross 
sleepers,  82  lbs.  per  yard.  In  the  latter  case  each  joint  is  secured 
by  holding  the  bases  of  the  two  rails  between  a  pair  of  cast  iron 
jaws,  drawn  together  by  transverse  bolts  which  pass  nnder  the 
rails.  (This  system  was  introduced  by  Sir  John  Macncill,  and  is 
used  on  Irish  lines). 

The  Bartow  rail  is  now  made  with  a  portion  of  each  wing  flat 
and  horizontal,  so  that  it  approaches  somewhat  nearer  to  the 
bridge  shape  than  fig.  230  shows.  It  is  about  a  foot  broad,  5 
or  6  inches  deep  over  all,  and  weighs  from  90  to  100  lbs.  per  yard 
It  rests  directly  on  the  ballast,  without  sleepers  or  chain,  and  the 
gauge  is  preserved  by  means  of  cross-ties  of  angle  iron.  The  joint 
ia  in  fact  a  sort  of  fish-joint,  the  ends  of  the  rails  being  connected 
together  by  being  bolted  through  oblong  holes  to  a  toddle-piece, 
S  feet  long,  which  is  a  bar  somewhat  resembling  the  rails  in  cross- 
section,  and  made  exactly  to  fit  the  hollow  at  the  under  side  of  the  rail. 
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The  system  of  supporting  nub  by  the  thoulder*  of  the  enlarged 
bead,  which  is  the  most  favourable  of  all  to  steadiness,  was  practiced 
more  than  twenty  years  ago,  with  the  shallow  T-shaped  rails  then 
used  for  horse-worked  railways,  by  Mr.  David  Rankine ;  but  it  waa 
not  suited  to  the  deep  rails  employed  on  locomotive  lines  without 
the  aid  of  contrivances  which  have  only  of  late  been  invented  by 
Mr.  W.  B.  Adams. 

Fig.  286  represents  Mr.  Adams's  tutpendtd  girder  rail,  in  which 
the  vertical  web,  not  having  to  sustain  compression,  is  made  thinner 
and  deeper  than  in  ordinary  tails,  so  that,  for  example,  a  rail  of  75 
lbs.  to  the  yard  is  7  inches  deep.  The  rail  A  has  a  continuous  bearing 
at  the  shoulders  upon  a  pair  of  angle  iron  brackets,  B,  B,  whose 
lower  edges  press  against  the  foot  of  the  roil,  so  that  they  are 
wedged  into  the  hollow  sides  of  the  rail  by  bolts,  C,  about  S  feet 
apart,  passing  through  oblong  holes.  D  is  a  cross  tie-bar,  to  pre- 
serve the  gauge.  The  total  breadth  across  the  wings  of  the 
brackets  ranges  from  9  to  14  inches,  according  to  the  weight  of  the 
traffic;  and  those  wings  rest  directly  on  the  ballast  The  rails 
and  the  brackets  are  laid  so  as  to  break  joint.  Another  mode  of 
constructing  this  sort  of  permanent  way  is  to  substitute  pieces 
of  creosoted  timber,  about  5  inches  square,  for  the  angle-iron 
brackets. 

440.   BalU  fur  Lsrel  Creating*  •/  Raarf*. — When  the  covering  of 

a  road  is  of  broken  stone,  the  ordinary  permanent  way  of  the  rail- 
way may  be  laid  across  it,  with  the  heads  of  the  mils  rising  about  j 
of  an  inch  above  the  road  metal  Switches,  points,  and  crossings 
of  rails  should  not  occur  on  a  level  crossing  of  a  rood,  nor  should 
any  rails  on  such  a  crossing  approach  nearer  to  each  other  than 
about  6  inches,  lest  horses  should  be  injured  or  disabled  by  their 
feet  being  wedged  between  rails,  or  the  caulkers  of  their  shoes, 
used  in  frosty  weather,  getting  jammed  in  the  openings  of  points, 
switches,  and  rail  crossings. 

Crossings  of  paved  roads  also  may  be  made  with  the  ordinary 
rails,  grooves  for  the  flanges  of  the  wheels  being  cut  in  the  paving- 
stones  alongside  of  the  rails. 

Bails  of  a  special  form  are  sometimes  used  for  level  crossings  of 
roads.  They  are  usually  H-formed,  the  upper  side  presenting  a 
groove  about  2.1,  inches  broad  and  1£  inch  deep,  between  two 
flanges,  the  outer  of  which,  being  the  head  of  the  rail  on  which  the 
wheel  runs,  must  be  2£  inches  broad;  while  the  inner  flange  may 
be  of  the  same  breadth  or  of  a  less  breadth,  according  as  the  rail  is 
to  be  reversible  or  not. 

441.  JaacUaaM  nnil  C»aa«*U»  af  Liana  nf  Rail* — Inrmen — 

Tamable*. — L  The  junction  of  two  lines  of  rails  is  effected  either 
by  means  of  a  pair  of  those  tapering  moveable  rails  called  noikhai, 
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chair,  for  supporting  the  ends  of  two  adjoining  rails,  is  from  one- 
third  to  one-half  heavier,  and  its  outer  end  is  usually  fastened 
down  by  two  pins  instead  of  one.  Fig.  282  represents  a  sort  of 
joint-chair,  introduced  by  Mr.  William  Johnstone,  which  has  been 
found  to  answer  well;  it  is  slid  on  to  the  rails,  which  its  jaws  fit 
exactly. 

It  has  now,  however,  become  very  generally  the  practice  to  con- 
nect adjoining  rails  by  the  fuJi-joinl ;  the  ends  of  the  rails  being 
supported  by  a  pair  of  ordinary  chairs,  which  they  overhang  by  12 
or  15  inches,  and  being  united  to  each  other  by  a  pair  of  fislt'piecee, 
about  18  or  20  inches  long,  bolted  together  through  the  rails  by 
four  bolts.  Fig.  283  shows  in  cross-section  the  figure  of  which  the 
fish-pieces  are  made  in  order  that  they  may  abut  at  their  upper  and 
lower  edges  against  the  head  and  foot  of  each  rail,  and  thus  bo 
wedged  into  their  places.  The  bolt-holes  in  the  rails  are  made 
slightly  oblong  horizontally,  to  allow  for  changes  of  length  by  heat 
and  cold,  which  may  amount,  iu  ordinary  cases,  to  about  l-2000th 
or  l-2500th  of  the  length  of  each  rail  (p.  527). 

Fig.  284  is  the  bracket  Jie/t-joint,  in  which  the  fish-pieces  are  of 
angle  iron,  and  answer  the  purpose  of  a  joint-chair;  their  hori- 
zontal bases  being  bolted  down  to  a  pair  of  cross  sleepers. 

Among  rails  which  are  supported  on  a  broad  bate  without  duxirt 
may  be  mentioned  the  foot  rail,  fig.  285,  which  is  fastened  down  by 
means  of  fang-bolts  to  longitudinal  or  cross  sleepers ;  the  bridge  rod 
(fig.  229,  p.  518),  and  the  Barlow  rail  (fig.  230,  p.  518). 

Bridge  rails  are  made  from  3  to  5  inches  deep,  and  from  7  to  6 
inches  in  breadth  of  base,  and  are  bolted  to  the  sleepers,  either 
through  slightly  oblong  holes,  or  by  fang-bolts  holding  down  the 
edges  of  the  base.  When  supported  on  a  continuous  bearing,  they 
weigh  about  65  lbs.  per  yard ;  when  supported  at  intervals  on  cross 
sleepers,  82  lbs.  per  yard.  In  the  latter  case  each  joint  is  secured 
by  holding  the  bases  of  the  two  rails  between  a  pair  of  cast  iron 
jaws,  drawn  together  by  transverse  bolts  which  pass  under  the 
rails.  (This  system  was  introduced  by  Sir  John  Macncill,  and  is 
used  on  Irish  lines). 

The  Barlow  rail  is  now  made  with  a  portion  of  each  wing  flat 
and  horizontal,  so  that  it  approaches  somewhat  nearer  to  the 
bridge  shape  than  fig.  230  shows.  It  is  about  a  foot  broad,  5 
or  G  inches  deep  over  all,  and  weighs  from  90  to  100  lbs.  per  yard. 
It  rests  directly  on  the  ballast,  without  sleepers  or  chairs,  and  the 
gauge  is  preserved  by  means  of  cross-ties  of  angle  iron.  The  joint 
is  in  fact  a  sort  of  fish-joint,  the  ends  of  the  rails  being  connected 
together  by  being  bolted  through  oblong  holes  to  a  toddle-piece, 
8  feet  long,  which  is  a  bar  somewhat  resembling  the  rails  in  cross- 
ieotioDjandmaA«exac\\Ytoto^feVy^^^tkeundc)-aideoftheraiL 
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The  system  of  supporting  rails  by  the  shoulders  of  the  enlarged 
head,  which  is  the  most  favourable  of  all  to  steadiness,  was  practised 
more  than  twenty  years  ago,  with  the  shallow  T-shaped  rails  then 
used  for  horse-worked  railways,  by  Mr.  David  Rankine;  but  it  was 
not  suited  to  the  deep  rails  employed  on  locomotive  lines  without 
the  aid  of  contrivances  which  have  only  of  late  been  invented  by 
Mr.  W.  B.  Adams. 

Fig.  286  represents  Mr.  Adams's  impended  girder  rail,  in  which 
the  vertical  web,  not  baring  to  sustain  compression,  is  made  thinner 
and  deeper  than  in  ordinary  rails,  so  that,  for  example,  a  rail  of  75 
lbs.  to  the  yard  is  7  inches  deep.  The  rail  A  has  a  continuous  bearing 
at  the  shoulders  upon  a  pair  of  angle  iron  brackets,  B,  B,  whose 
lower  edges  press  against  the  foot  of  the  rail,  so  that  they  are 
wedged  into  the  hollow  sides  of  the  rail  by  bolts,  0,  about  A  feet 
apart,  passing  through  oblong  holes.  D  is  a  cross  tie-bar,  to  pre- 
serve the  gauge.  The  total  breadth  across  the  wings  of  the 
brackets  ranges  from  9  to  14  inches,  according  to  the  weight  of  the 
traffic;  and  those  wings  rest  directly  on  the  ballast  The  rails 
and  the  brackets  are  laid  so  as  to  break  joint.  Another  mode  of 
constructing  this  sort  of  permanent  way  is  to  substitute  pieces 
of  creosoted  timber,  about  5  inches  square,  for  the  angle-iron 
brackets. 

140.  Balls  tot  i-erei  Crnii|i  »r  Basil*. — When  the  covering  of 
a  road  is  of  broken  stone,  the  ordinary  permanent  way  of  the  rail- 
way may  be  laid  across  it,  with  the  beads  of  the  rails  rising  about  J 
of  an  inch  above  the  road  metal.  Switches,  points,  and  crossings 
of  rails  should  not  occur  on  a  level  crossing  of  a  rood,  nor  should 
any  rails  on  such  a  crossing  approach  nearer  to  each  other  than 
about  6  inches,  lest  horses  should  be  injured  or  disabled  by  their 
feet  being  wedged  between  rails,  or  the  caulkers  of  their  shoes, 
used  in  frosty  weather,  getting  jammed  in  the  openings  of  points, 
switches,  and  rail  crossings. 

Crossings  of  pared  roads  also  may  be  made  with  the  ordinary 
rails,  grooves  for  the  flanges  of  the  wheels  being  cut  in  the  paring- 
stones  alongside  of  the  rails. 

Rails  of  a  special  form  are  sometimes  used  for  level  crossings  of 
roads.  They  are  usually  H- formed,  the  upper  side  presenting  a 
groove  about  2^  inches  broad  and  \\  inch  deep,  between  two 
flanges,  the  outer  of  which,  being  the  head  of  the  rail  on  which  the 
wheel  runs,  must  be  1\  inches  broad;  while  the  inner  flange  may 
bo  of  the  same  breadth  or  of  a  less  breadth,  according  as  the  rail  is 
to  be  reversible  or  not. 

441.   JnieiliH  aa<l  ChimUhi  af  I.tmrm  af  Italia — Tnnnm — 

TantaMca. — L  The  junction  of  two  lines  of  rails  is  effected  either 
by  means  of  a  pair  of  those  tapering  moveable  T&&&  csHirA.  «*u\xdu», 
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OF  THE  COLLECTION,   COMVETAKCE,  AMD  DlBTRIBUTIOS  Or  WATER. 

Bectiok  L— Theory  of the  Flow  of Wat*;  or  of Hydraulic*. 


443.  Minn  ml  WhIct-HmJ. — The  laws  of  the  pressure  of  a 
mass  of  water,  when  at  rest,  against  any  surface  which  it  touches, 
have  already  been  explained  in  Article  107,  p.  164. 

In  all  questions  of  hydraulics,  it  is  convenient  to  express  the 
intensity  of  the  pressure  of  water  in  fed  qf  water;  that  is,  in  terms 
of  the  intensity  of  the  pressure  of  a  column  of  water  one  foot  high 
upon  its  base,  as  an  unit.  A  pressure  so  expressed  is  sometimes 
called  a  head  of  pressure.     In  p.  161  two  values  of  that  unit,  for 

C  water  at  the  temperatures  of  39=-l  and  623  respectively,  have 
compared  with  other  units;  in  the  following  table  a  com- 
parison of  the  name  sort  is  given  in  greater  detail,  the  heavi- 
ness assigned  to  pure  water  being  624  lbs.  per  cubic  foot,  which 
is  almost  perfectly  exact  at  a  temperature  of  about  52°-3  Fahren- 
heit, and  near  enough  to  the  truth  for  practical  purposes  at 
other  temperatures,  and  is  also  a  convenient  value  for  calcu- 
lation:— 

Comparison  or  Heads  or  Water  in  Feet,  who  Prksbubes  nr 
Various  Unto 

One  foot  of  water  at  5a°"3  Fahr.  =  0V4     _  lbs.  on  the  .square  foot 
„  „  0-4333  lb.  on  the  square  inch. 

„  „  0-0295  atmosphere. 

„  „  0-8823  inch  of  mercury  at  31". 

f  feet  of  air  at  33s,  and 
"  "  '"  (      one  atmosphere. 

One  lb.  on  the  square  foot,. o-oi6~oa6  foot  of  water. 

One  IK  on  the  square  inch, 2-308        feet  of  water. 

One  atmosphere  of  39-922  inches  1 

of  mercury, /    "»  "  " 

One  inch  of  mercury  at  320, I ''334        »  » 

One  foot  of  air  at  3a0,  and  one  ( 

atmosphere f     O0O"94    ,. 

One  loot  of  average  tnmtM,.,,,      vwfi        foot  of  pure  water. 
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The  total  head  of  a  given  particle  of  water  is  found  by  adding 
together  the  following  quantities: — 

The  head  of  pressure,  or  intensity  of  the  pressure  exerted  by 

the  particle,  expressed  in  feet  of  water. 
The  head  of  elevation,  or  actual  height  of  the  particle  above 

some  fixed  or  "  datum  "  level. 

In  stating  the  pressure  or  head  of  a  particle  of  water,  it  is  usual 
not  to  include  the  atmosp/ieric  pressure,  so  that  the  absolute  or  true 
pressure  exceeds  the  pressure  as  stated  in  the  customary  way  by 
one  atmosphere.  When  the  absolute  pressure  is  exactly  one  atmo- 
sphere, the  pressure  as  stated  in  the  customary  way  is  nothing; 
when  the  absolute  falls  short  of  the  atmospheric  pressure  by  so 
many  lbs.  oil  the  square  inch,  or  so  many  feet  of  water,  the 
customary  mode  of  stating  that  fact  is  to  say  that  there  are 
so  many  lbs.  on  the  square  inch,  or  so  many  feet,  of  vacuum. 

The  atmospheric  pressure,  at  the  level  of  the  sea,  varies  from 
about  32  to  35  feet  of  water,  and  diminishes  at  the  rate  nearly  of 
l-100th  part  of  itself  for  each  262  feet  of  elevation  above  that 
leveL 

444.  Taluue  au<l  Mtu  Velocity  if  Flaw. — The  volume   of  flout 

or  discharge  of  a  stream  of  water  is  expressed  in  units  of  volume 
per  unit  of  time. 

The  roost  convenient  nnit  of  volume  is  the  cubic  foot;  but  in 
calculations  relating  to  the  water  supply  of  towns  it  is  customary 
to  use  the  gallon. 

The  following  is  the  relation  between  those  units: — 

One  gallon  =  (H604  cubic  foot  (being  10  lbs.  of  water) ;  and 
One  cubic  foot  =  62355  gallons; 

but  in  ordinary  calculations  respecting  water-works  it  is  sufficiently 
accurate  to  make  one  gallon  =  016  cubic  foot,  and  one  cubic  foot 
=  6J  gallon! 

Of  different  units  of  lime,  the  second  is  the  most  convenient  in 
mechanical  calculations;  the  minute  is  the  customary  unit  in 
stating  the  discharge  of  streams;  the  hour,  the  day,  and  longer 
periods  are  used  in  calculations  as  to  drainage  and  water  supply. 

The  variety  of  units  of  discltarge  is  thus  very  great  The  cubic 
foot  per  second  is  the  most  convenient  in  mechanical  calculations. 

The  mean  velocity  of  a  stream  at  a  given  cross-section  is  found  by 
dividing  the  discharge,  or  volume  of  flow,  by  the  area  of  the  cross- 
■ection,  and  is  most  conveniently  expressed  in  feet  per  second. 

445.  GndBi  and  Lmu  vclordtra. — Inasmuch  as  every  stream. 
of  fluid  that  flows  in  a  channel  is  retarded  by  fcra&vya  a%&u&  "Ov^ 

2x 
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material  of  the  channel,  the  velocity  of  the  fluid  particles  is  dif- 
ferent at  different  points  of  the  same  cross-section,  being  greatest 
in  the  centre  and  least  at  the  border.  In  open  channels,  like 
those  of  rivers,  the  ratio  of  the  mean  velocity  to  the  greatest  or 
central  velocity  is  given  approximately  by  the  following  formula  of 
Prooy: — 


mean  velocity  _  greatest  velocity  +  771  feet  per  second 
greatest  velocity-  greatest  velocity  + 1028  feet  per  second' 


do 


The  least  velocity,  or  that  of  the  particles  in  contact  with  the 
bed,  is  about  as  much  less  than  the  mean  velocity  as  the  greatest 
velocity  is  greater  than  the  mean.  In  ordinary  cases,  the  least, 
mean,  and  greatest  velocities  may  be  taken  as  bearing  to  each  other 
nearly  the  proportions  of  3,  4,  and  5.  In  very  slow  currents  they 
are  nearly  as  2,  3,  and  4. 

446.   General  Principles  af  Steady  Flaw. — The  Steady  motion  ofi 

mass  of  fluid,  as  distinguished  from  unsteady  motion,  means  that 
kind  of  motion  in  which  the  velocity  and  direction  of  motion  of  a 
particle  depend  on  its  position  alone,  and  not  jointly  on  position 
and  time ;  so  that  each  particle  of  the  series  of  particles  which 
successively  come  to  a  given  point,  assumes  a  certain  velocity  and 
direction  of  motion  proper  to  that  point  It  is,  in  short,  the 
motion  of  a  permanent  current,  as  distinguished  from  that  of  a 
varying  current,  or  that  of  a  wave. 

In  order  to  acquire  velocity  from  a  state  of  rest,  or  an  increase  of 
velocity,  a  fluid  particle  must  pass  from  a  place  of  greater  total  head 
to  a  place  of  less  total  head.  This  it  may  do  either  by  actual 
descent  from  a  higher  to  a  lower  level,  or  by  passing  from  a  place 
of  more  intense  pressure  to  a  place  of  less  intense  pressure,  or  by 
both  those  changes  combined.  The  lots  of  head  thus  incurred  u 
connected  with  the  velocity  produced  by  the  following  laws: — 

I.  In  a  liquid  without  friction  the  loss  of  head  in  producing  a 
given  increase  of  velocity  is  equal  to  the  height  of  vertical  tall  which 
would  produce  the  same  increase  of  velocity  in  a  body  falling  freely; 
in  other  words,  the  loss  of  head  is  equal  to  the  height  due  to  the 
acceleration;  and  if  the  particle  starts  from  a  state  of  rest,  that  height 
is  called  the  lieight  due  to  Hie  velocity,  and  is  given  by  the  follow- 
ing formula,  where  v  is  the  velocity  in  feet  per  second : — 

height  in  feet  =  p*  -*■  04  4. (1.) 

II.  If  the  motion  of  the  liquid  is  impeded  by  friction,  there  is  an 
additional  loss  of  head,  bearing  to  the  height  due  to  the  velocity  of 
flow  a  certain  ■DtoportuHi,  ievvnuik^  on.  the  figure  and  dfapwMWM 
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of  the  channel  and  openings  traversed  by  the  stream,  and  other 
circumstances. 

The  combinat 
Let  A  denote  the  loss  of  head,  in  feet ;  then 

*  =  <1+r>6V4i <2> 

in  which  F  is  a  factor,  determined  by  experiment,  expressing  the 
proportion  which  the  loss  of  head  by  friction  bears  to  the  height 
due  to  the  velocity. 

The  inverse  formula,  for  finding  the  velocity  from  the  loss  of 
head,  is  as  follows : — 

—  ft-nsw  a  ,  ____ 
ITS 

The  velocity  computed  from  a  given  height,  on  the  supposition 
that  there  is  no  friction,  by  the  formula  v  =  8*025  fh,  is  sometimes 
sailed  the  "theoretical  velocity." 

In  an'  open  channel  the  loss  of  head  A  consists  wholly  in  dimi- 
nution of  the  "head  of  elevation,"  and  is  the  actual  fall  of  the  upper 
surface  of  the  stream.  In  a  close  pipe  it  may  consist  wholly  or 
partly  of  diminution  of  the  "  head  of  pressure,"  and  is  then  called 
virtual  fall.     To  express  this  in  symbols, 

Let  2j  denote  the  elevation  above  a  fixed  datum,  and 

/»,,  the  head  of  pressure  at  a  point  in  the  reservoir  from 

which  a  pipe  is  supplied,  the  velocity  at  that  point 

being  insensible,  so  that 
2j  -\-  p1  is  the  total  head  in  still  vxUer;  also  let 
z  denote  the  elevation  above  the  datum,  and 
p,  the  head  of  pressure  at  a  given  point  in  the  pipe,  at  which 

the  loss  of  head,  as  computed  by  equation  2,  is  A,-  then 

the  total  head  at  this  point  is, 

g  +  P  =  zl  +  pl  —  A; (4.) 

tnd  the  pressure,  in  feet  of  water,  is 

P  =  *i+Pi  —  *~  *•  (5) 

The  pressure  of  flowing  water,  as  thus  diminished  by  loss  of 
head,  is  called  hydraulic  pressure,  to  distinguish  it  from  the 
pressure  of  still  water,  called  hydrostatic  pressure. 

In  an  open  channel,  equation  5  is  simplified  by  the  fact  that  for 
the  upper  surface  of  the  stream,  and  all  surfaces  parallel  to  it,  A  is 
amply  =  z±  —  s;  so  that p  =pv  if  the  two  points  are  at  equal 
Depths  below  the  surface. 
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Tf  the  water  has   a  sensible   velocity  of  flow  at  the  Matting 

£-nnt,  tbe  loss  of  head  required  is  diminished  to  the  extent  of  the 
eight  due  to  that  velocity  of  approach,  as  it  is  called.  Thus,  let  r, 
be  the  velocity  of  approach ;  then,  instead  of  equation  2,  we  most 
use  tbe  following  ■ — 

i=<I+F>wj-eTi; w 

and  if  v0  bears  a  known  ratio  to  e,  let  that  ratio  be  r0  -*-  v  =  r;  then 
tha  above  equation  becomes, 

4_(l  +  I_H)^,) (7.) 

which  gives,  for  the  inverse  formula, 

«=8<i2Vi+t=^ (&> 

When  a  stream  flows  with  an  uniform  speed  down  an  uniform 
channel,  and  two  cross-sections  of  that  channel  are  compared  together, 
tbe  velocities  v0  and  v  are  equal,  and  r  =  1 ;  in  this  case,  the  wholt 
loss  of  head  between  the  two  cross-sections  is  expended  in  overcoming 
friction;  and  equations  7  and  8  are  reduced  to  the  following: — 

A  =  F  v*  -=-  644; (9.) 

v  =  8-025  JT+T. (10.) 

The  following  table  gives  examples  of  heights  in  feet  due  to 
velocities  in  feet  per  second,  as  computed  by  equation  1.  It  is 
exact  for  latitude  64°{,  and  near  enough  to  exactness  for  practical 
purposes  in  all  latitudes.  The  most  convenient  table,  however,  for 
calculating  either  heights  from  velocities  or  velocities  from  heights 
is  an  ordinary  table  of  squares  and  square  roots : — 


I 

^553 

17 

44876 

32-2 

ifrlOO 

48     35776 

76 

89-688 

IS 

m>t 

33 

49     37'283 

78 

94"47» 

3 

'■3975 

'9 

5-6056 

34 

17950 

50     38820 

So 

99379 

4 

■24845 

55 

1 9-0  2  2 

52     41-987 

82 

10441 

s 

68478 

36 

20-J  24 

54    4J'28o 
56    4869S 

84 

109-56 
114*4 

6 

■SS90I 

7/5155 

37 

21257 

S6 

7 

76087 

23 

8-2143 

3» 

22-422 

58    52-235 

88 

120-25 
12578 

a 

99379 

24 

8  9441 

39 

23-618 

60    55901 

90 

9 

1  «:•■> 

25 

97050 

40 

24-845 

62    59-688 

92 

'3  '"43 

t  S7S9 

26 

10-497 

26102 

64    63-601 

94 

W*» 

27 

11320 

42 

27391 

28711 

64-4  64-400 

96 

143*10 

28 

12174 

43 

66     67-640 

98 

149-13 
155-28 

'3 

29 

13059 

44 

68     71-800 

100 

14 

3tH3S 
3'493» 

3° 

13 '975 

41 

31 '444 

70     76-087 
72     80-496 

■5 

3* 

14-922 

46 

32857 

10 

3-975* 

3* 

iy*» 

•VI 

3»;3Pi 

74     8s-01» 
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447.  Friciimt  *r  WHirr. — The  following  are  the  values  of  the 
factor  of  friction  F  in  the  formulae  of  Article  446,  as  ascertained  by 
experiment,  for  the  cases  of  most  common  occurrence  in  practice. 

I.  Friction  of  an  orifice  in  a  tftin  plate— 

F  =  0-054. (1.) 

II.  Friction  of  mouthpiece*  or  entrances  from  reservoirs  into  pipes. 
< — Straight  cylindrical  mouthpiece,  perpendicular  to  side  of  reser- 
voir— 

F  =  0-505. (2.) 

The  same  mouthpiece  making  the  angle  t  with  a  perpendicular  to 
the  side  of  the  reservoir — 

F  =  0-505  +  0-303  sin  I  +  0-226  sin*  *. (3.) 

For  a  mouthpiece  of  the  form  of  the  "  contracted  vein,"  that  in, 
one  somewhat  bell-shaped,  and  so  proportioned  that  if  d  bo  its 
diameter  on  leaving  the  reservoir,  then  at  a  distance  d  ~  2  from, 
the  side  of  the  reservoir  it  contracts  to  the  diameter  -7654  d, — the 
resistance  is  insensible,  and  F  nearly  =  0. 

III.  Friction  at  sudden  enlargements. — Let  A1  be  the  sectional 
area  of  a  channel,  diacbai-ging  Q  cubic  feet  of  water  per  second,  in 
which  a  sluice,  or  slide  valve,  or  some  such  object,  produces  a 
sudden  contraction  to  the  smaller  area  a,  followed  by  a  sudden 
enlargement  to  the  area  Aa.  Let  v  =  Q  -=-  Aa  be  the  velocity 
in  the  second  enlarged  part  of  the  cliauneL  The  effective  area  of 
the  orifice  a  will  be  c  a,  c  being  a  co-efficient  of  contraction  of  the 
stream  flowing  through  it,  whose  value  ma;  be  taken  at  -618  +- 

A/1  —  '618-t^.     Let  the  ratio  in  which  the  effective  area  of  the 

channel  is  suddenly  enlarged  be  denoted  by 

r  =  A,-f.«o  =  ^s\/  (2-618— 1-618  J) (4.) 

Then  r  v  is  the  Telocity  in  the  most  contracted  part.  It  appears 
that  all  the  energy  due  to  the  difference  of  the  velocities,  r  v  and  v, 
is  expended  in  fluid  friction,  and  consequently  that  there  is  a  loss 
of  head  given  by  the  formula— 

fr-*-& <*> 

so  that  in  this  case 

l?  =  (r-l)». (6) 

IT.  Friction  in  pipes  and  conduit*. — Let  A  be  the  sectional  «x«^ 
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of  a  channel ;  h  its  border,  that  is,  the  length  of  that  part  of  its 
girth  which  ia  in  contact  with  the  water;  I  the  length  of  the  chan- 
nel, so  that  I  b  is  the  frictional  surface;  and  for  brevity's  Bake  Jet 
A  .;•  b  =  m;  then,  for  the  friction  between  the  water  and  the 
aides  of  the  channel — 

*-/•£=£ » 

in  which  the  co-efficient/ has  the  following  values . — 

For  iron  pipes, /=  00036  + -<*^3. (ft) 

•Jv 

For  open  conduitajr=  0-00741+°^^. (9.) 

The  quantity  m  =  A  -=-  6  is  called  the  "hydraulic  mean  depth" 'of 
channel,  and  for  cylindrical  and  square  pipes  running  full  is 
obviously  one-fourth  of  the  diameter;  and  the  same  is  its  value  for 
a  aemi  cylindrical  open  conduit,  and  for  an  open  conduit  whose 
aides  are  tangents  to  a  semicircle  of  a  diameter  equal  to  twice  the 
greatest  depth  of  the  conduit. 

In  an  open  conduit,  the  loss  of  head, 

*-£■& (>»■> 

takes  place  as  an  actual  fall  in  the  surface  of  the  water,  producing 
a  declivity  at  the  rate 

<=H^ <"■> 

and  by  the  last  two  formula)  are  to  be  determined  the  fall  and  the 
rate  of  declivity  of  open  channels  which  are  to  convey  a  given  flow. 
In  close  pipes,  the  loss  of  head  takes  place  in  the  total  bead;  and 
the  ratio  i  =  A  -i- 1  is  called  the  virtual  declivity. 

V.  For  bends  in  circular  pipes,  let  d  be  the  diameter  of  the  pipe, 
t  the  radius  of  curvature  of  its  centre  line  at  the  bend,  I  the  angle 
through  which  it  is  bent,  r  two  right  angles;  then,  according  to 
Professor  Weisbach, 

'■;{™  + 1S4?  (£)'} Pi) 

VI  For  bends  in  rectangular  pipes, 
.  F=^{o-m  + 3-104  (j-J'J (IS.) 
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TIL  For  knees,  or  sharp  turns  in  pipes,  let  S  be  the  angle  mode 

by  the  two  portions  of  the  pipe  at  the  knee;  then 

F  =  0-946  Bin' g  + 2-05  sin*  | (14.) 

TIIL  Summary  of  /owe*  of  head.— When  several  successive 
causes  of  resistance  occur  in  the  course  of  one  stream,  the  losses  of 
head  arising  from  them  are  to  be  added  together;  and  this  process 
may  be  extended  to  cases  in  which  the  velocity  varies  in  different 
parts  of  the  channel,  in  the  following  manner: — 

Let  the  final  velocity  at  the  cross  section,  where  the  loss  of  head 
is  required,  be  denoted  by  v; 

Let  the  ratios  borne  to  that  velocity  by  the  velocities  in  other 
parts  of  the  channel  be  known;  r„e  being  the  "velocity  of  approach" 
(Article  446,  p.  676),  r,  v  the  velocity  in  the  first  division  of  the 
channel,  r,  v  in  the  second,  and  so  on;  and  let  F1  be  the  sum  of 
all  the  factors  of  resistance  for  the  first  division,  Fs  for  the  second, 
and  so  on;  then  the  loss  of  head  will  be— 

A  =  g£4(l-  rj  +  F,rt  +  F.r*  +  4c.);  1 

an  expression  which  maybe  abbreviated  into  the  following:  V  (15.) 

448.    C»m<tl«    *t    Strain    front    Orlflco  —  Ca-cAcleaU    «f   Dla- 

rh>rae. — The  feet  of  the  contraction  of  a  jet  or  stream  that  flows 
from  an  orifice  has  already  been  referred  to.  It  is  caused  by  the 
a  nvergence  of  the  particles  towards  the  orifice  before  they  pass 
through  it,  which  convergence  continues  for  a  time  after  the  par- 
ticles pass  the  orifice.  The  result  is,  that  the  elective  area  of  the 
orifice,  or  area  of  the  "  contracted  vein,"  which  is  to  be  used  in  com- 
puting the  discharge,  is  less  than  the  total  area  in  a  proportion 
which  is  called  the  co-effldenl  of  contraction. 

Sometimes  it  is  impossible  to  distinguish  between  the  effect  of 
friction  in  diminishing  the  velocity  (expressed  by  l-s-./1  +  F), 
and  that  of  contraction  in  diminishing  the  area  of  the  stream.  In 
such  cases  the  ratio  in  which  the  actual  discharge  is  less  than  the 
product  of  the  "  theoretical  velocity"  (Article  446,  p.  675)  and  the 
total  area  of  the  orifice,  is  called  the  co-ejficierd  of  efflux  or  of  dit- 

The  quantities  given  in  the  following  statements  and  tables  are 
some  of  them  real  co-efficients  of  contraction,  and  some  co-efficients 
of  discharge.  In  hydraulic  formuhe,  such  co-efficients  are  usually 
denoted  by  the  symbol  a 
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In  sharp-edged  orifices  tbe  friction  is  almost  inappreciable  (see 
Article  447,  Case  I.);  in  those  with  flat  or  rounded  borders  its 
effects  become  sensible,  and  in  tubes  or  other  channels  of  such 
length  as  to  guide  all  the  particles  along  their  sides  there  is  no 
contraction,  and  friction  operates  alone  in  diminishing  the  diacharga 

In  all  the  sharp-edged  orifices  here  mentioned  the  edge  is  sup- 
posed to  be  formed  at  the  inner  or  up-stream  side  of  the  plate  by 
chamfering  or  bevelling  the  outer  side.  Were  the  inner  side  of  the 
plate  chamfered,  it  would  guide  the  stream,  and  alter  the  contraction 
to  an  uncertain  amount. 

L  Slutrp-edged  circular  orifices  in  flatplates;  c=  -618 (1.) 

II.  Sliarp-edged  rectangular  orifices  in  vertical  flat  plates. — In 
this  case  the  co-efficient  depends  partly  on  the  proportions  of  the 
dimensions  of  the  orifice  to  each  other,  and  partly  on  the  proportion 
borne  by  the  breadth  of  the  orifice  to  the  charge  or  head.  The  co- 
efficient is  intended  "to  be  used  in  the  following  formula  for  the 
discharge  in  cubic  feet  per  second,  A  being  the  area  of  the  orifice 
in  square  feet;  and  A  the  head,  measured  from  the  centre  of  the 
orifice  to  the  level  of  still  water, 

Q=  8-025cA  JK. (2.) 

The  co-efficients  are  given  on  the  authority  of  experiments  of 
Foncelet  and  Lesbros  on  orifices  about  8  inches  wide.  They  have 
not  been  reduced  to  a  general  formula. 

Co-efficients  of  Discharge  for  Rectangular  Orifices, 

Hud  Height  of  Oi  Idea  j.  Bradth, 
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The  coefficients  in  the  preceding  table  include  a  correction  for 
the  error  occasioned  by  measuring  the  head  from  the  centre  of  the 
orifice  instead  of  from  the  point  where  the  mean  velocity  occurs, 
which  is  somewhat  above  the  centre.  That  correction  is  in- 
appreciable when  the  head  exceeds  3  times  the  height  of  the  orifice. 

III.  Sliarp-edged  rectangular  notclies  (or  orifices  extending  up  to 
the  surface)  in  fiat  vertical  uxir  boards. — The  area  of  the  orifice  is 
measured  up  to  the  level  of  still  water  in  the  pond  behind  the  weir. 

Let  b  =  breadth  of  the  notch ; 

B  =  total  breadth  of  the  weir;  then 

°=s7+ik> w 

provided  b  is  not  less  than  B  -f-  4. 

IV.  Sharp-cdgfd  triangular  or  V -shaped  notclies  in  fiat  vertical 
weir  boards  (from  experiments  by  Professor  James  Thomson.) — Area 
measured  up  to  the  level  of  still  water. 

Breadth  of  notch  =  depth  X  2 ;  c  =  -505 ; ) 

Breadth  of  notch  =  depth  X  4;  c  =  -620.  j '    ' 

V.  Partially-contracteil  sharp-edged  orifice.  {That  ia  to  say,  an 
orifice  towards  part  of  the  edge  of  which  the  water  ia  guided  in  a 
direct  course,  owing  to  the  border  of  the  channel  of  approach  partly 
coinciding  with  the  edge  of  the  orifice). 

Let  e  be  the  ordinary  co-efficient; 

n,  the  fraction  of  the  edge  of  the  orifice  which  coincides  with 

the  border  of  the  channel; 
c,  the  modified  co-efficient;  then 

tf  =  o  +  -09  « (5.) 

VI.  Flat  or  round-topped  weir,  area  measured  up  to  the  level  of 
still  water — 

c=  -5  nearly. (6.) 

VII.  Sluice  in  a  rectangular  channel — 

vertical;  c  =  07; 


Inclined  backwards  to  the  horizon  at  GO";  o  =  0-74 ;  V  (7.) 


at  CO";  c  =  0-74;  1(7.) 
at  45°;  e  =  0-&    J 


VIII.  Incomplete  contraction;   see  Article  477,  Division  IIL, 
p.  677. 

449.   DI*chBT|«    from     Vertical    Orlllrri,    Naleliea,    ■»■    Rlaim. — 

When  the  height  of  an  orifice  in  the  vertical  side  of  a  reaex<K»x 


682  combined  stbdctoseb. 

does  not  exceed  about  one-half  or  one-third  of  its  depth  below  the 
suriaoe,  the  head  measured  from  the  centre  of  the  orifice  to  the 
level  of  still  water  may  be  used,  without  sensible  error,  to  compute 
the  mean  velocity  of  a  flow,  and  the  discharge ;  so  that  the  formal* 
for  the  discharge  is 

Q  =  8025  o  A  JX; (I.) 

A  being  the  total  area  of  the  orifice,  and  c  the  proper  co-eflicieut  of 
contraction. 

When  the  height  of  the  orifice  exceeds  about  one-half  of 
the  head  of  water,  and  especially  when  the  orifice  is  a  notch 
extending  to  the  surface,  it  is  not  sufficiently  accurate  to  measure 
the  head  simply  from  the  level  of  still  water  to  the  centre  of 
the  orifice ;  but  the  area  of  the  orifice  is  to  be  conceived  as  divided 
into  a  number  of  horiamtal  bands,  the  area  of  each  such  band 
multiplied  by  the  velocity  due  to  its  depth  below  the  surface  of  still 
water,  the  products  summed  or  integrated,  and  the  sum  or  integral 
multiplied  by  a  suitable  co-efficient  of  contraction. 

To  express  this  in  symbols,  let  b  be  the  breadth,  d  h  the  height 
of  one  of  the  horizontal  bands,  so  that  b  d  h  is  its  area;  h,  the 
depth  of  its  centre  below  the  level  of  the  surface  of  still  water  in 
the  reservoir;  h^,  the  depth  of  the  upper  edge  of  the  orifice,  and  A, 
that  of  its  lower  edge,  below  the  same  level;  c,  the  co-efficient  of 
contraction;  Q,  the  discharge  in  cubic  feet  per  second;  then 


8-025 


cf^bJK-dh. (2.) 


For  coefficients  of  contraction,  see  Article  448. 
The  following  are  the  most  important  cases  :— 
L  Rectangular  orifice;  b  =  constant 

Q  =  8-025  c  X  ?  6  (**  —  hfj  =  5-35  c  b  (**  —  A,*).  (3.) 

It  is  seldom  necessary  to  use  this  formula  in  practice;  for  the  co- 
efficients in  the  table  by  Foncelet  and  Lesbros  (see  p.  680)  compre- 
hend, as  has  been  stated,  the  correction  for  the  error  arising  from 
using  the  head  at  the  centre  of  the  orifice  simply,  as  in  equation  1. 

II.  Rectangular  notch,  with  a  still  pond;  b  =  constant,  h^  ..■  0; 
A,  measured  from  the  lower  edge  of  the  notch  to  the  level  of  still 
water. 


=  8025cX^6A1*  =  5-35c6A1l 
=  ^3-05  +  535  |)  6  h* 


-(*■) 
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The  last  expression  is  founded  on  the  formula  for  the  co-efficient 
c,  given  in  Article  448,  Division  III,  p.  681,  B  being  the  whole 
breadth  of  the  weir. 

Table  of  Values  of  e  akd  5-35  c 

g. »*o      0-9      o-8      07      06      05      04  03  o-s5 

0, "67      "66      -65      -64      -63      -62      -6i  -6o      -595 

5  35  c,    358     3S3     3'48     3'4»     337     33*     3-a6  3"  3-18 

The  cube  of  the  square  root  of  the  head,  hf,  is  easily  computed  as 
follows,  by  the  aid  of  an  ordinary  table  of  squares  and  cubes :  look 
in  the  column  of  squares  for  the  nearest  square  to  Ajj  then  op- 
posite, in  the  column  of  cubes,  will  be  an  approximate  value 
of  A*. 

III.  Rectangular  notch,  with  current  approaching  it. — When 
still  water  cannot  be  found,  to  measure  the  head  A,  up  to,  let  v0 
denote  the  velocity  of  the  current  at  the  point  up  to  which  the  head 
is  measured,  or  velocity  of  approach :  compute  the  height  due  to  that 
velocity  as  follows : — 

h0  =  ej  +.  64-4; 

then  the  flow  is  the  difference  between  that  from  a  still  pond 
due  to  the  height  A,  - 1  ■  A0)  and  that  due  to  the  height  A0 ;  so  that  it 
is  given  by  the  formula 

Q  =  t-35»6l(/i1  +  JJ<-J,l) (5.) 

When  i»„  cannot  he  directly  measured,  it  can  be  computed  ap- 
proximately by  taking  an  approximate  value  of  Q  from  equation  4, 
and  dividing  by  the  sectional  area  of  the  channel  at  the  place  up  to 
which  the  head  is  measured  from  the  lower  edge  of  the  notch. 

IV.  Triangular  or  "V -shaped  notch,  with  a  still  pond ;  A,  measured 
from  the  apex  of  the  triangle  to  the  level  of  still  water. 

Let  a  denote  the  ratio  of  the  half-breadth  of  the  notch  at  any 
given  level  to  the  height  above  the  apex,  so  that,  for  example,  at 
the  level  of  still  water,  the  whole  breadth  of  the  notch  b  2  a  A1. 

Q  =  8-025  c  X  ^  a  A,*  =  4-28  c  a  A,*; (6.) 

and  adopting  the  values  of  0  already  given  in  Article  448,  p.  681, 
we  have, 

fora  =  l;  Q  =  2-54A1*; (C  a.) 

fura  =  2;  Q  =  5-3A,<  <$».\ 
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In  the  absence  of  sufficiently  extensive  tables  of  squares  and" 
fifth  powers,  the  best  method  of  computing  the  fifth  power  of  the 
square  root  of  the  head  is  by  the  aid  of  logarithms. 

V.  Drowned  orifices  are  those  which  are  below  the  level  of  the 
water  in  the  space  into  which  the  water  flows  as  well  as  in  that 
from  which  it  flows.  In  such  cases  the  difference  of  the  levels  of 
still  water  in  those  two  spaces  is  the  head  to  be  used  in  computing 
the  flow. 

VI.  Drowned  rectangular  notch. — Let  A,  and  A,  be  the  heights 
of  the  still  water  above  the  lower  edge  of  the  notch  at  the  up- 
stream and  down-stream  sides  of  the  notch-board  respectively;  the 
following  formula  gives  the  flow  in  cubic  feet  per  second : — 

Q  =  5-35.  J  (*.+  %)  Jft-V (7) 

VII.  For  weirs  vnih  broad  flat  crests,  drowned  or  undrowned, 
the  formulie  are  the  same  as  for  rectangular  notches,  except  that 
the  co-efficient  e  is  about  '5,  as  has  been  stated. 

VIII.  Compulation  of  Hit  dimensions  of  orifices. — The  whole  of 
the  preceding  formula;  (with  the  exception  of  equations  5  and  T) 
can  easily  be  used  in  an  inverse  form,  in  order  to  find  the  dimen- 
sions of  orifices  that  are  required  to  discharge  given  volumes  of 
water  per  second. 

For  example,  if  equation  1  is  applicable,  we  have  for  the  area  of 
the  orifice, 

A  =  Q  -=-  8-025  cJ~L. (8.) 

If  equation  3  is  applicable,  the  breadth  of  the  orifice  is  given  as 
follows : — 

b  =  Q  -*-  535  c  (A,«  —  V). (9.) 

If  equation  4  ts  applicable,  the  depth  of  the  bottom  of  the  notch 
below  still  water  is  given  by  the  equation, 

Aj  ={Q  -j-  6-35  cfi}!; (10.) 

if  equation  6  is  applicable, 

A1  =  -{Q  +  4-28«o)* (11.) 

IX.  Sluifes. — The  opening  of  a  sluice  generally  acts  as  a  rect- 
angular orifice,  drowned  or  undrowned  as  the  case  may  be;  the 
value  of  c  being  as  given  in  Article  448,  p.  681. 

450.   Computation  •(  Ike  »Kcbnra°  mud  Oinmclcr.  of  Pipe*. The 

loss  of  bead  by  a  stream  of  ttia  velocity  v  in  traversing  the  length 
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I  of  a  pipe  of  the  uniform  diameter  d  is  given  by  the  following 
formula,  deduced  from  equations  8  and  10  of  Article  447,  by  putting 
d  ■+■  4  for  the  hydraulic  mean  depth  m : — 

*-¥-£-(«*+^»-& « 

From  this  equation  ore  deduced  the  solutions  of  the  following 
problems : — 

L  To  compute  the  discharge  of  a  given  pipe;  the  data  being  A,  I, 
and  d,  all  in  feet 

Assume  an  approximate  value  for  4  f.  The  value  commonly 
assumed  in  the  first  instance  is, 

■0258. 

This  gives,  as  a.  first  approximation  to  the  velocity, 


=  8-025 


v^=»V" » 


,25  V 


or,  a  mean  proportional  between  the  diameter  and  tlte  lota  ofJieod  in 
2,500  feet  of  lengtk  With  this  velocity  calculate  a  new  value  of 
if,  which  is  to  be  used  in  computing  a  second  approximation  to  the 
velocity,  by  means  of  the  formula, 

'~*7-  (31 

fjv (i> 

and  this  is  in  almost  every  case  near  enough  to  the  truth  for 
practical  purposes.     Then  the  discharge  is  given  by  the  formula, 

Q=7854t>rfs. (4.) 

[A  first  approximation  to  the  discharge  is  given  by  the  following 
formula,  

Q1  =  -7854  **  d°-  =  39*27  y/^-tfi. (4  a.)] 

II.  To  find  jtft  feet)  tlie  diameter  &  of  a  pipe,  so  that  it  tliaU 
deliver  Q  cubic  feel  of  water  per  second,  with  a  loss  of  head  at  tlte  rate 
of 'h  feet  in  each  length  ofljeet. 

Supposing  the  value  of  4 /known, 

'-(»■ « 


But  4  /  depends  on  the  velocity,  which  itself  depends  on.  <&s& 


diameter  sought.  Assume,  as  a  first  approximation,  4  /  =  "0258. 
Then  compute  &  first  approximation  to  the  diameter  by  the  following 
formula: — 

*=<>■*>  ('-?)'' <«•> 

also  a  first  approximation  to  the  velocity  by  the  formula, 

i/  =  Q  +  -7854  d*. (7.) 

From  these  data,  by  means  of  equation  1  of  this  Article,  compute 
an  approximate  lose  of  head,  A'.  If  this  agrees  exactly  or  very 
nearly  with  the  given  loss  of  head,  A,  the  first  approximation  to  the 
diameter  is  sufficient ;  if  not,  a  corrected  diameter  is  to  be  found  by 
the  following  formula : — 

'-*•©*-*■(*+# .« 

In  the  preceding  formula)  the  pipe  is  supposed  to  be  free  from 
all  curves  and  bends  so  sharp  as  to  produce  appreciable  resistance. 
Should  such  obstructions  occur  in  ita  course,  they  may  be  allowed  for 
in  the  following  manner: — Having  first  computed  the  diameter  of 
the  pipe  as  for  a  straight  course,  calculate  the  additional  loss  of 
head  due  to  curves  by  the  pro]>er  formula  (Article  447,  p.  678);  let 
A"  denote  that  additional  loss  of  head ;  then  make  a  further  cor- 
rection of  the  diameter  of  the  pipe,  by  increasing  it  iu  the  ratio  of 

1  +  FS:1 <9> 

By  a  similar  process  an  allowance  may  be  made  for  the  loss  of 
head  on  first  entering  the  pipe  from  the  reservoir,  viz. : — 
(1  +  F)  u4  -f.  64-4 ;  F  being  the  factor  of  friction  of  the  mouthpiece. 

To  the  diameter  of  a  pipe,  as  computed  by  the  formulte,  an 
addition  is  commonly  made  in  practice,  in  order  to  allow  for 
accidental  obstructions,  for  the  incrustation  of  the  interior  of  the 
pipe,  &c  According  to  some  authorities  about  one-sixth  is  to  be 
added  to  the  diameter  of  the  pipe  for  this  purpose;  but  experience 
tieems  to  show  that  in  general  the  incrustation,  if  any,  is  of  equal 
thickness  in  pipes  of  all  diameters  exposed  for  equal  times  to  the 
action  of  the  name  water;  and  therefore  that,  in  a  given  system  of 
water-pipes,  an  equal  absolute  allowance  should  be  nude  for 
possible  incrustation  in  pipes  of  all  diameters.  In  ordinary  cases 
it  appears  that  about  one  inch  is  sufficient  for  that  purpose. 

451.     DlKkuf*    and    Dtatntoat    «r   Cku»la.  —  The    rata    of 

declivity  required  ior  flaa  vu&ca  of  the  current  in  an  i 
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conduit  or  river- channel  is  found  by  dividing  the  loss  of  head  h 
(which  is  all  actual  fall)  by  the  length  (  of  the  channel,  and  ia 
expressed  by  the  following  equation,  deduced  from  equation  11  of 
Article  447,  p.  678:— 

m  being  the  "  hydraulic  mean  depth."  This  equation  enables  the 
following  problems  to  be  solved: — 

I.  To  compute  the  discharge  of  a  given  stream,  the  data  being  i, 
m,  and  the  sectional  area  A.  The  first  step  is  to  find  the  velocity, 
which  might  be  done  by  means  of  a  quadratic  equation;  but  it  is 
less  laborious  to  find  it  by  successive  approximations.  For  that 
purpose  assume  an  approximate  value  for  the  co-efficient  of  friction, 

f  =  -007565; 

then  the  first  approximation  to  the  velocity  is 


or,  a  mean  proportional  between  the  hydraulic  mean  depth  and  the 
fall  in  &,5\2feet.     A.  first  approximation  to  t/ia  discharge  is 

Q"=y  A. (3.) 

These  first  approximations  are  in  many  cases  sufficiently  accurate. 
To  obtain  second  approximations,  compute  a  corrected  value  of  f 
according  to  the  expression  in  brackets  in  equation  1 ;  should  it 
agree  nearly  or  exactly  with  f,  the  first  assumed  value,  it  is  un- 
necessary to  proceed  further;  should  it  not  so  agree,  correct  the 
values  of  the  velocity  and  discharge  by  multiplying  each  of  tbem  by 
the  factor, 


■■(*■) 


2      -01513 

II.  To  determine  the  dimensions  of  an  uniform  channel,  which 
shall  discharge  Q  cubic  feet  of  water  per  second  with  the  declivity  i. 
— To  solve  this  problem,  it  is  necessary,  in  the  first  place,  to 
assume  a  figure  for  the  intended  channel,  so  that  the  proportions  of 
all  its  dimensions  to  each  other,  and  to  the  hydraulic  mean  depth  m, 
may  be  fixed.  This  will  fix  also  the  proportion  A  ~  m*  of  the 
sectional  area  to  the  square  of  the  hydraulic  mean  d^W^^OowX*.-*®. 
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be    known  although   those  areas  are  still  unknown;    let   it  be 
denoted  by  n. 

[The  following  are  examples  of  the  values  of  n  for  different 

figures  of  cross-section : — 

for  a  semicircle,  n  =  6-2832; 

for  a  half-square,  n  —  8; 

for  a  half-hexagon,  n  =  4  „/3=  6-928 ; 

for  a  section  (proposed  by  Mr.  Neville)  bounded  below  and  at  the 
sides  by  three  straight  lines,  all  tangents  to  one  semicircle 
which  has  its  centre  at  the  water  level,  the  bottom  being 
horizontal,  and  the  sides  sloping  at  any  angle  I  (see  fig.  388); 


In  each  of  the  four  figures  mentioned  above,  m  is  one-half  of  the 
greatest  depth.] 

Compute  a  first  ajfprotrimation  to  the  required  hydraulic  mean 

depth  as  follows ; — 

"  -  (sm)' <*> 

also  a  first  approximation  to  the  velocity, 

_._  _9_ . 


•■<«•> 


from  these  data,  by  means  of  equation  1  of  this  article,  compute  an 
approximate  declivity  i'.  If  this  agrees  exactly  or  very  nearly  with 
the  given  declivity,  t,  the  first  approximation  to  the  hydraulic  mean 
depth  is  sufficient;  if  not,  a  corrected  hydraulic  mean  depth  is  to  be 
found  by  the  following  formula : — 

—  C*n) « 

From  the  hydraulic  mean  depth,  all  the  dimensions  of  the  chan- 
nel are  to  be  deduced,  wsw>t&in%ta  the  figure  assumed  for  it 
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452.  Ktoraii«M  Pnimi  %t  a  w«ir, — When  a  weir  or  dam  is 
erected  across  a  river,  the  following  formula}  serve  to  calculate 
the  height  A„  in  feet,  at  which  the  water  in  the  pond,  close  behind 
the  weir,  will  stand  above  its  crest;  Q  being  the  discharge  in  cubic 
feet  per  second,  and  b  the  breadth  of  the  weir  in  feet: — 

L   Weir  not  drowned,  with  a  flat  or  slightly  rounded  crest — 

*.  -  (n?)''"*"'7' ('■) 

II.  Weir  drowned. — Let  A,  be  the  height  of  the  water  in  front  of 
the  weir  above  its  crest. 

First  approximation;  h\  =  A,  +  (     ..J  (2.) 

Second  approximation, ■  h'l  =  h\  —  Aj  { 1  —  j  ■  ,,  —  ,-J.  (3.) 


r  is  the  effect  produced  by  the  elevation  of  the 
water-level  in  the  pond  close  behind  the  weir,  upon  the  surface  of 
the  stream  at  places  still  farther  up  its  channel. 

For  a  channel  of  uniform  breadth  and  declivity,  the  following  is 
an  approximate  method  of  determining  the  figure  which  a  given 
elevation  of  the  water  close  behind  a  weir  will  cause  the  surface  of 
the  stream  farther  up  to  assume. 

Let  i  denote  the  rate  of  inclination  of  the  bottom  of  the  stream, 
which  is  also  the  rate  of  inclination  of  its  surface  before  being 
altered  by  the  weir. 

Let  l0  be  the  natural  depth  of  the  stream,  before  the  erection  of 
he  weir. 

Let  Jj  be  the  depth  as  altered,  close  behind  the  weir. 

Let  it  be  any  other  depth  in  the  altered  part  of  the  stream. 

It  is  required  to  find  x,  the  distance  from  the  weir  in  a  direction 
ip  the  stream  at  which  tho  altered  depth  8S  will  be  found. 

Denote  the  ratio  in  which  the  depth  is  altered  at  any  point  by 


then 


tn  d  let  9  denote  the  following  function  of  that  ratio :- 
=  arc.  tan. 


'Jl 


Irfl 


-00 
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A  convenient  approximate  formula  for  computing  ip  is  as  follows  r- 


9  nearly  = 


a?    5f»    St*  ■ 


..(li.) 


=  8j  -^  !0  and  rs  =  3g  -v  S^ 
^+(i-SM)(»,-»J^ (2.) 


The  following  table  givea  « 


■480 
■376 


•189 


•166 
■147 


089 
■076 
•065 
•056 


The  first  term  in  the  right-hand  side  of  the  formula  2  is  the  dis- 
tance back  from  the  weir  at  which  the  depth  !a  would  be  found  if 
the  surface  of  the  water  were  level.  The  second  term  is  the 
additional  distance  arising  from  the  declivity  of  that  surface 
towards  the  weir.  The  constant  264  is  an  approximation  to  2  +ft 
/being  the  co-efficient  of  friction.  For  a  natural  declivity  of  1  in 
264  the  second  term  vanishes.  For  a  steeper  declivity  it  become* 
negative,  indicating  that  the  surface  of  the  water  rises  towards  the 
weir;  but  although  that  rise  really  takes  place  in  such  cases,  the 
agreement  of  its  true  amount  with  that  given  by  the  formula  n 
somewhat  uncertain,  inasmuch  as  the  formula  involves  assumptions 
which  are  less  exact  for  steep  than  for  moderate  natural  declivities. 
It  is  best,  therefore,  in  cases  of  natural  declivities  steeper  than  1 
in  264,  to  compute  the  extent  of  backwater  simply  from  the  first 
term  of  the  formula. 

454.  »i«am  of  Une«n«i  ttttitomn. — The  preceding  rule  for  deter- 
mining the  figure  and  extent  of  backwater  is  the  solution  of  a 
particular  case  of  the  following  general  problem : — Given  the  form  0/ 
the  bed  of  a  stream,  the  discharge  Q,  and  the  toaler-level  at  one  eroes- 
seclion;  to  find  the  form  assumed  by  the  surface  of  the  water  w  an 
up-stream  direction /rem  that  arons-section. 
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In  this  ease  the  loss  of  head  between  any  two  crow-sections  is  the 
sum  of  that  expended  in  overcoming  friction,  and  of  that  due  to 
change  of  velocity,  when  the  Telocity  increases,  or  the  difference  of 
those  two  quantities  when  the  velocity  diminishes,  which  difference 
may  be  positive  or  negative,  and  may  represent  either  a  loss  or  a 
i   of  head.      In  parte  of  the  stream  where  the  difference  ii 


way.     Id  fig.  289,  let  0  Z  be 


that  portion  of  the 
d  v,  because  of  e  being 


negative,  the  surface  slopes  the 
the  vertical  plane  of  the  cross- 
section  at  which  the  water- 
level  is  given;  let  horizontal 
abscissie,  such  as  O  X  =  x,  be 
measured  against  the  direction 
of  flow,  and  vertical  ordinate* 
to  the  surface  of  the  stream, 
such  as  X  B  =  z,  upwards  from 
a  horizontal  datum  plane.  Con- 
sider any  indefinitely  short 
Krtion  of  the  stream  whose 
igth  is  d  x,  hydraulic  mean 
depth  m,  and  area  of  section'  A.  The  fall 
stream  is  d  z,  and  the  acceleration 
opposite  to  x.     Then, 

,    __*dv     fdjc    _**_ 
5  32-2  *     m     '  644'  * 

In  applying  this  differential  equation  to  the  solution  of  any  parti- 
cular problem,  for  v  is  to  be  put  Q  ■.-  A,  and  for  A  and  m  are  to  be 
put  their  values  in  terms  of  x  and  n.  Thus  is  obtained  a  inf- 
erential equation  between  x  and  z,  and  the  constant  quantity,  Q, 
which  equation,  being  integrated,  gives  the  relation  between  x  and 
z,  the  co-ordinates  of  the  surface  of  the  stream. 

455.  The  xim  «r  jemprjinj  a  Bcaernlr  is  determined  by  con- 
ceiving it  to  be  divided  into  thin  horizontal  layers  at  different 
heights  above  the  outlet,  finding  the  velocity  of  discharge  for  each 
layer,  and  thence  the  time  of  discharge,  and  summing  or  integrating 
the  results. 

Let  t  be  the  area  of  any  given  layer,  dh  its  depth,  A  the  effective 
area  of  the  outlet,  h  the  height  of  the  layer  above  the  outlet ;  then 
the  velocity  of  outflow  for  that  layer  is  0  Jit,  C  being  a  multiplier 
taken  from  the  proper  formula  in  Articles  449,  450,  or  451.  The 
time  of  discharge  of  the  layer  ' 


••(!■) 


dt  - 


»dk 


and  if  A[  be  the  height  of  the  top  water,  ths.  ^rWia  \asws  V, 


COMBINED  STRUCTURES. 


i=    I    I"'""'  m 

One  of  the  most  convenient  ways  of  expressing  this  result  is  to 
state  the  ratio  which  the  time  of  emptying  bears  to  the  time  of  dis- 
charging a  quantity  of  water  equal  to  the  contents  of  the  reservoir 

(that  is,  I   1  id  A  ),  supposing  it  kept  always  full.    Let  that  time 

Recalled  T;  its  value  is  T  =    f  '  s  d  A  +  AC^  and  that  of 
the  required  ratio  is 

i-K-R'7I*fr«- « 


The  following  are  examples: — 

Reservoir  with  vertical  aides  (s  =  constant) ;  I  •*■  T  ^  2. 

Wedge-shaped  reservoir  (s  =  constant  XA);I  +  T=  1£. 

Pyramidal  reservoir,  the  base  of  the  pyramid 
being  the  surface,  the  apex  at  the  outlet 
(a  =  constant  X  A*); *  4- T  =  U. 

The  division  of  the  reservoir  into  layers  may  be  facilitated  by  a 
plan  with  contour-lints  at  a  series  of  different  levels. 

The  time  required  to  empty  part  of  a  reservoir  is  found  by  com- 
puting the  time  required  to  empty  the  whole,  and  subtracting  from 
it  the  time  which  would  be  required  to  empty  the  remaining  part. 

The  time  required  to  equalize  tlte  level  of  the  water  in  two  adjoin- 
ing basins  with  vertical  sides  (such  as  lock-chambers  on  canals), 
when  a  communication  is  ojiened  between  them  under  water,  is  the 
same  with  that  required  to  empty  a  vertical -sided  reservoir  of  a 
volume  equal  to  the  volume  of  water  transferred  between  the 
chambers,  and  of  a  depth  equal  to  their  greatest  difference  of  level 

Section  II. — OftJie  Measurement  and  Estimation  of  Water. 

456.    nonrtwol 'Watt*  in  GtKial      RalB-fnll.  Tviml  ana  AvaUaMa, 

— The  original  source  of  all  supplies  of  water  is  the  rainfall.  The 
rain-water  which  escapes  evaporation  and  absorption  by  vegetables 
either  runs  directly  from  the  surface  of  the  ground  or  from  the  pores 
of  the  surface-soil  into  streams,  or  it  sinks  deeper  into  the  ground, 
flows  through  the  crevices  of  porous  strata,  and  escapes  at  their 
out-crop  in  springs,  or  collects  in  such  porous  strata,  from  which  it 
is  drawn  by  means  of  wells. 
«.     In  what  manner  soever  tiws  -suSra  is  collected,  and  whether  it  is 
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to  be  used  for  irrigation,  for  driving  machinery,  for  fuelling  a  canal, 
or  for  the  supply  of  a  town,  or  to  be  got  rid  of  as  in  works  of  mere 
drainage,  the  measurement  of  the  rain-fell  of  the  district  whence 
it  comes  is  of  primary  importance.  To  complete  that  measurement 
two  kinds  of  data  are  required, — the  area  of  the  district,  called  the 
drainage  area,  or  catchment-basin,  or  gathering-ground ;  and  the 
depth  of  rain-fall  in  a  given  time. 

I.  A  Drainage  Area,  or  Catchment-basin,  is,  in  almost  every  case, 
a  district  of  country  enclosed  by  a  ridge  or  water-shed  line  (see 
Article  58,  p.  93),  continuous  except  at  the  place  where  the  waters 
of  the  basin  find  an  outlet.  It  may  be,  and  generally  is,  divided  by 
branch  ridge-lines  into  a  number  of  smaller  basins,  each  drained  by 
its  own  stream  into  the  main  stream.  In  order  to  measure  the 
area  of  a  catchment-basin  a  plan  of  the  country  is  required,  which 
cither  shows  the  ridge-lines  or  gives  data  for  finding  their  positions 
by  means  of  detached  levels,  or  of  contour-lines.   (Article  59,  p.  95.) 

When  a  catchment-basin  is  very  extensive  it  is  advisable  to  mea- 
sure the  several  smaller  basins  of  which  it  consists,  as  the  depths  of 
rain-fall  in  them  may  be  different;  and  sometimes,  also,  for  the 
same  reason,  to  divide  those  basins  into  portions  at  different  dis- 
tances from  the  mountain-chains,  where  rain-clouds  are  chiefly 
formed. 

The  exceptional  cases,  in  which  the  boundary  of  a  drainage  area 
is  not  a  ridge-line  on  the  surface  of  the  country,  are  those  in  which 
the  rain-water  sinks  into  a  porous  stratum  until  its  descent  is 
stopped  by  an  impervious  stratum,  and  in  which,  consequently,  one 
boundary  at  least  of  the  drainage  area  depends  on  the  figure  of  the 
impervious  stratum,  being,  in  fact,  a  ridge-line  on  the  upper  surface 
of  that  stratum,  instead  of  on  the  ground,  and  very  often  marking 
the  upper  edge  of  the  outcrop  of  that  stratum.  If  the  porous 
stratum  is  partly  covered  by  a  second  impervious  stratum,  the 
nearest  ridge-line  on  the  latter  stratum  to  the  point  where  the 
porous  stratum  crops  out,  will  be  another  boundary  of  the  drainage 
area.  In  order  to  determine  a  drainage  area  under  these  circum- 
stances it  is  necessary  to  have  a  geological  map  and  sections  of  the 
district. 

II.  The  Depth  of  Rain-Jail  in  a  given  time  varies  to  a  great 
extent  at  different  seasons,  in  different  years,  and  in  different  places. 
The  extreme  limits  of  annual  depth  of  rain-fall  in  different  parts  of 
the  world  may  be  held  to  be  respectively  nothing  and  150  inches. 
The  average  annual  depth  of  rain-fall  in  different  parts  of  Britain 
ranges  from  22  inches  to  140  inches,  and  the  least  annual  depth 
recorded  in  Britain  is  about  15  inches. 

The  rain-fall  in  different  parts  of  a  given  country  is,  in  general, 
.greatest  in  those  districts  which  lie  towards  the  quarter  fcom^^i^ 
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the  prevailing  winds  blow;  in  Britain,  for  example,  the  i 
districts  are  the  most  rainy.  Upon  a  given  mountain- ridge,  however, 
the  reverse  is  the  case,  the  greatest  rain-fall  taking  place  on  that 
side  which  lies  to  leeward,  as  regards  the  prevailing  winds :  thai, 
in  Britain,  more  rata  falls  in  general  on  the  eastern  than  on  the 
western  slope  of  a  range  of  hills.  The  cause  of  this  is  probably  the 
fact  that  the  condensation  of  watery  vapour  in  the  atmosphere  into 
rain-clouds  arises  in  general  from  the  ascent  of  moist  and  warm  air 
up  the  slopes  of  mountains  into  a  cold  region;  the  clouds  tiro* 
formed  are  drifted  hy  the  wind  to  the  leeward  side  of  the  moun- 
tains, and  there  fall  in  rain.  To  the  same  cause  may  be  ascribed 
the  fact  that  the  rain-fall  is  greater  in  mountainous  than  in  flat 
districts,  and  greater  at  points  near  high  mountain-summits  than 
at  points  further  from  them. 

The  elevation  of  the  locality  where  the  rain-fall  is  measured  does 
not  appear  materially  to  affect  the  depth,  except  in  so  far  as  eleva- 
tion is  an  usual  accompaniment  of  nearness  to  a  mountain -chain. 

A  vast  amount  of  detailed  information  has  been  collected  as  to 
the  depth  of  rain-fall  in  different  places  at  different  times;  but 
there  does  not  yet  exist  any  theory  from  which  a  probable  estimate 
of  the  rain-fall  in  a  given  district  can  be  deduced  independently  of 
direct  observation. 

The  most  important  data  respecting  the  depth  of  rain-fall  is  a 
given  district,  for  practical  purposes,  are  the  following:— 

(1.)  The  least  annual  rain-fall. 

(2.)  The  mean  annual  rain-fall 

(3.)  The  greatest  annual  rain-full. 

(4.)  The  distribution  of  the  rain-fall  at  different  seasons,  and, 

especially,  the  longest  continuous  drought, 
(5.)  The  greatest  flood  rain-fall,  or  continuous  fall  of  rain  in  a 

short  period. 

The  order  of  importance  of  these  data  depends  on  the  purpose  of 
the  proposed  work.  If  it  is  one  of  water-supply,  the  least  annual 
rain-fall  and  the  longest  drought  are  the  most  important  data;  if 
it  is  a  work  of  drainage,  the  greatest  annual  rain-fall  and  the  greatest 
flood  are  the  most  important 

Experience  shows  that  to  obtain  those  data  completely  and 
exactly  for  a  given  district  requires  at  least  20  years  of  daily  rain- 
gauge  observations,  if  not  more.  But  it  very  seldom  happens  that 
eo  long  a  series  of  observations  has  been  made  in  the  precise  spots  to 
which  the  inquiries  of  the  engineer  are  directed,  and  in  the  absence 
of  such  records  he  may  proceed  as  follows : — 

(1.)  Obtain  a  copy  of  the  records  of  the  observations  made  at  the 
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nearest  station  where  the  rain-fall  has  been  observed  for  a  Ions 
series  of  years,  and  from  them  ascertain  the  longest  drought,  and 
compute  the  mean  annual  rain-fall  at  that  station,  the  greatest  and 
least  annual  rain-fall,  the  greatest  flood  rain-fall,  dec.  The  station 
in  question  may  be  called  the  "standard  station." 

(2.)  Establish  rain-gauges  in  the  district  to  be  examined,  at  places 
which  may  be  called  the  "  catchment  stations,"  and  have  them 
observed  daily  by  trustworthy  perrons,  taking  care  to  obtain  a  copy 
of  the  records  of  the  observations  made  at  the  same  time  at  the 
standard  station ;  and  let  that  series  of  simultaneous  observations 
be  carried  on  as  long  as  possible. 

(3.)  Compute  from  those  simultaneous  observations  the  propor- 
tions borne  to  the  rain-fall  at  the  standard  station  by  the  rain-fall 
in  the  same  time  at  the  several  catchment  stations;  multiply  the 
greatest,  least,  and  mean  annual  depths  of  rain-fall,  the  greatest 
flood,  <fcc,  at  the  standard  station  by  those  proportions,  and  the 
results  will  give  probable  values  of  the  corresponding  quantities  at 
the  catchment  stations. 

The  positions  of  the  catchment  rain-gauge  stations  must,  to  a 
considerable  extent,  be  regulated  by  the  practicability  of  having 
them  observed  once  a-day ;  but  they  should,  as  far  as  practicable, 
be  distributed  uniformly  over  the  gathering-ground.  If  it  consists 
of  a  number  of  branch  basins,  there  should,  if  possible,  be  one  or 
more  rain-gauges  in  each  of  them.  If  it  is  bounded  or  traversed  by 
high  hills,  some  gauges  should  be  placed  on  or  near  their  summits, 
and  others  at  different  distances  from  them. 

Each  rain-gauge  should  be  placed  in  an  open  situation,  that  it 
may  not  be  screened  by  rocks,  walls,  trees,  hedges,  or^other  objects, 
lbs  mouth  should  be  as  near  the  level  of  the  ground  as  is  consistent 
with  security.  It  may  be  surrounded  with  an  open  timber  or  wire 
fence  to  protect  it  from  cattle  and  sheep. 

A  rain-gauge  for  use  in  the  field  consists,  in  general,  of  a  conical 
funnel,  with  a  vertical  cylindrical  rim,  very  accurately  formed  to  a 
prescribed  diameter,  such  as  10  or  12  inches,  and  a  collecting  vessel 
for  the  water,  usually  cylindrical,  and  smaller  in  area  than  the 
mouth  of  the  funnel  If  this  vessel  is  to  be  used  as  a  measuring 
vessel  also,  the  ratio  of  its  area  to  that  of  the  mouth  of  the  funnel 
is  accurately  ascertained,  and  the  depth  at  which  the  water  stands 
in  it  is  shown  by  means  of  a  float  with  a  graduated  brass  stem 
rising  above  the  mouth  of  the  gauge.  Sometimes  the  rain  collected 
is  measured  by  being  poured  into  a  graduated  glass  measure,  which 
the  observer  carries  in  a  case.  The  most  accurate  method  of  gra- 
duating the  measure  is  by  putting  known  weights  of  water  into  it^ 
and  marking  the  height  at  which  they  stand  (as  recommended  by 
Mr.  Kaskoll  in  bis  Engineering  Field-Work).    Id  performing **■» 


696 

process,  tlie  weight  of  a  cubic  inch  of  pare  water,  at  G2°  Pkhr.,  ntsy 
be  taken  as 

252-6  grains.* 

The  glass  measure  may  either  be  graduated  to  cubic  inches, 
which,  being  divided  by  the  area  of  the  funnel  in  square  inches, 
will  give  the  depth  of  rain-fall  in  inches;  or  it  may  be  graduated 
to  show  at  once  inches  of  rain-fall  in  a  funnel  of  the  area  employed. 
■  Observations  of  rain-fall  in  the  field  are  usually  recorded  to  two 
decimal  places  of  an  inch. 

It  may  be  stated  as  a  result  of  experience,  that  the  proportions  of 
the  least,  mean,  and  greatest  annual  rain-fall  at  a  given  spot  usually 
lie  between  those  of  the  numbers  2,  3,  and  i,  and  those  of  the  num- 
bers 4,  5,  and  6. 

III.  The  Available  Rain-fall  of  a  district  is  that  part  of  the 
total  rainfall  which  remains  to  be  stored  in  reservoirs,  or  carried 
away  by  streams,  after  deducting  the  loss  through  evaporation, 
through  permanent  absorption  by  plants  and  by  the  ground,  Ac 

The  proportion  borne  by  the  available  to  the  total  rain-fall  varies 
very  much,  being  affected  by  the  rapidity  of  the  rain-fall  and  the 
compactness  or  porosity  of  the  soil,  the  steepness  or  flatness  of  the 
ground,  the  nature  and  quantity  of  the  vegetation  upon  it,  the 
temperature  and  moisture  of  the  air,  the  existence  of  artificial 
drains,  and  other  circumstances.     The  following  are  examples  :— 

Available  Qaln-filL 


Total  B 
Steep  surfaces  of  granite,  gneiss,  and  slate,  nearly  i 

Moorland  and  hilly  pasture from    8  to  -6 

Flat  cultivated  country, from   -5  to  '4 

Chalk, o 

Deep-seated  springs  and  wells  give  from  '3  to  '4  of  the  total 
rain-falL 

Such  data  as  the  above  may  be  used  in  roughly  estimating  the 
probable  available  rain-fall  of  a  district;  but  a  much  more  accurate 
and  satisfactory  method  is  to  measure  the  actual  discharge  of  the 
streams  at  the  same  time  that  the  rain-gauge  observations  are  made, 
and  so  to  find  the  actual  proportion  of  available  to  total  rain-falL 

407.  niiuunii«i  nd  ehiuuh  aian  Fitir  tf  siniui, — There 

*  This  I*  deduced  bom  the  value  already  given  In  p.  161  for  the  weight  of  a  cubic 
foot  of  pore  water  at  62°  Fihr.,  via.,  62  863  lbs.  avoirdupois,  or  486,195  grain*. 
That  value  !■  based  on  data  given  In  Profeaeor  Miller's  paper  on  the  "  Standard 
Puund'  (PhiloiopKcal  TnuuaotioM,  1856);  it  diner*  slightly  thus  that  (annertr 
axed  b  j  stauiM  cat  lint*  riyabaifl. 
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are  three  methods  of  measuring  the  discharge  of  a  stream — by  weir- 
gauges,  by  current  meters,  and  by  calculation  from  the  dimensions 
and  declivity. 

I.  The  use  of  Weir-gauges  is  the  most  accurate  method,  but  it 
is  applicable  to  small  streams  only.  The  weir  is  constructed  across 
the  stream  so  as  to  dam  lip  a  nearly  still  pond  of  water  behind  it, 
from  which  the  whole  flow  of  the  stream  escapes  through  a  notch 
or  other  suitable  sharp-edged  orifice  in  a  vertical  plate  or  board,  the 
elevation  of  still  or  nearly  still  water  being  observed  on  a  vertical 
scale  in  the  pond,  whose  zero-point  is  on  a  level  with  the  bottom  of 
the  notch,  or  with  the  centre  of  a  round  or  rectangular  orifice.  For 
the  laws  of  the  discbarge  of  water  through  vertical  orifices,  see 
Article  449,  p.  681. 

For  streams  of  very  variable  flow,  it  appears  from  the  experi- 
ments of  Mr.  James  Thomson,  that  the  right-angled  triangular  notch 
is  the  best  form  of  orifice  (see  Reports  of  the  British  Association  /or 
1861),  as  it  measures  large  and  small  quantities  with  equal  preci- 
sion, and  has  a  sensibly  constant  co-efficient  of  contraction.  Where 
one  Buch  notch  is  insufficient,  he  recommends  the  use  of  a  row  of 
them.  The  pond  may  have  a  flat  floor  of  planks,  on  a  level  with 
the  bottom  of  the  triangular  notch. 

When  orifices  wholly  immersed  are  used,  round  or  square  holes 
are  the  best,  because  their  co-efficients  of  contraction  vary  less  than 
those  of  oblong  holes  (see  p.  680).  If  one  round  or  square  hole  is 
insufficient,  a  horizontal  row  of  them  may  be  used. 

A  weir-gauge  should  be  placed  on  a  straight  part  of  the  channel, 
because  if  it  is  placed  on  a  curved  part  the  rush  of  water  from  the 
outlet  may  undermine  the  concave  bank  of  the  stream.  To  pre- 
vent the  weir  itself  from  being  undermined  in  front,  the  bottom  of 
the  channel  below  the  outlet  should  he  protected  by  an  apron  of 
boards,  or  a  stone  pitching,  or  by  carrying  the  water  some  distance 
forward  in  a  wooden  shoot  or  spout,  placed  so  low  as  not  to  drown 
any  part  of  the  outlet. 

Stream-gauges  ought  to  be  observed  once  a-day  at  least,  and 
oftener  when  the  flow  of  the  stream  is  in  a  state  of  rapid  varia- 
tion, as  it  is  during  the  rise  and  fall  of  floods. 

II.  By  Current  Meters. — In  large  streams  the  flow  can  in  general 
be  measured  only  by  finding  the  area  of  cross-section  of  the  stream, 
measuring  by  suitable  instruments  the  velocities  of  the  current  at 
various  points  in  that  cross-section,  taking  the  mean  of  those 
velocities,  and  multiplying  it  by  the  sectional  area.  The  most 
convenient  instrument  for  such  measurements  of  velocity  is  a  small 
light  revolving  fan,  on  whose  axis  there  is  a  screw,  which  drives  a 
train  of  wheel-work,  carrying  indexes  that  record  the  number  of 
revolutions  made  in  a  given  time.     The  whole  aypara.twaiat.-vii.^. 
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the  end  of  a  pole,  bo  that  it  can  be  immersed  to  different  depths  in 
different  parts  of  the  channel.  The  relation  between  the  number 
of  revolutions  of  the  fan  per  minute,  and  the  corresponding  velocity 
of  the  current,  should  be  determined  experimentally  by  moving  the 
instrument  with  different  known  velocities  through  a  piece  of  still 
water,  and  noting  the  revolutions  of  the  fan  in  a  given  time. 

A  straight  and  uniform  part  of  the  channel  should  always  be 
chosen  for  experiments  on  the  velocity  of  a  stream. 

When  front  the  want  of  the  proper  instrument,  or  any  other 
cause,  the  velocity  of  the  current  cannot  be  measured  at  various 
points,  the  velocity  of  its  swiftest  part,  which  is  at  the  middle  of  the 
surface  of  the  stream,  may  be  measured  by  observing  the  motions 
of  any  convenient  body  floating  down,  and  from  that  greatest  velo- 
city the  mean  velocity  may  be  computed  by  the  formula  given  in 
Article  445,  p.  674. 

III.  By  Calculation  from  the  Declivity. — For  this  purpose  a  por- 
tion of  the  stream  must  be  carefully  levelled,  cross-sections  being 
taken  at  intervals;  and  the  discharge  is  to  be  calculated  by 
the  rules  of  Division  L  of  Article  451,  p.  687.  In  order  that  the 
result  may  be  accurate,  the  part  of  the  stream  chosen  should  have, 
as  nearly  as  possible,  an  uniform  cross-section  and  declivity,  and 
should  be  free  from  obstruction  to  the  current,  and,  above  all,  from 
weeds,  which  have  been  known  to  increase  the  friction  nearly 
tenfold. 

IV.  Estimation  of  Flow  in  Different  Yean. — The  discharge  of  s 
stream  during  a  certain  period  of  observation  having  been  ascer- 
tained, may  be  used  to  compute  probable  values  of  its  least,  mean, 
and  greatest  discharge  in  a  series  of  years,  by  multiplying  it  by  the 
proportions  borne  by  the  rain-fall  in  those  years  as  observed  at  tits 
"  standard  station"  (see  Article  456,  p.  695)  to  the  rain-fall  at  the 
same  station  during  the  period  when  the  stream  was  gauged. 

458.  Ordisarr  Flaw  ua.  Flood*. — Questions  often  arise  between 
the  promoters  of  a  water-work  and  the  owners  and  occupiers  of 
land  on  the  banks  of  a  stream  as  to  the  distinction  between  the 
"  ordinary"  or  "  average  summer  discharge"  of  a  stream  and  the 
"flood  discharge."  The  distinction  is  in  general  not  difficult  to 
draw  by  an  engineer  who  personally  inspects  the  stream  at  each 
time  that  its  flow  is  gauged;  but  to  provide  for  the  case  of  such 
inspection  being  impracticable,  Mr.  Leslie  has  proposed  an  arbitrary 
rule  for  drawing  that  distinction,  which  many  engineers  have 
adopted.     It  is  as  follows : — 

Range  the  discharges  as  observed  daily  in  their  order  of  magni- 

Divide  the  list  thus  arranged  into  an  upper  quarter,  a  middle 
half,  and  a  lower  charter. 
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The  discharges  in  the  upper  quarter  of  the  list  are  to  be  consi- 
dered as  floods. 

For  each  of  the  flood  discharges  thus  distinguished  substitute  the 
average  of  the  middle  halfoft/ie  list,  and  take  the  mean  of  the 
whole  list,  as  thus  modified,  for  the  ordinary  or  average  discharge, 
exclusive  of  flood-waters. 

It  appears  that  the  ordinary  discharge,  as  computed  by  this 
method  in  a  number  of  examples  of  actual  streams  in  hilly  districts, 
ranges  from  one-third  to  one-fourth  of  the  mean  discharge,  including 
floods;  being  a  result  in  accordance  with  those  arrived  at  by  engi- 
neers who  have  distinguished  floods  from  ordinary  discharges  to- 
the  best  of  their  judgment,  without  following  rules, 

459.  nnannu  mt  fri«w  !■  Pipes. — The  Water  Meters,  or 
instruments  for  measuring  the  flow  in  pipes,  now  commonly  used, 
may  be  divided  into  two  classes — piston  meters  and  wheel  meters. 

A  piston  meter  is  a  small  double-acting  water-pressure  engine, 
driven  by  the  flow  of  water  to  be  measured.  That  of  Messrs. 
Chadwick  and  Frost  records  the  number  of  strokes  made  by  the 
piston,  each  stroke  corresponding  to  a  certain  volume  of  water. 
That  of  Mr.  Kennedy  is  so  constructed  that,  by  means  of  a  rack  on 
the  piston-rod  driving  pinions,  the  distance  traversed  by  the  piston 
is  recorded  by  a  train  of  wheel-work,  with  dial-plates  and  indexes. 

An  example  of  a  wheel  meter  is  that  of  Mr.  Siemens,  being  a 
small  reaction  turbine  or  "  Barker's  mill,"  driven  by  the  flow.  The 
revolutions  are  recorded  by  a  train  of  wheel-work,  with  dial-plates 
and  indexes. 

Another  example  of  a  wheel  meter  is  that  of  Mr.  Gorman,  being 
a  small  fan  turbine  or  vortex  wheel  driven  by  the  flow,  and  driving 
the  indexes  of  dial-plates. 

The  ordinary  errors  of  a  good  water  meter  are  from  £  to  1  per 
cent. ;  in  extreme  cases  of  variation  of  pressure  and  speed  errors 
may  occur  of  2  j  per  cent. 

The  value  of  the  revolutions  of  a  wheel  meter  should  be  ascer- 
tained experimentally,  by  finding  the  number  of  revolutions  made 
during  the  filling  of  a  tank  of  known  capacity. 

For  descriptions  of  several  kinds  of  water  meters,  see  the  Trans- 
actions of  the  Institution  of  Mechanical  Engineers  for  1856. 


Section  III. — Of  Store  Reservoirs. 

460.  PiqwM  »d  £>paciir  «r  More  Bewrvair*. — A  store  reser- 
voir is  a  place  for  storing  water,  by  retaining  the  excess  of  rain-fall 
in  times  of  flood,  and  letting  it  off  by  degrees  in  times  of  drought 
It  effects  one  or  more  of  the  following  purposes : — 
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To  prevent  damage  by  floods  to  the  country  below  toe  rweriuir. 

To  prevent  the  evil  consequences  of  droughts. 

To  increase  the  ordinary  or  available  flow  of  a  stream  by  addfatt 
to  it  the  whole  or  part  of  the  flood-waters. 

To  enable  water  to  be  diverted  from  a  stream  without  diminishing 
the  "  ordinary  "  or  "  average  summer  flow,"  as  defined  in  Artid* 
458,  p.  698. 

To  allow  mechanical  impurities  to  settle. 

The  available  capacity  or  storage-room  of  a  reservoir  is  the  volume 
contained  between  the  highest  and  lowest  working  water-lereb, 
and  is  less  than  the  total  capacity  by  the  volume  of  the  space  below 
the  lowest  working  water-level,  which  is  left  as  a  place  for  the 
collection  of  sediment,  and  which  is  either  kept  always  full,  or  only 
emptied  when  it  is  absolutely  necessary  to  do  so  for  purposes  of 
cleansing  and  repair.  It  is  impossible  to  lay  down  an  universal 
rule  for  the  volume  of  the  space  so  left,  or  "bottom"  as  it  is  called; 
but  in  some  good  examples  of  artificial  reservoirs  it  occupies  about 
one-sixth  of  the  greatest  depth  of  water  at  the  deepest  part  of  the 
reservoir. 

The  absolute  storage-room  required  in  a  reservoir  is  regulated  by 
two  circumstances: — the  demand  for  water,  and  the  extent  to  which 
the  supply  fluctuates. 

The  demand  is  usually  a  certain  uniform  quantity  per  day. 
Experience  has  shown  that  about  1 20  days'  demand  is  the  least 
storage-room  that  has  proved  sufficient  in  the  climate  of  Britain; 
in  some  cases  it  has  proved  insufficient ;  and  even  a  storage  equal  to 
140  days'  demand  has  been  known  to  fail  inavery  dry  season;  and 
consequently  some  engineers  advise  that  every  store  reservoir 
should  if  possible  contain  six  months'  demand. 

From  data  respecting  various  existing  reservoirs  and  gathering- 
groundsi  given  by  Mr.  Bearduiore  (Hydraulic  Tables),  it  appear* 
that  the  storage-room  varies  from  one-third  Co  one-half  of  the  avail- 
able annual  rain-fall. 

The  best  rule  for  estimating  the  available  capacity  required  in  s 
store  reservoir  would  probably  be  one  founded  upon  taking  into 
account  the  supply  as  well  as  the  demand.     For  example — 

180  days  of  the  excess  of  the  daily  demand,  above  the  least  daily 
supply,  as  ascertained  by  gauging  and  computation  in  the  manner 
described  in  the  preceding  section. 

In  order  that  a  reservoir  of  the  capacity  prescribed  by  the  pre- 
ceding rule  may  be  efficient,  it  is  essential  that  the  least  available 
annual  rain-fall  of  the  gathering-ground  should  be  sufficient  to 
supply  a  year's  demand  for  water. 

To  enable  the  gathering-ground  to  supply  a  demand  for  water 
_  corresponding  to  the  average  available  annual  rain-fall,  the  yreatett 
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total  deficiency  of  available  rain-fall  below  such  average,  whether 
confined  to  one  year  or  extending  over  a  series  of  rears,  must  be 
ascertained,  and  an  addition  equal  to  such  deficiency  made  to  the 
reservoir  room;  but  it  is  in  general  safer,  as  well  as  lees  expensive, 
to  extend  the  gathering-ground  so  that  the  least  annual  supply  may 
be  sufficient  for  Jhe  demand. 

The  foregoing  principles  as  to  capacity  hare  reference  to  those 
cases  in  which  the  water  is  to  be  used  to  supply  a  demand  for 
water.  "When  the  sole  object  of  the  reservoir  is  to  prevent  floods 
in' the  lower  parts  of  the  stream,  it  ought  to  be  able  to  contain  the 
ascertained  greatest  total  excess  of  the  available  rain-fall  during  a 
season  of  flood  above  the  greatest  discharging  capacity  of  the  stream 
consistent  with  freedom  from  damage  to  the  country. 

461.  Bam«r  sn». — In  choosing  the  site  of  a  reservoir,  tho 
engineer  has  three  things  chiefly  to  consider:  the  elevation,  the 
configuration  of  the  ground,  and  the  materials,  especially  those 
which  will  form  the  foundations  of  the  embankment  or  embank- 
ments by  which  the  water  is  to  be  retained. 

I.  The  Elevation  of  the  site  must  at  once  be  so  high  that  from 
the  lowest  water-level  there  shall  be  sufficient  fall  for  the  pipes, 
conduits,  or  other  channels  by  which  the  water  is  to  be  discharged, 
and  at  the  same  time  so  low  that  there  shall  he  a  sufficient  gather- 
ing-ground above  the  highest  water-level. 

IL  The  Configuration  of  Ae  Ground  best  suited  for  a  reservoir 
site  is  that  in  which  a  large  basin  can  be  enclosed  by  embanking 
across  a  narrow  gorge.  To  enable  the  engineer  to  compare  such 
sites  with  each  other,  and  to  calculate  their  capacities,  plans  with 
frequent  contour-lines  are  very  useful  (Article  50,  p.  95),  or  in  the 
absence  of  contour-lines,  numerous  cross-sections  of  the  valleys. 
The  water's  edge  of  the  reservoir  is  itself  a  contour-line.  After  tho 
site  of  a  reservoir  has  been  fixed,  a  plan  of  it  should  be  prepared 
with  contour-lines  numerous  and  close  enough  to  enable  the 
engineer  to  compute  the  capacity  of  every  foot  in  depth  from  the 
lowest  to  the  highest  water-level,  so  that  when  the  reservoir  is  con- 
structed and  in  use,  the  inspection  of  a  vertical  scale  fixed  in  it 
may  show  how  much  water  there  is  in  store. 

Care  should  be  taken  to  observe  whether  the  basin  of  a  projected 
reservoir  site  has,  besides  its  lowest  outlet,  higher  outlets  through 
which  the  water  may  escape  when  the  lowest  outlet  is  closed, 
unless  they  also  are  closed  by  embankments. 

The  figure  of  the  ground  at  the  site  of  a  proposed  reservoir 
embankment  must  be  determined  with  care  and  accuracy,  by  making 
not  only  a  longitudinal  section  along  the  centre  line  of  the  embank- 
ment (which  section  will  be  a  cross-section  as  regards  the  valley), 
but  several  cross-sections  of  the  site  of  the  embankment,  which  should 
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be  at  right  angles  to  the  longitudinal  section,  unless  there  is  some 
special  reason  for  placing  them  otherwise.  One  of  these  cro» 
sections  of  the  embankment  site  should  run  along  the  course  of  the 
existing  outlet  of  the  reservoir  site  (usually  a  stream),  and  another 
along  the  course  of  the  intended  outlet  (usually  a  culvert  containing 
one  or  more  pipes). 

III.  Material. — The  materials  of  the  site  of  the  intended  embank- 
ment should  be  either  impervious  to  water  or  capable  of  being 
easily  removed  so  far  as  they  are  pervious,  in  order  to  leave  a  water- 
tight foundation;  and  their  nature  is  to  be  ascertained  by  borings 
and  trial  pita,  as  to  which,  see  Article  187,  p.  331,  and  Article  391, 
p.  598  ;  and,  if  necessary,  by  mines.  (Article  392,  p.  594.)  Inmanj 
cases  it  is  not  sufficient  to  confine  this  examination  to  the  site  of 
the  embankment;  but  the  bottom  and  sides  of  the  reservoir-basin 
must  be  examined  also,  in  order  to  ascertain  whether  they  do  not 
contain  the  outcrop  of  porous  strata,  which  may  conduct  away  the 
impounded  water.  The  best  material  for  the  foundation  of  a  reser- 
voir embankment  is  clay,  and  the  next,  compact  rock  free  from 
fissures.  Springs  rising  under  the  base  of  the  embankment  are  to 
be  carefully  avoided. 

The  engineer  should  ascertain  where  earth  is  to  be  found  suit- 
able for  making  the  embankment,  and  especially  clay  fit  for  puddle 

462.  Land  Airuk  means  land  which  lies  near  the  margin  of  ■ 
reservoir,  at  a  height  not  exceeding  three  feet  above  the  top  water- 
level,  and  whose  drainage  is  consequently  injured.  The  promoter) 
of  the  reservoir  are  sometimes  obliged  to  purchase  such  land.  Its 
boundary  is  of  course  a  contour-line 

463.  (hmhIh  .r  Hcci-rah-  EmbankikcBU. — T.  General  F igvn 
and  Dimensions. — A  reservoir  embankment  rises  at  least  3  feet 
above  the  top  water-level,  and  in  some  cases  4,  6,  or  even  10  feet  It 
has  a  level  top,  whose  breadth  may  be  in  ordinary  cases  about  out- 
third  of  the  greatest  height  of  the  embankment ;  the  outer  elope,  or 
tbat  furthest  from  the  water,  may  have  an  inclination  regulated  by 
the  stability  of  the  material,  such  as  1£  to  1,  or  2  to  1 ;  the  inner 
slope,  or  that  next  the  water,  is  always  made  natter,  its  most  com- 
mon inclination  being  3  to  1. 

II.  The  Setting-out  of  the  boundaries  of  the  embankment  on  the 
ground  (sec  Article  67,  p.  1 13)  is  to  be  performed  with  great  accuracy, 
by  the  aid  of  the  cross-section s  already  mentioned  in  a  preceding 
article  The  following  method  also  has  been  fonnd  convenient  in 
suitable  situations.  On  the  side  of  the  valley,  at  one  end  of  the  pro- 
posed embankment,  erect  upon  props  a  wooden  rail,  with  its  upper 
edge  exactly  horizontal,  and  exactly  in  the  plane  of  the  slope  to  beset 
out  At  a  convenient  distance  back  from  the  rail  as  regards  the 
^alope,  set  up  a  prop  supporting  a  sight  having  a  small  eye-hole,  also 
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exactly  in  the  plane  of  the  slope  to  be  set  out  A  row  of  pegs 
ranged  from  the  sight  bo  as  to  mark  points  on  the  ground  in  a  line 
with  the  upper  edge  of  the  rail  will  give  the  foot  of  the  slope. 

The  same  rail  (with  two  different  sights)  may  be  used  to  set  out 
both  slopes,  if  its  upper  edge  coincides  with  their  line  of  inter- 
section. Let  the  inner  slope  be  s  to  1,  the  outer  s'  to  1,  the  breadth 
of  the  top  of  the  embankment  6 ;  then  the  height  of  that  line  of  in- 
tersection above  the  top  of  the  embankment  is, 

»*(-*'■); (10 

and  its  horizontal  distance  outwards  from  the  centre  line  of  the 
embankment  is, 

i(.-O*!(>  +  0 W 

An  instrument  consulting  of  a  bar  with,  two  sights  capable  of 
turning  about  an  axis  adjusted  so  as  to  be  perpendicular  to  the 
slope  to  be  ranged  has  been  used  for  the  same  purpose. 

III.  Preparing  the  Foundation. — The  foundation  is  to  be  pre- 
pared by  stripping  off  the  soil,  and  excavating  and  removing  all 
porous  materials,  such  as  sand,  gravel,  and  fissured  rock,  until  a 
compact  and  water-tight  bed  is  reached.* 

IV.  The  Culvert  for  the  outlet-pipes  is  next  to  be  built  in 
cement  or  strong  hydraulic  mortar,  resting  on  a  base  of  hydraulic 
concrete.  Its  internal  dimensions  must  be  sufficient  to  admit  of  the 
access  of  workmen  beside  the  pipe  or  pipes  which  it  is  to  contain. 
The  principles  which  should  regulate  its  figure  and  thickness  are 
those  which  have  been  explained  in  Article  297  a,  p.  i33.  The 
outer  or  down-stream  end  of  the  culvert  is  usually  open,  and  often 
has  wing-walls  sustaining  the  thrust  of  part  of  the  outer  slope  of 
the  embankment ;  the  inner  or  up-stream  end  is  usually  closed  with 
water-tight  masonry,  through  which  the  lowest  or  scouring  outlet- 
pipe  passes.  In  some  reservoirs  there  is  a  water-tight  partition  of 
masonry  at  an  intermediate  point  in  the  culvert  The  culvert  is  to 
be  well  coated  with  clay  puddle.  (Article  206,  p.  344.)  In  the 
best  constructed  reservoirs  a  tovxr  stands  on  the  inner  end  of  the 
culvert,  to  contain  outlet-pipes  for  drawing  water  from  different 
levels,  with  valves,  and  mechanism  for  opening  and  shutting  them. 

Sometimes  a  cast  iron  pipe  is  laid  without  any  culvert 

a  The  following  method  wo  used  by  Jardine  to  dear  untonnd  pieces  iwiy  from 
the  rock  foundation  of  the  embankment  of  Glencorae  reservoir,  near  Edinburgh. 
A  layer  of  day  paddle  win  ipread  and  well  rammed  over  [he  furiaca  of  Iba  nek, 
and  was  (ben  torn  off,  when  all  the  fleeured  fragments  came  away  adhering  to  [lie 
tbeet  of  puddle,  leaving  a  snriaca  of  sound  rock  for  the  foundation  of  the  embank- 
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Y.  Making  the  Embankment. — The  embankment  is  to  be  mads 
of  clay  in  thin  horizontal  layers,  as  described  in  Article  199, 
Division  III.,  p.  341.  The  central  part  of  the  embankment  should 
be  a  "puddle  wall,"  of  a  thickness  at  the  base  equal  to  about  one- 
third  of  its  height;  it  may  diminish  to  about  two-thirds  or  one- 
half  of  that  thickness  at  the  top.  Great  care  most  be  taken  that 
the  puddle  wall  makes  a  perfectly  water-tight  joint  with  the  ground 
throughout  the  whole  of  its  course,  and  also  with  the  puddle  coating 
of  the  culvert.* 

During  the  construction  of  a  reservoir  embankment  care  should 
be  taken  to  provide  a  temporary  outlet  for  the  water  of  its  gather- 
ing-ground, sufficient  to  carry  away  the  greatest  flood-discharge. 
This  may  be  done  either  by  having  a  pipe  sufficient  for  the  purpose 
traversing  the  culvert,  or  by  completing  a  sufficient  bye-wash  before 
the  embankment  is  commenced. 

VI.  Protection,  of  Slopes  and  Top. — The  outer  slope  is  usually 
protected  from  the  weather  by  being  covered  with  sods  of  grass. 
The  inner  slope  is  usually  pitched  or  faced  with  dry  stone  set  on 
edge  by  hand,  about  a  foot  thick,  up  to  about  three  feet  above  the 
top  water-level,  and  as  much  higher  as  waves  and  spray  are  found  to 
rise.  The  top  of  the  embankment  may  be  covered  with  sods  like 
the  outer  slope;  but  it  is  often  convenient  to  make  a  roadway  upon 
it;  in  either  case  it  should  be  dressed  so  as  to  have  a  slight  con- 
vexity in  the  middle,  like  that  given  to  ordinary  roads,  in  order 
that  water  may  run  off  it  readily. 

No  trees  or  shrubs  should  be  allowed  to  grow  on  a  reservoir 
embankment,  as  their  roots  pierce  it  and  make  openings  for  the 
penetration  of  water.  For  the  same  reason  no  stakes  should  be 
driven  into  it. 

464.  Appeadafcn*n*tonRe*ernln.  —  I.  The  Wagte-iveir  is  an 
appendage  essential  to  the  safety  of  every  reservoir.  It  is  a  weir 
atsuch  u  level,  and  of  such  a  length,  as  to  be  capable  of  discharging 
from  the  reservoir  tbe  greatest  flood-discharge  of  the  streams  which 
supply  it,  without  causing  the  water-level  to  rise  to  a  dangerous 
height  (As  to  the  discharge  over  a  weir,  see  Article  449,  Divisions 
II.,  III.,  VI.,  and  VII.,  pp.  682  to  684.)  The  water  discharged  over 
the  weir  is  to  be  received  into  a  channel,  open  or  covered,  as  the 
situation  may  require,  and  conducted  into  the  natural  water-conrae 
below  the  reservoir  embankment  The  weir  is  to  be  built  of  ashlar 
or  squared  hammer-dressed  masonry;  the  bottom  of  the  waste- 

*  The  lata  Mr.  Smith  of  Dennslon  rimmed  and  puddled  each  ■uoensira  knr 
of  a  reservoir  em  ban  km  en  i  by  erecting  a  rail-fence  along  each  aide  of  it,  and  driving 
a  flock  of  aheep  several  limes  backward*  and  (orwsnls  along  it 

Clay  puddle  may  be  protected  against  the  burrowing  of  rat*  bv  a  miituri  of 
angina  ashes,  can  being  taken  not  to  add  bo  much  aa  to  make  it  pervious  to  waur. 
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channel,  directly  in  front  of  it,  is  best  protected  by  a  series  of  rough 
stone  steps,  which  break  the  fall  of  the  water.  Instead  of  a  waste- 
weir,  a  toasts-pit  has  in  some  coses  been  used ;  that  is  to  say,  a 
tower  rising  through  or  near  the  embankment  to  the  top  water- 
level  ;  the  waste  water  falls  into  this  tower  and  is  carried  away  by 
a  culvert  from  its  bottom ;  but  the  efficiency  and  safety  of  this  con- 
trivance are  very  questionable,  for  it  seldom  can  have  &  sufficient 
extent  of  overfall  at  the  top. 

II.  Waste-sluices  may  be  opened  to  assist  the  waste-weir  in  dis- 
charging an  excessive  supply  of  water.  They  may  either  be  under 
the  control  of  a  man  in  charge  of  the  reservoir,  or  they  may  be 
self-acting.  The  simplest  and  best  self-acting  waste-sluice  is  that 
of  M.  Chaubart,  as  to  which,  see  A  Manual  of  the  Steam  Engine  and 
other  Prime  Movers,  Article  139,  p.  153. 

III.  Culvert,  Valve-Tower,  Bridge,  Otdlet-Pipes  and  Valves.— The 
culvert  and  its  tower  have  been  mentioned  in  the  preceding  article. 
When  the  tower  is  imbedded  in  the  embankment,  as  it  sometimes 
is,  it  is  called  the  valve-pit;  but  the  best  position  for  it  is  in  the 
reservoir,  just  clear  of  the  embankment;  and  then  a  light  /dot- 
bridge  is  required  to  give  access  to  it  from  the  top  of  the  embank- 

■  When  the  object  of  a  store  reservoir  is  simply  to  equalize  the 
flow  of  a  stream,  in  order  to  protect  the  lower  country  from  floods, 
and  to  obtain  an  increased  ordinary  flow  available  for  irrigation  and 
water-power,  one  outlet-pipe  may  be  sufficient,  discharging  into  the 
natural  water-course  below  the  embankment;  but  if  the  water  is  to 
be  used  for  the  supply  of  a  town,  or  for  any  other  purpose  to  which 
cleanness  is  essential,  there  must  be  at  least  two  outlet-pipes, — the 
ordinary  discluirge-pipe,  which  takes  the  water  from  a  point  or  points 
not  below  the  lowest  water-level  of  the  reservoir,  in  order  to  con- 
duct it  to  the  town  or  place  to  be  supplied ;  and  the  cleansing-pipe, 
which  takes  the  water  at  or  near  the  lowest  point  in  the  reservoir, 
and  discharges  it  into  the  natural  water-course  below  the  embank- 
ment, and  is  only  opened  occasionally  in  order  to  scour  away  sediment. 
The  water-course,  where  such  scouring  discharge  falls  into  it,  must 
have  its  bottom  protected  by  a  stone  pitching.  As  to  the  discharge 
of  pipes,  see  Article  450,  p.  684. 

The  mouthpieces  of  such  pipes  should  be  guarded  against  the 
entrance  of  stones,  pieces  of  wood,  or  other  bodies  which  might 
obstruct  them  or  injure  the  valves,  by  means  of  convex  gratings. 
The  valves  best  suited  for  them  are  slide  valves,  as  to  which,  see  A 
Manual  of  the  Steam  Engine  and  ol/ier  Prime  Movers,  Article  120, 
p.  124. 

IV.  The  Bye-wash  is  a  channel  sometimes  used  to  divert  past 
the  reservoir  the  waters  of  the  streams  which  supply  it,  when  these 
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are  turbid  or  otherwise  impure.  Its  dimensions  are  fixed  accord- 
ing to  the  principles  of  Article  451,  p.  685.  Its  course  usually  liea 
near  one  margin  of  the  reservoir,  and  is  then  conveniently  situated 
for  receiving  the  water  discharged  by  the  waste-weir. 

In  some  cases,  when  a  reservoir  has  been  made  under  a  stipul* 
tioii  that  only  the  surplus  above  a  certain  quantity  was  to  be 
allowed  to  flow  into  it  from  the  streams,  the  whole  of  the  streams 
have  been  conducted  pest  the  reservoir  in  a  bye-wash,  having  wein 
or  overfalls  along  its  margin,  at  certain  points  in  its  course  above 
the  top  water-level  of  the  reservoir.  The  levels  of  those  weirs  wen 
so  adjusted  that  when  no  more  than  the  prescribed  quantity  flowed 
down  the  bye-wash  none  escaped  over  the  weirs;  but  when  then 
was  any  surplus  flow  in  the  bye-wash,  the  water  in  it  rose  above  the 
crests  of  the  weirs,  and  the  surplus  escaped  over  them  into  the 


V.  Divertion-euU  are  permanent  bye-washes  for  streams  that  are 
so  impure  as  to  be  rejected  altogether. 

VI.  Feeders  are  small  channels  for  diverting  either  streams  or 
surface  drainage  into  the  reservoir,  and  so  increasing  its  gathering- 
ground.  When  used  to  catch  surface  drainage,  they  have  ben 
found  to  conduct  to  the  reservoir  from  one-quarter  to  one-half  of  the 
rain-fall. 

In  connection  with  feeders  for  diverting  streams  into  the  reser- 
voir may  be  mentioned  what  may  be  called  a  stparating-toeir,  the 
invention  of  an  assistant  of  Mr.  Bateman,  and  first  used  in  the 
Manchester  water-works.  A  weir  built  across  the  channel  of  ■ 
stream  has  in  front,  and  parallel  to  its  crest,  a  small  conduit  running 
along  its  front  slope  at  such  a  level  that  when  the  stream  is  in  flood, 
and  therefore  turbid,  the  cascade  from  the  top  of  the  weir  over- 
leaps the  conduit,  and  runs  down  the  front  slope  into  the  natural 
channel,  which  conveys  it  to  a  reservoir  for  the  supply  of  mills;  hot 
when  the  flow  is  moderate,  the  cascade  falls  into  the  small  conduit, 
which  leads  it  into  a  feeder  of  the  store  reservoir  for  the  supply  of 
the  city. 

The  horizontal  distance  x  to  which  a  cascade  from  the  crest  of  * 
weir  will  leap  in  the  course  of  a  given  fall  z  below  that  crest  maybe 
thus  calculated.  The  mean  velocity  with  which  the  cascade  shoota 
from  the  weir-crest  is  nearly 

v=  |  x  8-025^  =  5-36  JSJ (3.) 

A.  being  the  height  from  the  weir-crest  to  still  water  in  the  pond. 
Then 

2vs/i~  4    .-J-  ... 

■  =  "BWaV*** W 
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465.  Beaerralr  Unlit. — Retaining  walls  are  often  used  at  the  foot 
of  tbe  slopes  of  a  reservoir  embankment;  they  are  of  course  to  be 
built  in  strong  and  durable  hydraulic  mortar,  especially  at  the  foot 
of  the  inner  slope.  As  to  their  stability  and  construction,  see 
Articles  265  to  271,  pp.  401  to  410. 

Where  the  gorge  to  be  closed  is  of  small  dimensions  either  hori- 
zontally or  vertically,  a  wall  may  be  used  instead  of  an  embank- 
ment; the  formula;  applicable  to  its  stability  being  deduced  from 
the  general  formulas  for  retaining  walls  by  making  the  angle  of 
repose  =  0,  and  putting  62*4  for  the  weight  of  a  cubic  foot  of  the 
pressing  material. 

It  is  advisable,  unless  the  foundation  is  unusually  firm,  to  limit 
the  deviation  of  the  centre  of  resistance  at  the  base  of  the  wall,  front 
the  centre  of  the  base,  to  one-fourth  of  the  thickness. 

The  result  is,  that  either  for  a  rectangular  wall,  or  for  a  trapezoidal 
wall  with  the  inner  face  vertical,  and  the  thickness  at  the  top  one- 
fourth  of  the  thickness  at  the  base,  the  thickness  at  the  base  should 
be  about  aix-tenths  of  the  height 

If  the  wall  stands  on  a  soft  foundation,  it  may  be  advisable  to 
make  the  centre  of  resistance  coincide  with  the  centre  of  figure  of 
the  base,  and  for  that  purpose  the  wall  may  be  made  of  an  isosceles 
triangular  form  of  section,  with  the  base  =  the  height  x  Jit  or 
1  41 4  nearly. 

466.  i,i, te  Ruerroin. — To  convert  a  natural  lake  into  a  reservoir 
it  must  be  provided  with  a  waste-weir,  and  with  one  or  moro 
outlets  at  the  intended  lower  water-level,  controlled  by  valves. 
As  to  the  waste-weir,  two  methods  may  be  followed, — one  is  to 
leave  the  natural  outlet  to  act  as  a  waste-weir,  but  that  outlet  is 
seldom  broad  enough  to  do  so  without  causing  undue  variation  in 
the  top  water-level ;  the  other  is  to  make  a  dam  or  embankment 
across  tbe  outlet,  with  an  artificial  waste-weir.  The  waste- weir 
may  be  made  to  answer  as  a  dam.  The  outlet  or  outlets  may  be 
made  either  by  building  a  culvert  with  pipes  in  an  excavation  of 
sufficient  depth,  or  by  tunnelling  through  one  of  the  ridges  that 
enclose  the  lake. 

Section  TV,— Of  Natural  and  Artificial  Waler-Cfianneh. 

467.  Snrrcjlnn  and  K^reUing  of  Water-Chun  ntl*. — The  principles 

which  connect  the  dimensions,  figure,  declivity,  velocity  of  current, 
and  discharge  of  a  water-channel  have  already  been  fully  set  forth 
in  Articles  444  and  445,  pp.  673  to  674,  and  Articles  451  to  454, 
pp.  686  to  691.  In  the  present  section  are  to  be  explained  the 
principles  according  to  which  such-channels,  whether  natural  or 
artificial,  are  constructed,  preserved,  and  improved. 
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The  plans  of  an  existing  or  intended  water-channel  require  no 
special  remark  beyond  what  has  already  been  stated  as  to  plans  in 
general  in  the  first  part  of  this  work,  except  that  in  the  case  of  existing 
streams  liable  to  overflow  their  banks,  they  should  show  the  bound- 
aries of  lands  liable  to  be  flooded,  and  also  of  those  liable  to  be  laid 
awash  (see  Article  1G2,  p.  702),  and  that  their  utility  will  be  greatly 
increased  by  contour-lines.  The  longitudinal  section  should  bo 
made  along  the  centre  line  of  a  proposed  channel,  and  along  the 
line  of  the  most  rapid  current  in  an  existing  channel;  and  it  should 
show  the  levels  of  both  banks  as  well  as  those  of  the  bottom  of  the 
channel,  and  of  the  surface  of  the  current  in  its  lowest,  ordinary, 
and  flooded  conditions.  It  should  be  accompanied  by  numerous 
cross-sections,  especially  in  the  case  of  existing  streams  of  variable 
sections;  and  of  those  cross-sections  a  sufficient  number  should 
extend  completely  across  the  lands  flooded  and  awash,  to  show  the 
figure  of  their  surface.  They  should  include  accurate  drawings  at 
the  archways,  roadways,  and  approaches  of  existing  bridges,  also  of 
existing  weirs  and  other  obstructions.  The  nature  of  the  strata 
should  be  ascertained,  as  for  any  piece  of  earthwork,  by  sinking  pit* 
and  borings,  and,  in  the  case  of  an  existing  channel,  by  probing  its 
bottom  also,  and  the  results  should  be  shown  on  the  section  and 
pko 

468.  Regime  or  Stability  nf  a  Wmn-Cinnnfi. — A  water-channel 
is  said  to  be  in  a  state  of  regime  or  liability  when  the  materials  of 
its  bed  are  able  to  resist  the  tendency  of  the  current  to  sweep  them 
forward.  The  following  table  shows,  on  the  authority  of  Du  Bust, 
the  greatest  velocities  of  ike  current  close  to  tlie  bed,  consistent  with 
the  stability  of  various  materials : — 

Softclay, o'2<;  f»t  per  second 

Pine  sand, 0-50      „  „ 

Coarse  sand,  and  gravel  as  large  as  peas,  070     „  „ 

Gravel  as  large  as  French  beans, i"oo      „  „ 

Gravel  1  inch  in  diameter, 2*25  feet  per  second. 

Pebbles  ].J  inch  diameter, 333     „  „ 

Heavy  shingle, 4-00      „  „ 

Soft  rock,  brick,  earthenware, 4'go     „  „ 


Rock,  various  kinds,  . 


I  and  upwards. 


A3  to  the  relation  between  the  surface  velocity,  the  mean  velocity, 
and  the  velocity  close  to  the  bed,  see  Article  445,  p.  674. 

The  condition  of  the  channels  of  streams  which  have  a  rocky  bed 
is  generally  that  of  stability.  When  the  bed  is  stony  or  gravelly 
the  condition  is  most  frequently  that  of  stability  in  the  ordinary 
"*"te  of  the  river,  and  instability  in  the  flooded  shite. 
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When  the  bed  is  earthy  its  usual  condition  is  either  just  stable 
and  no  more,  or  permanently  unstable.  The  former  of  these  condi- 
tions arises  from  the  fact  of  the  stream  carrying  earthy  matter  in 
suspension,  so  that  the  bed  consists  of  particles  which  are  just  heavy 
enough  to  be  deposited,  and  which  any  slight  increase  of  velocity 
would  sweep  away. 

The  bottom  of  a  river  in  a  permanently  unstable  condition  pre- 
sents, aa  Du  Buat  pointed  out,  a  series  of  transverse  ridges,  each 
with  a  gentle  slope  at  the  up-stream  side  and  a  steep  slope  at  the 
down-stream  side.  The  particles  of  the  bed  are  rolled  by  the 
current  up  the  gentle  slope  till  they  come  to  the  crest  of  the 
ridge,  whence  they  eventually  drop  down  the  steep  slope  to  the 
bottom  of  a  furrow,  where  they  become  covered  up,  and  remain  at 
rest  till  the  gradual  removal  of  the  whole  ridge  leaves  them  again 
exposed. 

When  the  banks,  as  well  as  the  bottom,  are  unstable,  the  river- 
channel  undergoes  a  continual  alteration  of  form  and  position.  If 
the  banks  are  straight,  they  soon  become  curved,  for  a  very  slight 
accidental  obstacle  is  sufficient  to  divert  the  main  current  so  that  it 
acts  more  strongly  on  one  bank  than  on  the  other :  the  former  bank 
is  scooped  away,  and  becomes  concave,  and  the  earthy  matter  sus- 
pended in  the  stream  is  deposited  in  the  less  rapid  part,  so  as  to 
make  the  opposite  bank  convex.  A  curved  part  of  a  river-channel 
tends  to  become  continually  more  and  more  curved ;  for  the  centri- 
fugal force  (or  rather  the  tendency  of  the  particles  of  water  to 
proceed  in  a  straight  line)  causes  the  particles  of  water  to  accumu- 
late towards  the  concave  bank;  the  current  is  consequently  more 
rapid  there  than  towards  the  convex  bank,  and  it  scoops  away  both 
the  bank  and  the  bottom  (unless  they  are  able  to  resist  it),  and 
deposits  the  material  in  some  slower  part  of  the  stream :  thus  the 
line  ofl&e  strongest  current  is  always  more  circuitous  than  the  centre 
line  of  the  channel;  and  the  action  of  the  current  tends  to  make  the 
concave  banks  more  concave,  the  convex  banks  more  convex,  and 
the  whole  course  of  the  river  more  serpentine.  This  goes  on  until 
the  current  meets  some  material  which  it  cannot  sweep  away,  or 
■  until,  by  the  lengthening  of  the  course  of  the  stream  and  the  con- 
sequent flattening  of  its  declivity,  its  velocity  is  so  much  reduced 
that  it  can  no  longer  scoop  away  its  banks,  and  stability  is  estab- 
lished. In  some  cases  stability  is  never  established ;  but  the  river 
presents  a  serpentine  channel  which  continually  changes  its  form 
and  position. 

One  of  the  chief  objects  of  engineering,  in  connection  with  the 
channels  of  streams,  is  to  protect  their  banks  against  the  wearing 
action  of  the  current,  so  as  in  some  cases  to  give  them  that  stability 
which  they  want  in  their  natural  condition,  and  in  other  cases  to 
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give  them  the  additional  stability  that  is  required  in  order  to  resist 
an  increased  velocity  of  current,  produced  by  improvements  in  the 
course  and  form  of  the  channel. 

469.  PmtftiiM  of  Kivrr-Banka. — The  moat  efficient  protection 
to  the  banks  of  a  stream  is  a  thick  growth  of  water-plants;  but  u 
these  form  a  serious  impediment  to  the  current,  artificial  protection 
must  be  substituted  for  them,  at  least  below  the  average  water- 
level.  Above  that  level  a  plantation  of  small  willows  forma  a  good 
defence  against  the  destructive  action  of  floods;  but  it  is  not  appli- 
cable where  there  is  a  towing-path.  The  means  of  artificially 
protecting  river-banks  may  be  thus  classed: — L  Fascines.  IL 
Timber  sheeting.  IIL  Iron  sheeting.  IV.  Crib-work.  V.  Stone 
pitching.     VI.   Retaining  walls.      VII.   Groins. 

L  Fatcinee,  already  referred  to  in  Article  417,  p.  625,  are 
bundles  of  willow  twigs  from  9  to  1 2  inches  in  diameter :  the  largest 
are  about  20  feet  long,  but  12  feet  is  a  more  common  length  :  they 
are  tied  at  every  4  feet,  or  thereabouts.  For  the  protection  of  a 
river-bank  below  the  low  water-level  an  "apron"  or  "beard1*  is  laid, 
consisting  of  fascines  lying  with  their  length  up  and  down  the  slope 
of  the  bank;  the  upper  ends  are  fastened  down  to  the  bank  with 
stakes  about  4  four  feet  long;  the  lower  ends  are  sunk,  and  held 
down  under  water  by  loading  them  with  stones.  To  protect  the 
bank  above  tlis  low  water-level  fascines  are  laid  horizontally  in  layers, 
with  their  butt  ends  towards  the  stream,  so  as  to  form  a  series  of 
steps  rising  at  the  same  rate  with  the  slope  of  the  lower  part  of  the 
bank,  or  nearly  so  (say  from  1  to  1  to  3  to  1);  each  layer  is  fastened 
down  with  three  rows  of  stakes  4  feet  long;  the  heads  of  the  stakes 
rise  8  inches  or  thereabouts  above  the  fascines,  and  are  laced  or 
wattled  with  wicker-work,  so  as  to  form  a  crib  for  the  retention  of 
a  layer  of  gravel. 

Fascines  usually  last  6  years  above  the  low  water-level  and  10 
years  below. 

II.  Timber  Sheeting  may  consist  either  of  sheet-piles  (already 
described  in  Article  401,  p.  605)  or  of  guide-piles  and  horizontal 
planks,  described  in  Article  400,  p.  613.  The  wales  of  the  sheet- 
piling  or  the  guide-piles  of  the  planking  must  be  tied  back  to 
anchoring-plates  made  of  planks  buried  in  a  firm  stratum  of 
earth  at  a  sufficient  distance  back  from  the  bank.  The  holding 
power  of  such  anchoring-plates  depends  on  the  same  principles 
as  that  of  iron  anchoring-plates,  as  to  which,  see  Article  273, 
p.  410. 

III.  Iron  Sheeting  has  already  been  described  in  Article  404,  p. 
606.  It  is  sometimes  used  for  the  faces  of  quays  in  navigable  rivers, 
bcinp;  tied  back  to  anchoring-plates.     (Article  272,  p.  410.) 

IV.  As  to  Crib-work,  see  Article  409,  p.  614.     'When  used  tor  • 
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quay  or  river-bonk  its  interstices  are  rammed  full  of  clay  and 
gravel 

V.  Dry  Stone  Pitching  is  used  to  protect  earthen  banks,  of  slopes 
ranging  from  that  of  1  to  1  to  that  of  2  to  1 ,  or  flatter.  It  consists 
of  stones  roughly  squared,  and  laid  by  hand  in  courses.  Its  thick- 
ness is  usually  from  8  to  12  inches  at  the  top,  and  increases  in 
going  down  at  the  rate  of  2  or  3  inches  per  yard.  The  foot  of  the 
pitching  must  abut  against  a  foundation  sufficient  to  prevent  it 
from  slipping.  Such  a  foundation  may  be  made  by  sinking  a  row 
of  oblong  baskets,  each  containing  about  2  cubic  yards  of  gravel,  or 
by  driving  a  row  of  piles  with  horizontal  wales  at  the  inner  side  of 
their  heads ;  the  strength  of  the  wales  is  a  matter  of  calculation ;  * 
they  have  to  resist  a  maximum  pressure  =  weight  of  pitching  x  rise 
of  slope  -5-  length  of  slope,  the  friction  of  the  pitching  on  tho 
earth  being  neglected  for  the  sake  of  security. 

VI.  Retaining  Walla  are  used  chiefly  where  quays  are  required, 
and  will  be  again  mentioned  further  on. 

VII.  Groins  are  small  dykes  projecting  at  right  angles  to  the 
bank  to  be  protected,  and  are  made  either  of  loose  stones,  of  piles 
and  planks,  or  of  wattled  stakes.  Each  groin  protects  a  portion  of 
the  bank  of  ahovt  Jive  times  its  own  length,  and  usually  causes  the 
current  that  sweeps  round  its  point  to  scoop  ont  an  excavation  in 
the  bottom  of  the  channel  of  a  breadth  equal  to  about  one-quarter 
of  the  length  of  the  groin,  the  material  scooped  out  being  deposited 
in  the  space  between  the  groins.  Groins,  besides  being  an  obstruc- 
tion to  the  current,  are  injurious  to  the  regularity  of  figure  and 
stability  of  the  bottom  of  the  channel,  and  should  only  be  used  as  a 
temporary  expedient  to  protect  the  banks,  until  works  of  a  better 
description  can  be  completed. 

470.  Ira  prove m en  t  of  Rlrer-Cfcanntlb — The  defects  in  a  river- 
channel  which  are  to  be  removed  by  improvements  are  usually  of 
the  following  kinds : — The  channel  may  be  too  shallow,  cither 
generally  or  in  particular  places;  it  may  be  too  narrow,  either 
generally  or  in  particular  places;  it  may  even  in  particular  places 
be  too  wide,  if  the  breadth  is  so  great  as  to  cause  the  formation  of 
shoals  by  enfeebling  the  current ;  its  declivity  may  be  too  flat, 
either  from  the  existence  of  obstacles,  such  as  shoals,  islands,  weirs, 
ill- constructed  bridges,  or  the  like,  or  from  its  course  being  too 
circuitous;  occasionally,  but  rarely,  the  declivity  may  be  too  steep 
at  particular  places,  giving  rise  to  a  current  so  rapid  as  to  make  it 
impossible  to  preserve  the  stability  of  the  bed;  but  this  defect 
generally  arises  from  the  declivity  being  too  flat  elsewhere;  it  may 
contain  sharp  turns,  injurious  to  the  stability  of  the  banks;  it  may 
be  divided  into  branches,  so  as  to  enfeeble  the  current. 

Setting  aside  for  the  present  diversions  of  tlie  course  of  a  river, 
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which  -will  be  considered  in  the  next  article,  the  works  far  tin 
improvement  of  the  channel  consist  mainly  of: — I.  Excavation  to 
remove  islands  mid  shoals,  and  widen  narrow  places.  IL  Regulating 
dykes,  to  contract  wide  shallows.  III.  Works  for  stopping  usekai 
btanches. 

Before  commencing  alterations  of  any  kind  in  a  river-channel 
careful  calculations  should  be  made,  according  to  the  principle 
explained  in  Section  I.  of  this  chapter,  of  the  probable  effect  of 
such  alterations  on  the  level,  declivity,  and  velocity  of  the  current 
in  different  states  of  the  river.  The  object  kept  in  view  should  be 
to  obtain  a  channel  either  of  Dearly  uniform  section,  or  of  a  section 
gradually  enlarging  from  above  downwards,  with  a  current  that 
shall  be  sufficient  to  discharge  flood-waters  without  overflowing  the 
banks  more  than  can  be  avoided,  aud  at  the  same  time  not  so  rapid 
as  to  make  it  difficult  or  impossible  to  preserve  the  stability  of  the 
channel. 

All  improvements  of  river-channels  should  be  begun  at  tb» 
lowest  point  to  be  altered,  and  continued  upwards;  because  every 
improvement  takes  effect  on  the  parts  of  the  stream  above  it 

I.  Excavation  underwater,  by  hand  dredging,  machine  dredging, 
and  blasting,  has  been  described  in  Article  410,  p.  614.  When  tbe 
current  is  at  a  low  level,  it  may  occasionally  be  advantageous  to 
excavate  parts  of  the  bed  by  enclosing  them  with  temporary  dams 
as  if  for  foundations  (Article  400,  p.  Gil),  and  laying  them  dry. 
Excavation  of  a  muddy,  sandy,  or  gravelly  bottom,  by  the  aid  of  tbe 
current,  is  performed  by  mooring  at  tbe  place  to  be  deepened  a 
boat,  furnished  with  a  transverse  projecting  frame  covered  with 
boards  or  canvas;  this  frame  descends  to  within  3  or  4  inches  of 
the  bottom  of  the  channel,  and  the  current,  forced  through  that 
narrow  opening,  scoops  out  the  material  and  sweeps  it  away.  From 
30  to  70  cubic  yards  per  day  have  been  excavated  in  this  manner 
with  a  single  boat 

II.  Regulating  Dyies  should  be  adopted  with  great  caution,  and 
only  where  the  excessive  width  of  the  channel  is  an  undoubted 
cause  of  shallowness.  They  should  not  in  any  case  rise  much 
above  the  low  water-level,  lest  they  contract  too  much  the  space 
for  flood-waters.  They  may  bo  built  either  of  dry  stone,  with  a 
slope  of  about  1  to  1,  or  of  wattled  piles  and  gravel.  The  ordinary 
rules  for  the  construction  of  dykes  of  the  latter  kind  are  as 
follows : — The  piles  in  a  double  row  to  be  driven  into  the  ground 
to  a  depth  equal  to  twice  the  depth  of  water ;  their  diameter  not 
less  than  l-20th  of  their  length;  their  distance  apart  longitudinally 
to  be  equal  to  the  depth  of  water;  the  distance  transversely 
between  the  rows  of  piles  to  be  once  and  a-half  the  depth  of 
water.     They  are  to  be  tied  together  transversely,  and  wattled  with 
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willow    twigs,  and   the  space  between  the  two  rows  filled  with 

III.  The  Stopping  of  Branches  should  be  performed  at  their 
upper  ends.  In  a  gentle  current  it  may  be  effected  by  means 
of  an  embankment  of  stones  and  gravel,  advancing  simultaneously 
from  the  two  banks  until  it  is  closed  in  the  centre ;  in  a  more 
rapid  stream  a  dyke  of  wattled  piles  and  gravel,  made  as  already 
described,  may  be  used;  should  the  current  be  too  strong  for  either 
of  these  plans,  a  raft,  boat,  or  caisson  (Article  409,  Division  III., 
p.  613),  or  a  crib-work  dam  (Article  409,  Division  IV.,  p.  614), 
loaded  with  sUiiies,  is  to  be  moored  across  the  stream  and  sunk. 
The  branch  channel  having  had  its  current  stopped  will  silt  up 
of  itself. 

471.  DirmraioM*  »r  Kiirr-chimnmU  are  usually  adopted  for  the 
purpose  of  rendering  the  course  less  circuitous.  In  designing  them 
regard  should  be  had  to  the  principles  already  explained  in  Section 
I.  of  this  chapter,  and  in  the  preceding  articles  of  this  section;  and 
care  should  be  taken  not  to  make  the  course  too  direct,  leat  the 
current  be  rendered  too  rapid  for  the  stability  of  the  bed.  A 
slightly  curved  channel  is  always  better  than  a  straight  channel; 
because  in  the  former  the  main  current  takes  a  definite  course, 
being  always  nearest  the  concave  bank;  whereas  in  a  straight 
channel  its  course  is  liable  to  keep  continually  changing. 

The  form  of  cross-section  with  a  horizontal  base  and  sloping  sides 
which  gives  the  least  friction  with  a  given  area  has  already  been 
described  in  Article  451,  p.  688,  and  it  may  be  adopted  if  the 
stream  is  to  act  solely  as  a  conduit  for  the  conveyance  of  water; 
but  should  it  be  navigable,  a  figure  must  be  adopted  suited  to  the 
convenience  of  the  navigation.  This  will  be  further  considered  iu 
Chapter  III.  of  this  part. 

472.  A  will  is  an  embankment  or  dam,  usually  of  stone,  some- 
times of  timber,  constructed  across  the  channel  of  a  stream.  As  to 
its  effect  on  the  water-level,  see  Articles  452  and  453,  pp.  689 
and  670. 

When  erected  for  purposes  of  water-power  or  water-supply,  the 
object  of  a  weir  is  partly  to  make  a  small  store  reservoir,  but 
principally  to  prolong  a  high  top  water-level  from  its  natural 
situation  at  a  place  seme  distance  up  the  stream,  to  a  place  where 
water  is  to  be  diverted  from  the  stream  to  drive  machinery,  or  for 
some  other  purpose.  When  erected  for  purposes  of  navigation,  the 
object  of  a  weir  is  to  produce  a  long  reach  or  pond  of  deep  and  com- 
paratively still  water,  in  a  place  where  the  river  is  naturally 
shallow  and  rapid. 

Iu  planning  a  weir  three  things  are  to  be  considered:  its  line 
and  position,  its  form  of  cross-section,  and  its  construction. 
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I.  Lint  and  Position  of  a  War. — It  is  best  to  avoid  sharply 
curved  parts  of  a  river-channel  in  choosing  the  site  of  a  weir,  kst 
the  rapid  current  which  rushes  down  its  face  in  times  of  flood 
should  undermine  the  concave  bank.  For  the  protection  of  the 
banks  in  any  case,  it  is  advisable  so  to  form  the  weir  that  tits 
cascade  from  the  lateral  parts  of  the  crest  shall  be  directed  from  the 
banks,  and  towards  the  centre  of  the  channel.  This  may  be  effected 
either  by  making  the  weir  slightly  curved  in  plan,  with  the  con- 
cavity at  the  down-stream  side,  or  by  making  it  like  a  V  in  plan, 
with  the  angle  pointing  up  stream.  Another  mode  of  protecting 
the  banks  is  to  make  the  crest  of  the  weir  slightly  higher  at  the 
ends  than  in  the  middle,  so  that  the  lateral  parts  of  the  cnaaJt 
may  be  too  feeble  to  do  damage. 

In  order  to  diminish  the  height  and  extent  of  backwater  during 
floods,  the  crest  of  the  weir  is  often  made  considerably  longer  than 
the  breadth  of  the  channel;  this  is  effected  either  by  making  it 
cross  the  channel  obliquely,  or  by  using  the  V-ehape  already 
described,  the  latter  method  being  the  best  for  the  stability  of 
the  banks.  The  practical  advantage  of  such  increased  length 
is  doubtful. 

II.  Form  of  Grom-tection. — The  back  or  up-stream  side  of  a 
weir  is  usually  steep,  ranging  from  vertical  to  a  slope  of  about  1  to 
1 ;  the  top  is  either  level  or  slightly  convex,  and  not  less  than 
about  2  or  3  feet  broad  In  designing  the  front  or  down-stream 
slope  of  a  weir,  the  principal  object  is  to  prevent  the  cascade  that 
rushes  over  it  from  undermining  its  base.  The  commonest  method 
is  to  use  a  long  flat  slope  of  3  to  1,  4  to  1,  or  5  to  1,  in  order  that 
the  speed  of  the  current  may  be  diminished  by  friction,  and  that 
it  may  strike  the  bottom  of  the  channel  very  obliquely.  A  further 
protection  is  given  to  the  river-bed  by  continuing  the  front  slope  a 
short  distance  below  the  bottom  of  the  channel,  and  then  curving 
it  slightly  upwards.  Another  method  is  to  make  the  front  of  the 
weir  present  a  steep  or  nearly  vertical  face,  over  which  the  water 
falls  on  a  nearly  level  apron  or  pitching  of  timber  or  stone. 
Probably  the  best  method  would  be  to  form  the  front  of  the  weir 
into  a  scries  of  steps,  presenting  steep  faces  and  flat  platforms 
alternately,  the  general  inclination  being  about  3  to  I ;  thus  a 
great  fall  might  be  broken  up  into  a  series  of  small  falls,  each 
incapable  of  damaging  the  platform  which  receives  it 

III.  Construction. — In  order  tbat  the  water  of  the  pond  may 
not  force  its  way  under  the  base  of  a  weir,  or  round  its  "  roots 
(as  the  ends  which  join  the  banks  of  the  stream  are  called),  its 
foundation  should  be  examined,  chosen,  and  formed  with  precautions 
similar  to  those  used  in  the  case  of  a  reservoir  embankment  as  to 
which,  see  Articles  461  and  463,  pp.  701  to  704. 
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To  make  a  weir  of  timber,  or  of  timber,  stones,  and  clay  com- 
bined, any  of  the  methods  may  be  employed  which  have  been 
described  under  the  head  of  "  Dams,"  in  Article  409,  Divisions 
II.,  III.,  and  IV.,  with  the  addition  that  the  back,  crest,  and  front 
of  the  dam  are  to  be  covered  with  planking  laid  parallel  to  the 
current,  to  form  an  overfall  for  the  water;  and  that  the  bottom  of 
the  channel  at  the  foot  of  the  weir  is  to  be  protected  either  by  a 
platform  of  planks  resting  on  a  timber  grating  or  ou  piles,  or  by  a 
Stone  pitching, 

A  weir  of  fascines  may  be  built  of  horizontal  layers  of  fascines, 
Etaked  down  with  mixed  clay  and  gravel  packed  between  them,  in 
the  manner  described  under  the  head  of  the  protection  of  river- banks, 
Article  469,  p.  710,  the  crest,  front,  and  foot  of  the  dam  being  pro- 
tected with  an  apron  of  fascines,  like  that  dcscrilied  in  the  same 
article. 

A  dry  stone  weir  is  formed  like  the  stone  embankments 
mentioned  in  Article  412,  p.  617,  with  a  steep  slope  at  the 
bank  and  a  long  gentle  slope  in  front,  pitched  or  faced  with 
roughly  squared  stones  set  in  courses,  as  in  the  pitching  of  a 
river-bank,  Article  469,  p.  711.  Sometimes  a  skeleton  crib  of 
timber,  consisting  of  piles  and  longitudinal  and  transverse  hori- 
zontal wales  is  constructed  in  order  to  keep  the  stones  of  the 
pitching  in  their  places.  As  to  the  pressure  agaiust  the  longi- 
tudinal wales,  see  the  article  just  quoted. 

A  weir  of  solid  masonry  may  be  founded,  like  other  structures 
under  water,  on  the  natural  ground,  on  a  bed  of  concrete,  on  a 
timber  platform,  or  on  piles,  according  to  circumstances.  (See  Part 
II.,  Chapter  VI.,  Section  II.,  p.  601.)  When  it  has  a  timber 
foundation,  a  row  of  sheet-piles  at  the  base  of  the  up-stream  side 
will  in  general  be  necessary  to  prevent  the  jiassagc  of  water  under 
it;  and  in  the  grating  of  the  platform,  pieces  of  timber  running 
continuously  through  the  weir  in  the  direction  of  the  stream 
should  be  avoided,  lest  they  should  conduct  water  along  their 
sides.  The  masonry  should  be  built  in  cement,  or  in  quickly- 
setting  hydraulic  mortar;  the  heart  of  the  weir  may  be  of  coursed 
rubble,  or  of  concrete  laid  in  layers;  but  the  facing  should  be  of 
good  block- in-course,  or  of  hammer- dressed  ashlar,  and  the  crest 
should  form  a  coping  of  largo  stones,  all  headers,  dowelled  to  each 
other. 

One  of  the  most  effectual  ways  of  preventing  filtration  round  the 
"  roots  "  of  a  weir  is  to  cany  them  a  considerable  distance  into  the 
bank;  but  in  the  case  of  a  weir  of  masonry  the  ends  often  abut 
upon  a  pair  of  side-walls,  running  along  the  banks  of  the  stream, 
and  having  counterforts  behind  them  to  interrupt  filtration. 

IV.  Appendages  of  a   Weir — Sluices   and  Floodgates — Salmon- 
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ttair. — When  a  weir  is  built  across  a  navigable  river,  it  requires  » 
lock  for  the  passage  of  vessels,  which  will  be  again  mentioned 
further  on.  It  may  have  one  or  more  outlets  with  valves,  like 
those  of  a  reservoir  embankment  (Article  464,  p.  705),  according  to 
the  purpose  for  which  it  is  intended. 

It  is  almost  always  necessary  to  provide  a  weir  with  waste- 
sluices  or  floodgates,  to  be  opened  when  the  river  is  high,  in  order 
to  prevent  too  great  a  rise  of  backwater.  A  sluice  is  a  sliding 
valve  of  timber  or  iron,  moving  in  guides,  which  are  in  general 
vertical,  set  in  a  rectangular  passage  of  timber  or  masonry,  and 
opened  and  shut  by  means  of  a  screw,  or  of  a  rack  and  pinion.  It 
is  advisable  not  to  make  any  sluice  wider  than  about  4  or  5  feet 
Should  a  greater  width  of  opening  be  required,  the  passage  through 
the  weir  is  to  be  divided  by  walls  or  piers  into  a  sufficient  number 
of  parallel  passages,  each  furnished  with  a  sluice.  As  to  the  dis- 
charge through  a  sluice,  see  Articles  448,  449,  p.  681, 

Another  mode  of  opening  and  closing  floodgates  in  a  weir  is  by 
means  of  needle*,  as  they  are  called.  A  rectangular  channel 
through  the  weir  is  crossed  at  the  bottom  by  a  fixed  timber  sill, 
and  near  the  top  by  a  moveable  timber  sill,  resting  in  two  notches. 
The  strength  of  the  sills  is  a  matter  of  calculation :  they  have  to 
withstand  the  pressure  of  the  water  on  a  flat  surface  closing  the 
passage.  That  surface  is  made  up  of  the  "  needles,"  which  are  a 
set  of  square  bars  of  wood  strong  enough  to  withstand  the  pressure, 
which  are  ranged  close  together  side  by  side  in  a  vertical  position 
at  the  up-stream  side  of  the  sills.  Each  needle  has  a  cylindrical 
handle  at  its  upper  end,  to  hold  it  by  in  removing  and  replacing  it 

As  to  gelf-acting  icaste-sluicea,  see  A  Manual  of  the  Steam  Engine 
and  other  Prime  Movers,  Article  139,  p.  153. 

A  weir  across  a  river  frequented  by  salmon  requires  a  passage  or 
channel  to  enable  those  fish  to  ascend  its  front  slope.  Mr.  Smith 
of  Deanston  introduced  the  practice  of  making  that  channel  of  > 
zig-zag  form,  so  as  to  reduce  its  rate  of  declivity  and  bring  the 
speed  of  the  current  in  it  within  moderate  limits. 

A  moveable  weir  consists  in  general  of  a  water-tight  planked 
timber  gate,  placed  in  a  rectangular  passage  of  masonry  or  timber, 
and  capable  of  turning  upon  a  horizontal  hinge  at  the  floor  of  the 
passage,  so  as  to  be  either  laid  flat  when  the  channel  is  to  be  left 
clear,  or  set  at  any  required  angle  of  elevation,  sloping  against  the 
declivity  of  the  stream,  with  oblique  struts  to  prop  it  at  the  down- 
stream side.  In  one  ingenious  modification  of  this  weir  the  duty 
of  the  struts  is  performed  by  a  second  and  smaller  gate,  also  turning 
on  a  horizontal  hinge  at  the  floor  of  the  passage,  but  so  as  to  slope 
with  the  stream.  When  the  passage  is  clear,  both  gates  lie  flat  in 
a  horizontal  recess  in  the  floor  uf  the  passage,  the  smaller  gate 
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undermost  and  the  upper  surface  of  the  larger  gate  flush  with  the 
floor.  When  the  weir  is  to  be  raised,  water  is  admitted  through  a 
valve  and  culvert  from  the  up-stream  Bide  of  the  weir  passage  into 
the  recess  below  the  gates;  its  pressure  lifts  them  both  until  they 
form  a  weir  of  a  triangular  section,  the  larger  gate  making  the  up- 
stream slope  and  the  overfall,  and  the  smaller  making  the  down- 
stream elope,  and  acting  at  the  same  time  as  a  strut  to  prop  the 
larger  gate.  When  the  weir  is  to  be  lowered,  the  mass  of  water 
contained  below  the  gates  is  allowed  to  escape  by  opening  a  valve 
in  a  culvert  which  leads  to  the  down-stream  side  of  the  weir;  and 
both  gates  then  fall  flat  into  the  recess  of  the  floor." 

473.  River  Bridge* — The  construction  of  the  foundations  on 
land  and  in  water,  and  of  the  superstructures,  of  bridges  of  various 
materials  having  been  explained  in  Fart  II.  of  this  work,  and  their 
adaptation  to  roads  and  railways  in  the  preceding  chapter,  it  is 
tiow  only  necessary  to  state  those  principles  which  are  specially  ap-  _ 
plicable  to  bridges  over  rivers. 

In  choosing  the  site  of  a  bridge  which  is  to  have  piers  in  the 
river,  sharply  curved  parts  of  the  channel  should  be  avoided,  lest 
the  increased  rapidity  of  the  current  caused  by  the  narrowing  of 
the  water-way  should  undermine  the  concave  bank. 

The  current  should  be  crossed  at  right  angles,  or  as  nearly  so  as 
practicable.     The  abutments  should  not  contract  the  water-way. 

The  piers,  if  any,  should  stand  with  their  length  exactly  in  the 
direction  of  the  current;  they  should  have  pointed  or  cylindrical 
cutwaters  at  both  ends,  to  diminish  the  obstruction  to  the  current 
which  they  produce;  and  they  should  be  no  thicker  than  is  neces- 
sary for  the  safety  of  the  bridge.  (As  to  stone  piers  in  particular, 
see  Article  293,  p.  428.) 

The  springing  of  the  arches  should  be  above  the  highest  ordinary 
water-level,  and  as  much  higher  as  the  convenience  of  the  navi- 
gation may  require;  and  care  should  be  taken  that  sufficient  water- 
way is  provided  for  the  greatest  floods.  The  crown  of  the  lowest 
arches  should  be  at  least  three  feet  above  the  flood-level,  that  they 
may  allow  floating  bodies  to  pass  through. 

It  may  here  he  observed  that  the  figure  of  arch  which  gives  the 
greatest  water-way  for  a  given  rise  and  span  is  the  "  hydrostatic 
arch."     (See  Article  283,  p.  419.) 

*  In  order  to  do  away  is  far  a*  possible  with  trie  obstruction  occasioned  by  weir*, 
It  ha*  been  proposed  by  Hugh  Mackenzie,  F.-q.  of  Ardnus,  tliat  in  those  coses  In  which 
the  fall  »f  the  stream  is  sufficiently  rapid,  ami  the  country  In  other  respects  suitable,  the 
diversion  of  water  from  a  stream  for  tbe  purpose  of  obtaining  power  should  be  effected 
by  making  a  tunnel  with  suitably  formed  grated  apertures  In  Its  roof,  under  tbe  bed 
of  the  stream,  at  a  point  where  its  water-level  has  sufficient  elevation,  and  so  conduct- 
ing tbe  water  into  a  mill-lead  of  sufficiently  large  size  and  moderate  declivity. 
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Should  it  appear,  upon  an  examination  of  the  land  subject  to  in- 
undation at  and  near  the  site  of  the  intended  bridge,  that  such 
land  acts  not  merely  as  a  reservoir  for  flood-waters,  but  as  a  wide 
temporary  channel  for  their  discharge,  that  land  should  be  crossed 
by  a  viaduct,  and  not  by  embanked  approaches. 

In  designing  a  bridge  for  carrying  an  ordinary  road  over  a  river, 
it  is  usual,  in  order  to  obtain  the  greatest  headroom  possible  con- 
sistent with  economy  in  forming  the  approaches,  to  give  the  road- 
way an  ascent  from  the  ends  of  the  approaches  to  the  middle  of  the 
bridge,  at  a  rate  not  exceeding  the  ruling  gradient  of  the  road ;  and 
to  suit  the  arches,  when  there  are  more  than  one,  to  the  form  of 
the  roadway,  the  centre  arch  is  made  the  largest,  and  the  others 
gradually  diminish  in  size  towards  the  ends  of  the  bridge.  They 
should,  at  the  same  time,  be  so  proportioned  as  to  exert  as  nearly  as 
possible  equal  horizontal  thrust. 

Swing  bridges  for  navigable  rivers  will  be  again  mentioned 
further  on. 

Ice-breakers  are  required  for  the  protection  of  the  piers  of  bridges 
across  rivers  which  bring  down  large  masses  of  ice. 

A  8kme  ice-breaker  usually  forms  part  of  the  up-stream  cat- 
water  of  the  pier  to  which  it  belongs,  presenting  to  the  current  a 
ridge  sloping  at  about  45°,  up  which  the  flat  sheets  of  ice  slide, 
and  break  asunder  by  their  own  weight  Examples  of  such  ice- 
breakers are  shown  in  the  view  of  the  Victoria  Bridge,  fig.  249, 
p.  533. 

A  timber  ice-breaker  stands  usually  separate  from  the  pier  which 
it  protects,  at  a  short  distance  up-stream.  The  sloping  ridge  is 
formed  by  a  beam  of  12  or  14  inches  square,  covered  with  sheet 
iron.  Its  base  consists  of  piles,  ranged  in  the  form  of  a  long  sharp 
triangle  with  the  point  up-stream,  connected  with  the  ridge  by  a 
strong  framework  of  uprights  and  diagonals,  which  are  protected 
against  the  ice  by  projecting  horizontal  wales. 

(On  the  subject  of  river  bridges,  see  Telford's  and  Smeaton's 
Reports,  and  the  work  On  Bridges  by  Mr.  Hosking  and  others). 

474.   Artificial    Water-Chaaneia  —  Condnlt* — In    laying  out    and 

designing  artificial  water-channels  it  is  advisable,  if  possible,  so  to 
fix  the  declivity  with  reference  to  the  length,  that  the  velocity 
shall  not  be  less  than  about  one  foot  per  second  (lest  the  conduit 
silt  up),  nor  greater  than  about  four  feet  per  second  (lest  the 
current  should  sweep  stones  along,  and  injure  the  bed). 

As  to  the  larger-sized  artificial  water-channels,  and  as  to  those 
of  all  sizes  which  are  merely  to  be  used  as  open  drains,  when  they 
are  wholly  in  cutting,  it  is  unnecessary  to  add  anything  to  what 
has  already  been  stated  respecting  river-channels,  and  especially 
respecting  their  diversions,  Article  471,  p.  713.     Artificial  earthen 
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channels  in  embankment  will  be  considered  under  the  bead  of 
canals. 

Wben  a  channel  is  to  convey  water  for  the  supply  of  a  town,  it 
is  usual,  with  a  view  to  the  clearness  and  purity  of  the  water,  as 
well  as  to  the  preservation  of  the  channel,  to  line  it  throughout 
with  brick  or  stone  built  iu  cement;  and  in  most  cases  it  is  neces- 
sary to  cover  it  also,  especially  if  it  traverses  districts  where  the  air 
is  smoky  and  otherwise  impure.  "When  brick  or  porous  stone  is 
used,  the  water-way  may  be  lined  throughout  with  a  coating  of 
cement,  calcareous  or  asphaltic. 

The  water-way  of  a  atom  or  brirJi  conduit  should  be  made  of  one 
of  those  forms  which  give  the  greatest  hydraulic  mean  depth  for  a 
figure  of  given  class  and  a  given  area;  that  is  to  say,  the  semi- 
circle, the  half-square,  or  the  half-hexagon,  already  referred  to 
in  Article  451,  p.  688.  To  preserve  a  constant  definite  flow 
it  may  have  a  series  of  waste-weira  along  its  sides,  placed 
in  positions  where  there  are  convenient  channels  at  hand  for 
discharging  the  waste  water.  Should  it  be  necessary  to  carry  it 
along  an  embankment,  that  embankment  should  be  formed  in  thin 
layers,  each  well  rammed,  and  should  if  possible  contain  a  large 
mixture  of  stones  with  the  earth ;  the  breadth  at  the  top  should  bo 
from  4  to  6  feet  at  each  side  of  the  conduit,  so  that  the  total 
breadth  at  the  brink  of  the  conduit  will  be  =  breadth  of  water- 
way +  from  8  to  12  feet,  and  the  masonry  of  the  conduit  should 
be  imbedded  in  puddle  or  in  hydraulic  concrete. 

The  best  form  for  a  covered  conduit  to  convey  a  constant  flow,  as 
for  the  supply  of  a  town,  is  cylindrical.  To  guard  it  against  frost  it 
should  be  completely  covered  with  earth  to  the  depth,  in  Britain,  of 
about  3  feet,  the  bank  being  faced  with  sods.  When  it  forms  a 
tunnel,  or  is  placed  in  deep  cutting  and  covered  with  earth, 
its  strength  is  regulated  by  the  principles  of  Article  297  a, 
p.  433. 

One  of  the  largest  cylindrical  conduits  yet  executed  is  that  of 
the  Loch  Katrine  Water-Works,  8  feet  in  diameter. 

A  covered  conduit  should  be  provided,  like  a  tunnel,  with 
grated  ventilating  shafts,  which  will  also  serve  to  admit  men 
for  the  purpose  of  repairing  it. 

When  the  flow  varies  very  much,  as  in  sewers,  an  egg-shaped 
section  with  the  small  end  down  is  preferred. 

A  recent  invention  in  conduits  is  that  of  Mr.  Richardson,  in 
which  a  cylinder  of  sheet  iron  is  lined  with  brickwork  in  cement. 
It  is  suitable  for  making  large  conduits  possessing  great  strength 
and  stability  with  a  moderate  quantity  of  materials. 

475.  jMetiaai  or  WiinwCbuieb. — In  all  cases  in  which  a  pair 
of  water-channels  join  together  into  one,  their  centre  lines,  if 
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possible,  should  be  a  pair  of  curves,  or  a  curve  and  a  straight  Hut 
touching  each  other  at  the  junction;  or  should  an  angle  at  the 
junction  be  unavoidable,  that  angle  ought  to  be  as  acute  u 
possible.  This  principle  applies  also  to  the  divergence  of  a  bianck 
from  a  main  channel,  and  to  pipes  as  well  as  to  free  channels. 

476.  Aqurdaci  BrMfH  differ  from  viaducts  only  in  supporting  a 
'water-conduit  instead  of  a  mad  or  a  railway,  and  the  mechanical 
principles  of  their  construction  involve  nothing  that  has  not  been 
already  explained  in  the  Second  Part  of  this  treatise. 

The  water  conduit  or  trough  is  usually  of  the  same  material  with 
the  rest  of  the  structure.  For  example,  in  a  stone  aqueduct  the 
conduit  is  of  masonry,  imbedded  in  a  mass  either  of  puddle  or 
of  concrete,  resting  on  the  arch  and  contained  between  the  external 
apandril  wall.1). 

In  some  recent  examples  of  wrought  iron  aqueducts  introduced  by 
Mr.  Simpson,  the  water-channel  has  been  made  self-supporting  by 
constructing  it  as  a  plate  iron  tubular  girder  of  oval  section.  In 
this  case  the  interior  of  the  tube  should  be  smooth,  that  it  may  offer 
no  impediment  to  the  current  All  T-iron  stiffening  ribs,  Ac., 
should  project  outside  ODly. 

Pipe-aqueducts  will  be  mentioned  further  on. 

477  Wawr-Pipen. — The  diameters  of  water-pipes  are  fixed  with 
reference  to  the  vertical  declivity  and  the  intended  greatest  dis- 
charge, according  to  the  rules  explained  in  Article  450,  p.  684. 
The  materials  principally  used  in  making  pipes  for  the  conveyance 
of  large  quantities  of  water  are  earthenware  and  iron. 

I.  Earthenware  Pipes  are  of  various  qualities  as  to  torture,  from 
a  porous  material  like  that  of  reJl  bricks,  to  a  hard  and  compact 
material,  which  is  glazed  to  make  it  water-tight.  They  are  made 
of  various  diameters,  from  2  incites  to  nearly  3  feet,  and  in  lengths 
of  from  1  foot  to  3  feet  The  harder  kinds  have  considerable  tenacity, 
and  are  capable  of  bearing  the  dead  pressure  of  a  high  column  of 
water]  but  they  are  so  easily  broken  by  sharp  blows  and  sudden 
shocks  that  it  is  not  advisable  to  expose  them  to  high  pressures  in 
situations  where  their  bursting  might  cause  damage  or  incon- 
venience. Hence  their  chief  use  is  as  small  covered  otmditili  for 
purposes  of  drainage.  Their  joints  axe  most  commonly  of  the 
spigot  and  faucet  form,  being  made  tight,  if  necessary,  with  cement, 
or  witit  a  bituminous  mastic  {Article  234,  p.  376.)  Another  form, 
very  useful  to  facilitate  laying  and  lifting  is  the  foimbU-joitiL  The 
lengths  of  pipe  are  plain  hollow  cylinders,  and  the  thimble  is  a 
ring  embracing  and  loosely  fitting  the  adjoining  ends  of  a  pair  of 
lengths.  Sometimes  the  thimble  is  in  two  semicircular  halves; 
and  sometimes  each  pipe  has  on  one  end  a  half-faucet,  which  is  hud 
downwards;  the  end  of  the  adjoining  pipe  rests  in  the  half-faucet, 
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and  the  joint  is  completed  by  a  half-thimble  above.  Curved  and 
acute-angled  junction-pieces  are  made :  so  also  are  right-angled 
junction-pieces;  but  these  last  should  never  be  used. 

IL  Cast  Iron  Pipe*  should  be  made  of  a  soft  and  tough  quality  of 
cast  iron.  (See  Article  353,  p.  499.)  Great  attention  should  be  paid 
to  moulding  them  correctly,  so  that  the  thickness  may  be  exactly 
uniform  all  round.  Each  pipe  should  be  tested  for  air-bubbles  and 
Haws  by  ringing  it  with  a  hammer,  and  for  strength  by  exposing  it 
to  double  the  intended  greatest  working  pressure. 

Cast  iron  water-pipes  are  made  of  various  diameters  or  bores, 
from  2  inches  to  4  feet. 

They  are  usually  moulded  and  cast  horizontally,  the  sand  core 
being  supported  by  a  strong  horizontal  bar  with  projecting  teeth  ; 
but  advantages  in  point  of  accuracy  and  soundness  are  possessed  by 
the  process  of  casting  them  vertically,  the  faucet  being  turned 
downwards,  and  the  plain  end  upwards.*  The  pipe  is  cast  with  an 
additional  length  at  the  upper  end,  which  acts  as  a  head  (Article 
334,  p.  503),  compressing  tie  mass  below,  and  receiving  the  air- 
bubbles;  this  head  is  afterwards  cut  off. 

The  rule  for  computing  the  thickness  of  a  pipe  to  resist  a  given 
working  pressure  (the  factor  of  safety  being  six)  has  already  been 
given  in  Article  150,  equation  2,  p.  228,  the  pressure  and  the 
tenacity  of  the  iron  being  expressed  in  lbs.  per  square  inch ;  but  as 
it  is  more  convenient  to  express  those  quantities  in  feet  of  water,  the 
following  rule  is  given : — 


thickness  _  greatest  working  pressure  in  feet  of  water 
diameter —  ™      ~  12,000  " 


(I.) 


There  are  limitations,  however,  arising  from  difficulties  in  cast- 
ing, and  from  the  fact  that  the  most  severe  strain  on  a  pipe  is  often 
produced  by  shocks  from  without,  which  cause  the  thickness  of  cast 
iron  pipes  to  be  often  made  considerably  greater  than  that  given 
by  the  above  rule.  The  following  empirical  rule  expresses  very 
accurately  the  limit  to  the  thinness  of  cast  iron  pipes,  iu  ordinary 
practice : — 

The  tiiickness  of  a  cast  iron  pipe  is  -never  to  be  lees  than  a  mean 
proportional  between  its  internal  diameter  and  one-forty-eighth  of  an 

It  is  very  seldom,  indeed,  that  a  less  thickness  than  3-Sths  of  an 
inch  is  used  for  any  pipe,  how  small  soever. 

Cast  iron  pipes  are  made  of  various  lengths;  but  the  most 
common  length  is   9  feet,  exclusive  of  the   faucet  or  socket  on 

*  lutiodnctd  by  Mr.  D.  Y.  Stewart. 
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one  end  of  each  length,  for  receiving  the  plain  end  of  the  next 
length.  The  faucet  adds  from  one-twentieth  to  one-tenth  to  the 
weight  of  the  pipe.  The  joints  are  sometimes  run  up  with  melted 
lead,  sometimes  turned  so  that  the  plain  end  and  the  faucet  fit  exactly, 
and  made  water-tight  with  red  lead  paint  The  latter  is  the  easier 
and  quicker  process;  but  the  former  admits  of  a  greater  amount  of 
yielding  to  expansion  and  contraction,  and  to  the  unequal  settle- 
ment of  the  ground,  which  is  an  advantage  in  point  of  Bafety. 

III.  The  best  pratervatht  for  cast  iron  pipes  against  corrosion  is 
a  coating  of  pitch,  applied  both  inside  and  out,  by  a  process  which 
makes  it  penetrate  the  pores  of  the  iron  to  a  certain  extent,  and 
adhere  very  firmly.  This  coating  appears  to  diminish  sensibly  the 
friction  of  the  water. 

IV.  In  estimating  the  greatest  working  pressure  which  a  water- 
pipe  should  be  capable  of  resisting,  the  hydrostatic  pressure  dne  to 
the  whole  depth,  below  top-water  of  the  reservoir  whence  the 
supply  enters  the  pipe,  and  not  the  mere  hydraulic  pressure  when 
the  water  is  in  motion  (Article  446,  p.  675),  should  be  taken  into 
account,  in  order  to  provide  for  the  contingency  of  the  flow  of  the 
water  being  checked  by  an  obstruction  in  the  pipe. 

V.  The  Toss  of  /lead  during  the  most  rapid  discharge  should  be 
computed  for  a  series  of  points  in  the  course  of  an  intended  pipe  by 
the  principles  explained  in  the  First  Section  of  this  chapter,  so  as  to 
determine  the  line  of  virtual  declivity,  which  will  commence  at  a 
point  vertically  above  the  mouthpiece  of  the  pipe,  and  at  a  depth 
below  the  top-water  of  the  reservoir  equal  to  the  loss  of  head  due 
to  the  velocity  of  flow  in  the  pipe  and  the  friction  of  the  mouth- 

iiiece.  The  object  of  determining  that  line  is  to  insure  that  in 
aying  out  the  levels  of  the  pipe  no  part  of  it  sltall  be  made  to  rm 
above  Hie  line  of  virtual  declivity.  The  reason  for  this  rule  is,  that 
at  all  points  in  a  pipe  which  are  above  that  liue,  the  pressure,  when 
the  water  is  flowing,  becomes  less  than  that  of  the  atmosphere  (a 
fact  commonly  described  by  saying  that  there  is  a  "partial  vacuum," 
see  Article  443,  p.  G73);  in  consequence  of  which  the  air,  which  all 
water  contains  in  a  diffused  state,  escapes  from  the  water  in 
bubbles,  and  eventually  accumulates  in  the  highest  part  of  the  pipo 
so  as  to  obstruct  the  flow  of  the  water. 

A  pipe  thus  rising  above  the  line  of  virtual  declivity  is  called  a 
siphon,  and  is  incapable  of  continuously  conveying  water  unless  the 
air  be  from  time  to  time  exhausted  from  the  summit  of  the  pipe 

Air  collects  to  a  certain  extent  at  the  summits  of  an  undulating 
pipe  even  when  they  are  below  the  line  of  virtual  declivity ;  but  as 
it  exerts  a  pressure  greater  than  that  of  the  atmosphere,  it  is  easily 
expelled.  A  small  cylindrical  receiver,  called  an  air-loci,  is 
placed  above  the  pipe  at  each  such  summit,  to  collect  the  air, 
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which  is  from  time  to  time  discharged  through  a.  valve.  That  valve 
may  either  be  opened  by  band  occasionally,  or  it  may  be  loaded 
with  a  weight  equivalent  to  the  hydraulic  pressure,  and  mode  self- 
acting. 

VI.  At  the  lowest  points  in  an  undulating  line  of  water-pipe 
sediment  collects,  and  is  to  be  discharged  from  time  to  time  through 
a  cleansing  or  scouring  cock  'or  valve. 

VII.  As  to  glide-valves,  double-beat-valves,  and  other  valves  and 
cocks  used  in  connection  with  water-pipes,  see  A  Manual  of  Prime 
Movers,  Article  116,  p.  120,  and  Articles  119  to  123,  pp.  123  to 
126. 

VIIL  Sheet  Iron  Water-Pipes  lined  with  pitch  have  lately  been 
used  in  France. 

478.  Pipe-Track— pipe-Aqanificu. — Care  should  be  taken  to  bed 
water-pipes  on  a  firm  foundation,  and  to  cover  them  to  a  sufficient 
depth  to  prevent  the  action  of  frost ;  that  is,  in  Britain,  about  2  or 
3  feet. 

When  a  water-pipe  crosses  a  valley,  or  a  river-channel,  or  a  line 
of  communication,  it  may  sometimes  be  advisable  to  carry  it  above 
ground  by  means  of  an  aqueduct  This  may  be  a  bridge  of  any 
convenient  construction,  or  it  may  consist  simply  of  the  pipe  itself 
lying  on  a  series  of  piers,  and  cased  outside  with  wood,  or  other 
non-conducting  material,  for  protection  against  heat  and  cold.  For  a 
pipe-aqueduct  of  wide  span,  the  pipe  itself  may  be  made  to  form  a 
catenarian  arch.* 

The  total  thrust  at  the  springing  of  the  arch  under  an  uniform 
load  is  to  be  computed  in  the  usual  way,  being, 

load  per  foot  of  span  X  radius  of  curvature  at  crown  in  feet  X 
secant  of  inclination  at  springing; 
from  which  has  to  be  deducted  the  thrust  borne  by  the  water,  viz., 

pressure  of  water  X  sectional  area  of  pipe ; 
and  the  remainder  only  of  the  thrust  has  to  be  borne  by  the  iron  of 
the  pipe.     In  fact,  the  arck  of  water  bears  a  part  of  the  load. 

If  the  arched  pipes  be  made  to  carry  a  roadway,  the  whole  of  the 
stress  produced  by  a  partial  or  travelling  load  will  fall  on  them; 
and  their  strength  is  to  be  computed  by  the  foruiulte  of  Article 
ISO,  Problems  IV.  and  V.,  pp.  303  to  308,  as  explained  in  treating 
of  cast  iron  arched  ribs,  Article  374,  Case  I.,  p.  539. 

The  wooden  lining  referred   to  aa  a  protection   against   frost 

•  Of  this  (here  Is  in  example  on  the  Washington  Witer-Works.  designed  by 
fienerai  Meigs  of  the  United  States'  Engineers.  The  arch  is  of  200  feet  span, 
ami  cunsials  of  two  parallel  out  Iron  pines  of  4  feet  diameter. 
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consists  of  oaken  staves  about  3  inches  thick,  packed  in  a  cylindrical 
form  round  the  interior  of  each  pipe.  It  is  likely  to  prove  more 
lasting  than  an  outside  casing,  because  it  is  constantly  wet,  iiHp>ml 
of  being  alternately  wet  and  dry. 


Section  V. — Of  Systems  of  Drainage. 

479.  Gnrrml  priBcipim  a*  la  i.uri  Dmiugr. — The  engineer  who 
examines  a  district  with  a  view  to  the  improvement  of  its  drainage 

requires  the  information  respecting  the  features,  extent,  and  levels 
of  the  district,  its  rain-fall,  and  the  course,  dimensions,  levels  and 
discharge  of  its  streams,  which  have  already  been  specified  in 
Articles  456,  457,  and  458,  pp.  692  to  699,  and  in  Article  467,  p. 
707.  In  some  canes  it  is  necessary  to  attend  to  the  question, 
whether  the  water  to  he  carried  off  by  the  system  of  drainage  comes 
merely  from  the  apparent  gathering-ground  bounded  by  the  ridges 
that  surround  the  district,  or  whether  some  of  it  is  brought  to  the 
district  through  porous  strata,  which  have  their  gathering-ground 
wholly  or  partly  beyond  such  ridges. 

In  order  that  a  district  may  be  in  a  perfect  state  as  to  drainage, 
the  water-level  in  the  branch  drains,  which  directly  receive  the 
discharge  of  the  field  drains,  should  be  at  least  about  3  feet  below 
the  level  of  the  ground  at  all  timea  When  it  rises  above  that 
level  the  ground  becomes  atoagh  or  flooded,  according  as  the  water- 
level  is  below  or  above  its  surface. 

Each  water-channel  must  have  sufficient  area  and  declivity,  when 
at  its  fullest  flow,  to  discharge  all  the  water  that  it  receives  as  fast 
as  such  water  flows  in,  without  its  water-level  rising  so  high  as  to 
obstruct  the  flow  of  the  branches  it  receives,  or  to  lay  laud  uwnsh. 

Should  it  be  impossible  absolutely  to  fulfil  these  conditions, 
means  are  to  be  taken  to  make  the  deviation  from  them  as  small  in 
extent  and  as  short  in  duration  as  possible, 

480.  qinliom  n>  In  Imprarcmrnl  at  Drainage. — Should  the  drain- 
age of  a  district  lie  found  defective,  the  engineer  will  in  general 
liave  to  consider  questions  of  the  following  kind,  as  to  the  causes  of 
such  defective  condition,  and  the  means  of  improving  it: — 

I.  Whether,  and  to  what  extent,  it  is  practicable  to  diminish 
or  prevent  floods  by  the  construction  of  store  reservoirs. 

II.  Whether  the  channels  of  the  streams  contain  removable 
abstructitng  such  as  shelves  of  rock  or  other  shallows,  narrow  places, 
islands,  ill-designed  weirs  and  bridges,  dfcc,  and  how  such  obstruc- 
tions arc  to  be  removed.  Tin's  may  involve  questions  as  to  rebuild- 
ing weirs  and  bridges  according  to  improved  designs. 

III.  Whctbet   tiw  cVvaiainlft  are    defective    and  liable    to    be 
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obstructed  through  the  instability  of  their  beds,  and  bow  audi 
instability  is  to  be  prevented. 

IV.  Id  the  case  of  a  smaller  stream  having  too  little  declivity, 
"which  falls  into  a  larger  stream,  whether  that  declivity  can  be 
increased  by  diverting  the  course  of  the  smaller  stream  so  as  to 
remove  its  outfall  to  a  lower  part  of  the  larger  stream. 

V.  Whether  the  course  of  a  stream,  being  too  circuitous,  can  be 
improved  by  a  diversion;  and  whether,  in  the  event  of  improve- 
ments being  required  in  the  channel  of  a  stream,  it  is  best  to 
execute  them  in  the  existing  channel,  or  to  make  a  new  channel, 
independently  of  the  question  of  circuitousness. 

All  the  preceding  questions  relate  to  matters  which  have  already 
been  treated  of  in  Sections  III.  and  IV.  of  this  chapter,  but  the 
following  involve  subjects  which  will  be  treated  of  in  the  ensuing 
articles : — 

VI.  Whether  the  branch  drains  are  of  sufficient  discharging 
capacity. 

VII.  To  what  extent  the  water-channels  are  capable  of  acting 
as  temporary  reservoirs  for  moderating  the  rapidity  with  which 
flood-waters  descend  from  them  into  lower  and  larger  channels. 

VIII.  To  what  extent  the  lands  adjoining  a  river  which  are 
liable  to  inundation  act  in  the  capacity  of  a  reservoir,  and  what 
will  be  the  effect  upon  the  part  of  the  river  below  them  of  prevent- 
ing or  diminishing  such  action. 

IX.  Whether  the  drainage  <An  be  sufficiently  improved  by  im- 
provements on  the  water-channels  alone,  or  whether,  on  the  other 
band,  it  is  advisable  to  use  embankments  for  the  confinement  of 
floods  within  certain  limits. 

481.     DlKhaqlaB  O-paellr  •*"  Bnuck  Drain — If    the     rain-fall 

found  its  way  at  once  from  the  surface  of  the  ground  to  the  drains, 
each  of  these  would  require  to  have  dimensions  and  declivity  suffi- 
cient to  discharge  the  most  rapid  fall  of  rain  known  to  take  place 
for  any  time  how  short  soever.  The  following  data  as  to  the  most 
rapid  rain-fall  in  Britain  are  given  on  the  authority  of  Mr.  Phillips; 
they  illustrate  how  the  greatest  rate  of  rain-fall  diminishes  accord- 
ing as  the  period  for  which  it  is  reckoned  is  increased : — 

Total  depth  of  Rate  of 

Period.  Rain-falL  Rain-fall. 

Inches.  Inches  per  Hour. 

One  hour,  i       i"o 

Fourhoure,  3       05 

Twenty-four  hours 5       o-a  nearly. 


The  soil,  however,  acts  as  a  sort  of  reservoir  to  an  extent  dependi- 
ng on  ite  texture;  it  keeps  from  the  drains  altogether  a  ootIaito.  <Jt 
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the  ram- fall,  which  passes  off  by  evaporation,  or  is  absorbed  by 
plants,  as  stated  in  Article  456,  p.  692;  and  it  discharges  tb* 
remainder  into  the  drains  more  or  less  gradually.  The  branch 
drains  in  country  drainage  should  be  made  capable  of  discharging 
at  an  uniform  rate  the  greatest  available  rain-fall  known  to  take 
place  in  a  period  whose  length  is  greater  according  as  the  soil  m 
more  retentive.  It  is  probable  that  in  most  cases  of  cultivated  land 
twenty-four  /mure  will  be  found  a  sufficiently  short  period :  that  is, 
each  drain  which  directly  receives  water  from  the  fields  should  be 
capable  of  discharging,  in  twenty-four  hours,  the  greatest  available 
rain-fall  of  twenty-four  bonis;  for  steep  and   rocky  ground  the 

Eeriod  must  be  shortened,  in  some  cases,  it  is  probable,  to  four 
ours;  bat  the  best  method  in  each  case  is  to  ascertain  the  period  by 
an  experimental  comparison  of  the  rain-fall  with  the  discharge  of 
drains. 

482.  Action  «f  ChBB»1a  and  I'lwdcd  I,— d»  u  Btrnnln- The 
volume  of  the  space  contained  between  the  ordinary  water  surface 
of  a  given  portion  of  a  stream  and  the  flood-water  surface,  whether 
such  space  be  wholly  contained  between  the  banks  of  that  portion 
of  the  stream,  or  partly  between  such  banks  and  partly  over 
adjoining  lands  liable  to  inundation,  constitutes  a  reservoir  fur 
retaining  the  excess  of  the  total  supply  of  footer  daring  a.  period  of 

flood  rain-fall  from  tfte  district  drained  by  that  portion  of  tie 
stream,  above  the  greatest  quantity  that  the  stream  is  capable  of  dis- 
charging in  the  same  period,  until  the  flood  rain-fall  is  over,  when 
that  excess  flows  away  by  degrees.  The  existence  of  that  reservoir- 
room  thus  renders  sufficient  a  water-channel  of  leas  discharging 
capacity  than  would  otherwise  be  necessary;  and  if  such  reservoir- 
room  is  diminished,  either  by  improving  the  channel  so  as  to  lower 
the  flood-water  surface,  or  by  contracting  the  space  by  means  of 
embankments,  care  should  be  taken  that  the  discharging  capacity 
of  the  channel  below  the  district  in  question  is  increased  to  a  cor- 
responding extent,  otherwise  the  effect  of  diminishing  the  extent  of 
floods  in  that  district  may  be  to  increase  it  in  some  district  further 
down  the  river.  This  is  one  of  the  reasons  for  the  rule  already 
stated  in  Article  470,  p.  712,  that  works  of  river  improvement 
should  proceed  from  below  upwards. 

483.  Bivet  Em  •■■■menu. — When  the  land  adjoining  a  stream 
cannot  be  sufficiently  guarded  from  inundation  by  improvements  in 
the  channel,  embankments  may  be  erected.  In  determining  the 
course,  and  site  of  such,  embankments  regard  must  be  had  to  the 
principle  stated  in  the  last  article — of  leaving  sufficient  reservoir- 
room  between  them  for  flood-water.  In  some  cases  there  may  be 
sufficient  room  even  when  the  embankments  are  erected  close  to 

l^the  natural  hanks  of  the  channel;  but  in  general  it  is  advisable  to 
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leave  a  wilier  apace;  and  when  the  river  follows  a  serpentine  course 
sufficient  reservoir-room  may  in  many  cases  be  provided  by  carrying 
the  embankments  along  the  general  course  of  the  valley,  so  as  to 
enclose  the  windings  of  the  stream  without  following  them,  and 
thus  to  form  not  only  a  reservoir,  but  a  wide  and  direct  channel  for 
the  discharge  of  floods. 

The  tributary  streams  which  flow  into  the  main  streams  will  in 
general  require  branch  embankments.  Where  a  main  embank- 
ment extends  for  a  long  distance  uninterrupted  by  a  tributary 
stream,  the  land  protected  by  it  is  often  divided  into  portions  by 
means  of  branch  embankments,  called  "land  arms,"  diverging  from 
the  main  embankment,  the  object  of  which  is,  that,  in  the  event 
of  a  breach  being  made  in  the  main  embankment,  the  inundation 
may  be  confined  to  a  limited  extent  of  ground.  These  "land  arms" 
generally  run  along  the  boundaries  of  separate  holdings. 

Behind  and  parallel  to  each  main  embankment  there  runs  a  "  back 
drain,"  the  material  dug  from  which,  if  suitable,  may  be  used  in 
making  the  embankment.  The  use  of  this  back  drain  is  to  act  not 
only  as  a  channel  for  the  drainage  of  the  land  protected  by  the 
embankment,  but  as  a  reservoir  to  collect  that  drainage  when  the 
river  is  in  a  state  of  flood,  and  its  dimensions  are  to  be  regulated 
accordingly.  The  waters  of  the  back  drain  are  discharged  into  the 
river  (when  its  surface  is  low  enough)  through  a  scries  of  pipes  tra- 
versing the  embankment,  and  having  flap- valves  opening  outwards  to 
prevent  the  return  of  wafer  from  the  river.  These  valves  are  made 
sometimes  of  iron,  sometimes  of  wood;  one  of  the  most  efficient 
consists  of  an  iron  grating  or  perforated  plate,  covered  with  a  flap 
of  vulcanized  indian- rubber.  As  to  the  computation  of  the  time 
required  to  discharge  a  given  accumulation  of  water  from  the  back 
drain  through  a  given  outlet,  see  Article  455,  p.  G9 1. 

The  embankments  are  to  be  made  of  clay  rammed  in  layers  one 
foot  deep,  or  thereabouts.  When  of  moderate  height,  and  not 
exposed  to  great  pressure,  they  may  have  slopes  of  1£  to  1  or  2  to 
1.  When  they  are  liable  to  be  acted  upon  by  a  strong  current  they 
should  be  pitched  with  stone,  or  otherwise  defended  like  river- 
banks  (Article  4b'9,  p.  710) :  elsewhere  they  should  be  covered  with 
sods,  and  no  trees,  shrubs,  or  hedges  should  be  suffered  to  grow 
upon  them. 

484.  Tidni  ikmiwige  is  the  drainage  of  lands  which  are  above  the 
low- watermark  of  ordinary  tides,  and  either  below  high-water- 
mark, or  p>near  that  level  that  their  drainage  waters  can  only  be 
discharged  (51  certain  states  of  the  tide.  Such  lands  are  defended 
against  inundation  by  the  sea  by  means  of  embankments,  which  will 
.be  treated  of  further  on. 

The  best  mode  of  draining  a  district  of  this  sort  is  by  means  of  a 
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canal  extending  completely  through  it,  which  acta  alternately  u  a 
reservoir  and  aa  a  channel.  The  iop-waler-levei  of  the  canal  ia  to  be 
fixed  so  as  to  give  sufficient  declivity  to  the  branch  drains.  Its  Umd- 
icater-levd  wilt  be  above  that  of  low-water  of  neap  tides  to  the 
extent  of  l-15th  part  of  the  rise  of  such  tides.  The  space  con- 
tained in  the  canal  between  those  levels  is  the  reservoir-room;  and 
inasmuch  as  the  length  and  depth  of  that  space  arc  fixed,  the  breadth 
midway  between  those  levels  is  to  be  made  sufficient  to  give  reser- 
voir-room for  the  greatest  quantity  of  drainage  water  that  ever 
collects  during  one  tide.  The  depth  of  the  canal  must  be  made  at 
least  sufficient  to  enable  the  whole  of  that  quantity  of  water  to  be 
discharged  in  the  interval  between  1  hour  before  and  1  hour  after 
low-water,  the  mean  velocity  of  outflow  being  assumed  to  be  about 
equal  to  that  due  to  a  declivity  of  the  height  between  high  and 
low- water-levels  in  the  whole  length  of  the  canal,  and  to  its 
hydraulic  mean  depth  when  full  up  to  its  middle  water-level  The 
outer  end  of  the  canal  is  to  have  large  floodgates  capable  of 
throwing  its  whole  width  aud  depth  open  at  once ;  or  a  row  of  large 
siphon-pipes,  passing  over  the  tidal  embankment,  and  having  suitable 
apparatus  for  exhausting  the  air  from  their  summits.     {See  p.  741.) 

485.  Dniaaie  br  Fimpi>i  ia  extensively  employed  in  lands 
below  high- water-mark,  especially  in  Holland.  In  former  times 
windmills  were  chiefly  used  for  this  purpose,  but  now  they  are  to  a 
great  extent  replaced  by  steam  engines.  The  most  economical 
mode  of  conducting  drainage  in  this  manner  is  to  provide  reservoir- 
room  for  the  greatest  floods,  and  pump  constantly  at  an  uniform 
rate.  To  provide  for  the  repair  of  engines,  and  for  accidental 
stoppages,  engines  are  to  be  kept  in  reserve,  of  power  equal  to 
from  one-half  to  the  whole  of  the  power  of  those  that  are  kept  at 
work. 

486.  Town  Dniimnr. — Plans  for  systems  of  town  drainage 
require  to  be  on  a  larger  scale,  and  to  have  closer  contour-lines, 
than  those  of  any  other  description  of  work.  (See  Article  fill,  p 
96.)  The  discharge  to  be  provided  for  is  the  natural  drainage  of 
the  basin  which  the  town  occupies,  added  to  the  water  aupply 
artificially  brought  into  the  town. 

Inasmuch  aa  the  rainfall  in  towns  finds  its  way  into  the  sewers 
almost  instantly,  their  dimensions  and  declivity  must  be  suited  to 
the  heaviest  rain-fall  in  a  short  jieriod.  Authorities  differ  whether 
tliat  rain-fall  is  to  be  estimated  at  one  incli  or  at  half-an-inch  in 
depth  per  hour. 

The  treatment  and  disposal  of  the  drainage  of  towns,  after  it  has 
been  collected  by  means  of  a  system  of  sewers,  involves  chemical 
and  physiological  questions  into  which  it  is  impossible  to  enter  in 
a^.this  treatise. 
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487.  Mcwan,  or  main  drains  of  towns,  are  underground  arched 
brick  conduits,  designed,  laid  out,  and  constructed  according  to  the 
principles  already  explained  or  referred  to  in  Articles  474,  475, 
pp.  718  to  720.  As  to  their  strength,  see  Article  297  a,  p.  433. 
The  cross-section  preferred  for  them  in  Britain  is  an  oval,  with  the 
small  end  downwards.  In  order  that  men  may  be  able  to  enter 
them  for  purposes  of  cleansing  and  repair,  no  sewer  should  have  a 
less  breadth  than  2  feet 

The  velocity  of  the  current  should  be  not  less  than  2  foot  per 
second,  or  more  than  about  4J  feet  per  second. 

As  to  the  drainage  of  streets  into  the  sewers,  see  Article  417,  p. 
626.  Owing  to  the  quantity  of  mud  that  is  swept  into  sewers, 
tbey  are  peculiarly  liable  to  be  obstructed  by  collections  of  sedi- 
ment: these  are  swept  away  by  an  operation  willed  flushing  or 
flashing,  which  consists  in  placing  a  temporary  dam  of  timber 
above  the  spot  where  the  deposit  is,  so  as  to  collect  a  quantity  of 
water,  which  is  allowed  suddenly  to  escape  with  great  speed  in 
order  to  scour  away  the  deposit. 

As  the  pipes  leading  into  the  Hewers  from  the  channels  of  the 
streets,  and  also  those  from  the  houses,  either  are  or  ought  to  be 
"  trapped"  hy  means  of  valves  or  inverted  siphons,  so  as  to  prevent 
the  escape  of  foul  gas  from  the  sewers,  such  gas  must  have  openings 
provided  for  its  escape,  either  by  building  chimneys  for  the  purpose, 
or  by  connecting  the  sewer  with  existing  chimneys.  Passages  for 
the  admission  of  fresh  air  to  the  sewers  are  also  required,  and  sub- 
terranean entrances  with  trapdoors  to  give  men  access  to  them. 
As  to  the  use  of  "side-trenches"  aud  "subways,"  see  Article  421, 
pp.  629,  630. 

488.  FiiwDniat. — The  earthenware  pipes  used  for  drainage  have 
already  been  described  in  Article  477,  p.720.  In  town  drainage 
they  are  chiefly  used  for  the  branch  drains  leading  from  houses 
and  from  the. adjoining  ground  into  the  main  sewers;  and  they 
usually  range  from  4  inches  to  18  inches  in  diameter,  according  to 
the  quantity  which  tbey  are  to  discharge.  It  is  not  advisable  in 
any  case  to  use  drain-pipes  of  less  than  4  inches  in  diameter.  Tbey 
should  all  be  laid,  as  far  as  ]>ossible,  at  such  declivities  as  to  insure 
a  velocity  of  flow  of  4£  feet  per  second,  in  order  that  the  formation 
of  deposit  may  be  impossible;  and  when  their  proper  levels  and 
declivities  have  been  determined  by  calculation,  great  care  should 
be  bestowed  on  seeing  that  tbey  are  accurately  laid  at  those  levels 
and  declivities :  the  smaller  the  diameter  of  the  pipe,  the  worse  is 
the  effect  of  any  inaccuracy  in  this  respect  Obstructions  are 
most  likely  to  occur  at  the  junctions.  The  importance  of  making 
these  either  curved  or  acute-angled  has  already  been  mentioned ; 
but  even  at  curved  or  acute-angled  junctions  deposits  m-j  wo«r 
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times  take  place,  and  a  good  safeguard  against  tliis,  when  the 
levels  are  such  an  to  render  it  pmctimble,  is  to  make  tin-  junction 
in  a  vertical  or  transversely  inclined.  instead  of  a  nearly  horiaoutal 

pfaun 

The  inrrrtrd  ripltoti  air-Crap,  be  preventing  the  entrance  of  fbnl 
gn.*  from  a  sewer  into  a  building  through  u  drain-pipe,  is  an 
IT-aha|>ed  ttil>e,  in  the  lower  part  of  the  bend  of  which  water 
lodges,  ho  as  to  prevent  the  pasmgc  of  gas.  To  insure  tin-  efficiency 
of  this  trail,  it  ia  essential  that  the  sewer  should  have  chimneys  for 
the  escai>e  of  gas ;  otherwise  the  pressure  may  become  sofE  '  * 
enable  the  gao  to  force  its  way  past  the  water  in  the  tube. 


efficient  W 
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489.  irrisntiMi — It  appears  that  the  supply  of  water  required 
for  the  irriir.itiou  of  a  district  ranges  from  '01.1  to  -008  ofa  cubic 
foot  of  water  per  second  for  each  acre  irrigated;  and  this  is  the 
demand  to  bo  provided  for  by  reservoirs,  or  by  the  use.  of  weirn  to 
divert  water  from  rivers.     (Article   400,   p.  699;   Article  472, 

t713.)  The  channels  by  which  the  water  is  distributed  are  to 
carried  at  the  highest  levels  compatible  with  the  minimum 
velocity  of  1  foot  per  second,  in  order  that  as  great  an  area  of  land 
as  possible  may  be  commanded  by  them.  Their  dimensions  and 
declivity  are  to  be  determined  by  the  principles  of  Article  451, 
p.  686,  and  they  are  to  be  constructed  according  to  the  principle) 
of  Section  IV.  of  this  chapter,  especially  Article  474,  p.  718. 
When  they  run  between  earthen  embankments,  as  is  often  the 
case,  each  embankment  should  have  a  vertical  puddle  w&U  in  its 
centre,  from  2  to  3  feet  thick,  and  the  tops  of  the  embankments 
should  not  be  less  than  4  feet  wide. 

The  method  of  delivering  specified  supplies  of  water  from  an 
irrigation  canal  to  holders  of  land  is  the  following: — A  small  tank 
At  one  side  of  the  canal  is  supplied  through  a  sluice,  and  the  water 
in  it  is  kept  at  a  constant  level  by  regulating  the  opening  of  that 
sluice.  The  water  is  delivered  out  of  the  tank  through  a  square  or 
round  orifice  of  constant  size  under  a  constant  head.  Different 
quantities  of  water  are  delivered  by  varying  the  number  of  the 
orifices,  and  not  their  dimensions  nor  the  head  which  causes  their 
discharge. 

490.  Water    tafHr    *f  T»wn«  —  EMlnmin    af   DmH    a*  •» 

itaaatttr. — The  supply  of  water  to  towns  ranges  in  extreme  cases 
from  about  2  gallons  to  600  gallons  per  inhabitant  per  day.  (Gor- 
don On  Civil  Engineering.)  In  town  water-works  executed  with  a 
due  regard  to  sufficiency  of  supply  on  the  one  hand  and  economy  of 
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cost  on  the  other,  ami  with  a  moderate  amount  of  waste,  the 
following  may  be  regarded  as  fair  estimates  of  the  real  daily 
demand  for  water  per  inhabitant  amongst  inhabitants  of  different 
habits  as  to  the  quantity  of  water  they  consume,  (having  been 
verified  by  the  experiments  of  Mr.  J.  M.  Gale,  C.E.) 

Gallons  jwr  D«y. 
Least  Average.  GnttuL 

Used  for  domestic  purposes, 7  10  15 

Washing  streets,  extinguishing  fires,  sup- 1 

plying  fountains,  Ac, J  3  3  3 

Trade  and  manufactures, 7  7  7 

Total  usefully  consumed, 17         20         25 

Waste,  under  careful  regulation,  say 2  2  2^ 

Total  demand,.... 19         22         27 £ 

A  liberal  supply  of  water  has  a  tendency  to  increase  its  use,  and 
at  the  same  time  to  bring  the  daily  consumption  per  bead  amongst 
different  classes  of  persons  more  nearly  to  an  equality;  so  that, 
with  a  view  to  such  improvement  in  the  habits  of  the  population, 
it  is  advisable  in  projecting  new  water-works  to  take  somewhat 
more  than  the  highest  of  the  preceding  estimates  of  the  demand; 
that  is  to  say,  about  30  gallons  per  bead  per  day,  supposing  waste 
of  water  to  be  as  far  as  possible  prevented. 

The  quantity  of  water  run  to  waste,  however,  frequently 
exceeds  enormously  that  allowed  for  in  the  preceding  estimate, 
through  ill- const  ducted  fittings  and  carelessness.  A  quantity  equal 
to  that  used  is  not  uncommon,  and  in  one  case,  where  7  gallons 
of  water  per  head  per  day  were  actually  used,  18  gallons  run 
to  waste.  The  most  effectual  means  of  preventing  such  waste  are, 
the  establishment  of  a  regulation  or  enactment,  that  domestic 
water-fittings  shall  be  executed  to  the  satisfaction  of  the  engineer 
or  manager  of  the  water-works ;  the  carrying  out,  as  far  as  practi- 
cable, of  the  system  of  selling  water  by  measure  to  those  who  require 
it  for  other  than  ordinary  domestic  purposes  (as  to  water  meters, 
see  Article  459,  p.  699);  and  the  prevention  of  excessive  pressure 
in  the  service-pipes  from  which  houses  are  directly  supplied. 

The  preceding  statements  have  reference  to  the  doily  demand. 
Regard  must  also  be  had  to  the  hourly  demand,  which  fluctuates 
very  much  at  different  times  of  the  day,  chiefly  because  the  in- 
habitants draw  nearly  the  whole  of  their  supply  for  domestic 
purposes  during  a  limited  number  of  hours.  It  is  estimated  that 
the  most  rapid  draught  for  domestic  purposes  is  at  such  a  rate  thai. 
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if  kept  tip  continuously,  it  would  exhaust  the  whole  doily  supply  for 
these  purposes  in  8  h.mrs;  that  is  to  sny,  the  maximum  hourly 
demninl  for  r'oinestto  ptupOHi  is  three  timet  the  average  hourly 
demand. 

The  efFcct  of  tliia  on  the  greatest  hourly  demand  for  all  purpom 
is  to  make  it  in  different  cases  range  from  twice  to  21  times  ti># 
average  hourly  demand. 

401.  »:«>■» m(m  *r  Dr-MMi  ■■  ■■  ll«d. — It  is  considered  that 
the  head  of  pressure  in  each  of  the  street  mains  ought,  when  tht 
flow  is  uiowt  rapid,  to  be  equivalent  to  an  elevation  of  ahout  20  feet 
above  the  tops  of  the  adjoining  houses,  in  order  that  their  upper- 
most stories  may  be  directly  supplied,  and  that  it  may  be  possible 
to  throw  a  jet  to  the  top  of  the  highest  building  without  the  aid  of 
n  lire-eugiue. 

The  required  virtual  head  in  various  district!)  of  the  town  beinjr 
fixed,  the  virtual  declivity  from  the  source  to  each  of  those  districts  ia 
to  be  made  as  nearly  uniform  as  circumstances  will  permit,  if  pipes 
are  used  throughout,  Should  a  conduit  !»•  used  for  |«rt  of  tbe 
distance,  and  pipes  for  the  remainder,  the  pipes  should  have  the 
steeper  virtual  declivity,  and  consequently  the  greater  share  of  the 
total  virtual  fall  in  proportion  to  their  length,  in  order  that  they 
may  be  smaller  than  tbe  conduit ;  because  their  cost  is  greater  in 
proportion  to  their  size  than  that  of  the  conduit  No  precise  rule 
can  be  laid  down  for  this  distribution  of  fall  between  pipes  and 
conduit;  but  in  some  good  examples  the  virtual  declivity  of  the 
pipes  has  been  made  eight  times  as  steep  as  the  actual  declivity  of 
the  conduit  As  to  the  discharging  capacity  and  construction  of 
conduits  and  pipes,  see  Articles  450,  451,  pp.  684  to  686;  and 
Articles  474  to  478,  pp.  718  to  724. 

In  a  town  of  irregular  levels,  or  of  great  extent,  the  same  virtual 
declivity  which  is  required  in  order  to  give  sufficient  head  of 
pressure  in  the  higher  parts  of  the  town,  or  in  those  more  distant 
irom  the  source,  may  give  excessive  pressure  in  the  lower  or  nearer 
parts.  In  such  cases  the  excessive  pressure  in  the  branch  mains 
and  distributing  pipes  of  tbe  latter  districts  may  be  moderated  by 
any  convenient  means  of  causing  loss  of  head  at  their  inlets,  such 
as  passing  the  water  through  small  orifices,  or  loaded  valves;  the 
latter  being  tbe  more  accurate  method  in  its  working. 

492.  c*npeuaii*H  wur  is  the  supply  of  water  which  is  secured 
to  the  owners  and  occupiers  of  land  and  mills,  and  other  parties 
interested  in  the  sources  from  which  water  is  diverted  to  supply  a 
town,  in  order  that  they  may  not  suffer  damage  by  such  diversion. 
It  must  be  at  least  equal  to  the  supply  which  was  beneficially 
available  for  their  use  before  the  execution  of  the  water-works,  or 
else  they  must  receive  compensation  in  money  for  tbe  deficiency. 
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The  only  means  of  enabling  a  source  of  water  to  supply  a  town, 
besides  providing  the  landholders  with  compensation  water,  accord- 
ing to  the  preceding  principle,  is  to  store  in  reservoirs  and  discbarge 
by  degrees  the  flood-waters  which  previously  ran  to  waste.  (See 
Section  III.  of  this  chapter,  p.  699.) 

In  providing  the  daily  supply  of  compensation  water  to  which 
the  landholders  on  the  course  of  a  stream  are  entitled,  different  prin- 
ciples have  been  followed  in  different  cases.  The  following  are 
three  of  them ; — 

I.  To  secure  them  the  average  summer  discharge,  exclusive  of 
floods,  as  ascertained  by  gauging.  (As  to  the  distinction  between 
flood  discharges  and  ordinary  discharges,  see  Article  458,  p.  698). 

II.  To  give  them  a  proportion  fixed  by  agreement  (usually  one- 
t/tird,  or  thereabouts)  of  the  whole  water  impounded. 

In  some  cases  a  special  arrangement  has  been  come  to,  by  which 
the  landholders,  on  condition  of  a  certain  supply  being  delivered 
down  the  stream  during  the  day,  have  agreed  to  a  less  supply 
being  delivered  during  the  night 

III.  To  make  a  special  compensation  reservoir,  receiving  the 
discharge  from  a  certain  proportion  of  the  gathering-ground,  and 
to  hand  it  over  to  the  landholders,  to  be  managed  under  their  own 
control. 

The  usual  method  adopted  in  delivering  a  fixed  daily  quantity 
of  water  into  the  natural  channel  of  a  stream  is  to  construct  a 
tank  in  which  the  water  is  kept  ut  a  fixed  level  by  means  of  the 
sluice  or  sluices  through  which  it  is  supplied,  and  let  the  water 
How  out  of  that  tank  through  an  outlet  or  outlets  of  a  fixed  area 
and  figure,  under  a  fixed  head. 

493.  Kuraic-Wmla  consist  of  reservoirs  with  their  appurtenances, 
as  described  in  Section  III.  of  this  chapter.  Iu  estimating  the 
extent  of  gathering-ground  and  capacity  of  the  reservoirs  required, 
regard  must  be  had  to  the  demand  of  water  for  compensation 
(Article  4'J2),  as  well  as  for  the  supply  of  the  town. 

In  most  cases  in  which  a  town  is  supplied  from  works  of  this 
class,  the  best  economy  consists  in  choosing  the  sites  of  the  store 
reservoirs,  and  designing  the  conduits  and  princi]ial  main  pipes,  so 
as  to  supply  every  part  of  the  town  by  means  of  the  gravitation  of 
the  water  alone.  But  exceptional  cases  sometimes  occur,  in  which 
a  great  saving  may  be  effected  in  capital  outlay,  and  especially  in 
the  cost  of  conduits  and  pipes,  by  incurring  a  comparatively  small 
additional  annual  expenditure  iu  order  to  supply  some  limited  dis- 
trict that  is  highly  elevated  above  the  rest  of  the  town  by  means  of 
a  pumping  steam  engine,  instead  of  giving  the  conduits  and  prin- 
cipal main  pipes  the  dimensions  required  in  order  to  supply  that 
limited  district  by  gravitation. 
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494.  HpriKg*  in  many  cine*  are  bo  variable  in  their  discharge 
that  they  can  only  be  classed  amongst  the  sources  whose  water* 
require  to  be  stored  in  a  reservoir.  But  occasionally  springs  are 
met  with  which  are  the  outlets  of  extensive  porous  strata,  forming 
underground  natural  reservoirs  that  maintain  a  nearly  uniform  dis- 
charge independently  of  artificial  storage.  (See  Article  456,  p.  696.) 
When  the  waters  of  such  springs  are  diverted  from  the  streams  into 
which  they  naturally  flow  in  order  to  supply  a  town,  the  ordinary 
er  flow  of  those  streams  must  be  maintained  at  its  original 
e  by  the  aid  of  the  flood-waters  of  a  gathering-ground,  stored 
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supply  of  a  town,  independently  of  storage- works,  provided  the 
volume  of  water  brought  down  by  it  is  at  all  times  so  great,  that 
the  temporary  abstraction  of  a  volume  sufficient  to  supply  the 
town  will  cause  no  injury  to  its  navigation,  or  the  interests  of  the 
inhabitants  of  its  banks. 

The  works  required  in  order  to  supply  a  town  from  such  a  river 
usually  comprise  a  vxir,  for  maintaining  part  of  the  river  at  a 
nearly  constant  level  (Article  472,  p.  713);  two  or  more  settliny- 
ponds,  into  which  the  water  is  conducted,  or  if  necessary,  pumped, 
or  otherwise  raised  by  machinery;  filtering  apparatus;  and  a  suf- 
ficient establishment  of  pumping  engines. 

It  would  be  foreign  to  the  plan  of  the  present  work  to  enter  into 
details  as  to  the  construction  and  working  of  pumping  steam 
engines.  The  following  principles,  however,  must  be  stated  as 
specially  applicable  to  their  use  for  the  supply  of  a  town. 

I.  The  effective  power  required  to  be  in  operation  may  be  com- 
puted in  foot-pounds" per  liour,  by  multiplying  the  wight  of  water 
to  be  delivered  per  hour  by  the  total  head  at  the  engines  in  feet; 
such  head  being  measured  from  the  level  of  the  water  in  the  tank 
whence  the  engines  draw  it,  to  the  virtual  elevation  required  in 
order  to  give  sufficient  head  in  the  town  and  sufficient  virtual 
declivity  in  the  principal  main  pipes.  To  find  the  effective  harm- 
power,  divide  the  effective  power  in  foot-pounds  per  hour  by 
1,980,000.  The  indicated  horse-power  is  about  once  and  a-gyarter 
the  effective  horse-power. 

II.  Reserve  power  should  he  provided  to  an  amount  equal  to  at 
least  one-half  of  the  working  power ;  for  example,  of  three  engines 
of  equal  power,  two  are  to  be  kept  at  work  and  the  third  in 
reserve. 

III.  Air-vessels  and  stand-pipes  are  contrivances  to  prevent  tbe 
Knocks  to  which  the  pipes  would  be  exposed  by  the  intermittent 
action  of  t\ie  \ra\n\ra,  mi&  Vs  maintain  an  uniform  head  of  presmre 
wid.  velocity  oi  uo-w  ui  \in»  ^v^a. 
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An  air-vessel  is  an  air-tight  receiver,  usually  of  cast  iron,  and  of 
the  figure  of  a  cylinder  standing  vertically,  with  a  hemispherical 
top  and  bottom.  At  its  lower  end  are  two  openings,  an  inlet 
through  which  water  enters  from  a  pump,  and  an  outlet  from 
which  the  water  is  discharged  along  a  pipe.  Its  upper  portion 
contains  compressed  air,  which  tends  continually  to  diminish  in 
quantity,  partly  by  leakage  and  partly  by  absorption  in  the  water, 
so  that  a  small  supply  of  air  should  be  forced  in  from  time  to  time 
by  means  of  a  compressing  pump.  The  effect  of  the  air-vessel  in 
moderating  fluctuations  of  pressure  is  expressed  by  the  following 
proportion ; — 

mean  volume  of  air  in  the  vessel  :  volume  of  the  pump 

:  :  mean  head  of  pressure  :  greatest  fluctuation  of  the  head 
of  pressure. 

In  some  good  practical  examples,  the  capacity  of  the  air-vessel  is 
about  fifty  times  that  of  the  pump. 

A  single  stand-pipe  is  a  vertical  cast  iron  pipe,  rising  a  little 
higher  than  the  elevation  due  to  the  head  of  pressure,  and  open  at 
the  top.  It  has  at  its  base  an  inlet  through  which  it  receives 
water  from  the  pumps,  and  an  outlet  or  outlets  through  which  it 
discharges  water  into  the  horizontal  supply-pipes.  Its  sectional 
area  varies  from  once  to  twice  that  of  its  outlets,  or  thereabouts. 
It  equalizes  the  pressure  and  flow  even  more  effectually  than  an 
air-vessel,  for  the  rapid  entrance  of  the  quantity  of  water  due  to 
one  stroke  of  a  pump  producew  but  a  alight  elevation  of  the  surface 
of  the  water  in  the  stand-pipe  as  compared  with  its  total  height 

A  double  stand-pipe  has  two  branches,  in  one  of  which  the  water 
ascends  from  the  pump,  while  in  the  other  it  descends  to  the  mains : 
the  two  branches  unite  at  the  top  into  a  vertical  stem,  which  is 
Open  above.  This  construction  effects  a  constant  renewal  of  the 
water  in  the  stand -pipe. 

In  estimating  the  dimensions  and  speed  required  for  the  piston 
or  plunger  of  a  pump  that  is  to  deliver  a  given  volume  of  water 
in  a  given  time,  it  is  usual  to  add  about  one-fifth  to  that  volume  as 
an  allowance  for  "  slip;"  that  is,  water  which  runs  bock  through 
the  pump-clacks  while  they  are  in  the  act  of  closing.  It  appears, 
however,  from  experiment,  that  in  the  best  pumps  the  slip  is  not 
practically  appreciable.* 

'  Tbe  east  at  pamplng  large  quantities  of  water,  u  DcerUIaed  from  tbe  iccoirnri 
of  ilii!  expenditure  of  the  former  Glasgow  Weter-Worki  (alnce  aupeneded  by  tbe  Loch 
Katrine  Works},  during  ■  long  eeries  of  yean,  wu  at  tbe  rale  of  almost  exactly 
1'KUKiQ  gallant  ratted  ontjvolfar  a pt**yi  that  is  ta  say,  4,000,000  foot-  jowU  oj 
tjwtki  vvri  for  a  peitBj/. 


736  COMBINED   STBUCTUBE8. 

496.  Well,  may  be  used  an  sources  for  a  supply  of  water,  where 
a  water-bearing  stratum  exists  into  which  they  can  be  sunk.  The 
water  in  such  a  stratum  has  always  either  an  actual  or  a  virtual 
declivity  towards  the  place  where,  by  the  outcrop  of  the  stratum,  it 
makes  its  escape  into  a  river,  or  into  the  sea.  Should  the  water- 
bearing stratum  have  its  gathering-ground  at  a  high  elevation,  and 
should  it  be  covered,  in  a  district  far  distant  from  its  final  outlet* 
by  an  impervious  stratum,  the  line  of  virtual  declivity  may  be 
above  the  surface  of  the  ground  in  that  district;  so  that,  on  boring 
or  sinking  a  well  through  the  impervious  stratum,  the  water  will 
spout  up  in  a  jet.  Such  wells  are  called  "Artesian  Wells,"  In 
other  coses  the  line  of  virtual  or  actual  declivity  is  below  the 
surface  of  the  ground,  and  the  water  must  be  raised  by  pumping 
(as  to  which,  see  the  preceding  article). 

The  raising  of  a  large  quantity  of  water  from  a  water-bearing1 
stratum  has  always  the  effect  of  depressing  the  water-level  to  an 
extent  which  cannot  be  estimated  beforehand. 

The  quantity  of  water  which  a  water-bearing  stratum  is  capable 
of  yielding  may  be  estimated  in  the  manner  explained  in  Article 
456,  p.  696,  provided  the  position  and  extent  of  its  gathering- 
ground  can  be  ascertained;  but  that  can  seldom  be  done  with 
precision. 

In  sinking  or  boring  for  well  water,  it  is  in  general  advisable  to 
prevent  the  surface  water  from  mixing  with  that  of  the  well. 
This  is  done,  in  the  case  of  a  bore,  by  lining  it  with  iron  pipes,  and 
in  the  case  of  a  shaft,  by  lining  it  with  brickwork  laid  in  cement 

As  to  boring  and  shaft-sinking,  see  Article  187,  p.  331,  and 
Article  391,  p.  569. 

497.  The  PnHiy  •<"  w«i«  is  a  subject  of  which  the  detailed  con- 
sideration belongs  to  chemistry  and  physiology  rather  than  to 
engineering.  The  following  general  principles,  however,  may  be 
stated. 

For  purposes  of  cleansing,  cookery,  chemistry,  and  manufactures, 
the  best  water  is  that  which  approaches  nearest  to.  absolute  purity. 
Such  is  the  water  which  flows  from  mountain  districts,  where 
granite,  gneiss,  and  slate  prevail  Such  water  usually  contains  a 
large  quantity  of  diffused  oxygen  and  carbonic  acid.  It  is  the 
most  wholesome  for  drinking,  and  the  most  agreeable  to  those 
whose  taste  does  not  prefer  a  certain  admixture  of  earthy  salta 

The  most  common  mineral  impurities  of  water  are  salta  of  lima 
and  iron,  which  injure  it  for  all  purposes  except  drinking.  Salts 
of  lime,  especially  the  bicarbonate,  are  the  principal  causes  of  tbn 
property  called  "hardnesa"  The  bicarbonate  of  lime  can  be 
removed  by  nM\ug  to  the  water  as  much  lime-water  as  contains  a 
a,fluantity  o£  Ume  eo^a\  to  VnaV.  aircai-j  tsn&uncd  in  the  bicarbonate 
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of  lime  present.  The  additional  lime  thus  added  combines  with  one- 
half  of  the  carbonic  acid,  thus  becoming  chalk  itself,  and  reducing 
the  bicarbonate  to  chalk  also ;  and  the  chalk,  being  insoluble,  settles, 
and  leaves  the  water  softened.  This  is  Dr.  Clarke's  process  of  soften- 
ing water.  The  degrees  of '  liardnees  of  a  specimen  of  water  means 
the  number  of  grains  of  chalk  which  the  lime  held  in  solution  in 
a  gallon  of  the  water  (or  70,000  grains)  is  capable  of  forming. 
Water  of  less  than  5  degrees  of  hardness  may  be  considered  as 
comparatively  soft;  that  of  12  or  13,  as  decidedly  hard. 

The  waters  collected  directly  from  gathering-grounds  are  usually 
the  softest,  those  of  rivers  harder,  those  of  springs  and  wells 
hardest  of  all. 

The  drainage  waters  of  cultivated  and  populous  districts,  and 
above  all,  those  of  towns  and  their  neighbourhood,  are  to  be 
avoided,  as  containing  organic  matter  in  the  act  of  decomposition, 
and  being  therefore  unwholesome,  and  sometimes  highly  dangerous. 

The  taste  and  smell  of  a  person  accustomed  to  drink  pure  water 
and  breathe  pure  air  may  in  general  be  relied  upon  for  the  detection 
of  the  presence  of  impurities  in  water,  though  not  of  their  nature 
or  amount;  but  in  persons  who  have  for  some  time  habitually 
drunk  impure  water  and  breathed  a  foul  atmosphere  those  senses 
become  blunted. 

The  colouring  matter  of  peat  moss,  which  is  a  compound  of 
carbon  with  oxygen  and  hydrogen,  unfits  water  for  many  manu- 
facturing purposes.  It  does  not  render  it  unfit  for  drinking,  unless 
present  in  considerable  quantity,  when  it  produces  an  unpleasant 
flatness  of  taste ;  but  whether  that  substance  is  unwholesome  or  not 
has  not  been  ascertained.  Its  appearance  is  strongly  objected  to 
by  the  inhabitants  of  most  towns.  Long  exposure  to  light  and  air 
destroys  it,  probably  by  oxidating  its  carbon. 

The  long-continued  action  of  oxygen  decomposes  and  destroys 
organic  matter  in  water,  and  is  the  principal  means  of  purifying 
originally  impure  water.  In  store  reservoirs  the  presence  of  a 
moderate  quantity  of  living  plants  is  favourable  to  purity  of  the 
water,  provided  there  are  also  animals  enough  to  consume  tbem,  so 
that  they  may  not  die  and  decompose,  and  that  a  proper  balance  is 
kept  up  amongst  animals  of  different  kinds.  The  destruction  of 
the  fish  in  a  reservoir  has  been  known  to  lead  to  an  excessive 
multiplication  of  the  small  crustaceous  animals  upon  which  the  fish 
bad  fed,  to  such  an  extent  that  the  water  acquired  a  nauseous 
flavour  from  the  oil  which  those  minute  creatures  contained.  The 
only  remedy  was  to  re-stock  the  reservoir  with  fish.* 

"  Thla  cub  wis  "«mln»t  into  and  reported  upon,  tad  tin  remedy  dlscOTSnd,  by 
Dr.  11.  D.  Kogua 
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Shallow  reservoirs  are  unfavourable  to  purity,  because  tie 
warmth  of  the  water  produced  by  the  son's  heat  encourages  the 
growth  of  an  excessive  quantity  of  vegetation,  most  of  which  dies 
and  decomposes. 

On  the  subject  of  the  purity  of  water,  see  Dr.  R.  Angus  Smith's 
"  Report  on  the  Air  and  Water  of  Towns,"  in  the  Report*  of  the 
British  Association  for  1851. 

498.  fending  and  FtiiraiiM. — A  store  reservoir  generally  answers 
the  purpose  of  a  settling-pond  also,  to  clear  the  water  of  earthy 
matter  held  in  suspension.  Water  pumped  from  a  river  generally 
requires  to  rest  for  a  time  in  a  settling-pond. 

The  water  both  of  rivers  and  of  gathering-grounds  in  most 
cases  requires  to  be  filtered.  A  filter-bed  for  that  purpose 
consists  of  a  tank  about  5  feet  deep,  having  a  paved  bottom,  covered 
with  open-jointed  tubular  drains  leading  into  a  central  culvert; 
the  drains  are  covered  with  a  layer  of  gravel  about  3  feet  deep,  and 
that  with  a  layer  of  sand  2  or  3  feet  deep.  The  water  is  delivered 
upon  the  upper  surface  of  the  sand  very  slowly  and  uniformly ;  it 
gradually  descends,  and  is  collected  by  the  drains  into  the  central 
culvert  The  area  of  the  filter  should  be  such  that  the  water  to 
be  filtered  may  not  descend  vertically  with  more  than  a  certain 
speed ;  for  the  whole  efficiency  of  the  filtering  process  depends  on 
its  slowness.  The  speed  of  vertical  descent  recommended  by  the 
best  authorities  is  six  incites  an  hour;  in  some  cases  a  speed  as  high 
as  one  foot  an  how  has  been  used. 

There  should  bo  a  sufficient  number  of  filter-beds  to  enable  some 
to  be  cleansed  whilst  others  are  in  use.  The  cleansing  is  performed 
by  scraping  from  the  surface  of  the  sand  a  thin  layer,  in  which  all 
the  dirt  collects. 

It  appears  that  proper  filtration  not  merely  removes  mechanical 
impurities  from  the  water,  but  even  organic  impurities,  by  causing 
their  oxidation. 

499.  DiMrtkatiBg-Buiu  •*  T«n  Bntmta. — It  has  been  ex- 
plained in  Article  490,  p.  730,  that  the  greatest  hourly  demamd 
for  water  is  about  double  of  the  average  hourly  demand;  from 
which  it  follows,  that  the  pipe  or  conduit  which  directly  sap- 
plies  a  given  town,  or  part  of  a  town,  must  have  about  double 
tho  discharging  capacity  that  it  would  require  if  the  hourly  demand 
were  uniform. 

The  great  additional  expense  which  this  would  cause  in  the 
principal  conduits  and  main  pipes  is  saved  by  the  use  of  distribuling- 
basins  or  town  reservoirs. 

A  distributing-basin  for  a  given  district  is  a  small  reservoir, 
capable  of  containing  a  volume  of  water  at  least  equal  to  the  whole 
excess  of  tue  AwhmiA  fox  "WiW  during  those  hoars  of  the  day  when 
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such  demand  exceeds  the  average  rate  above  a  supply  during 
the  same  time  at  the  average  rate.  The  smallest  capacity 
which  will  enable  a  distributing-basin  to  fulfil  that  condition  is 
about  one-half  of  the  daily  demand  of  the  district  to  which  it 
belongs;  but  to  provide  for  unforeseen  contingencies,  it  may  be 
made  to  contain  a  whole  day's  demand,  or  even  more.  It  is  sup- 
plied with  water  at  an  uniform  rate,  by  a  principal  main  pipe, 
which  thus  only  needs  to  be  made  capable  of  supplying  the  averago 
hourly  demand,  the  distributing- pipes  alone  requiring  to  be  adapted 
to  the  greatest  hourly  demand.  During  the  night,  when  the 
supply  exceeds  the  demand,  the  water  accumulates  in  the  distribut- 
ing-basin ;  during  the  day,  when  the  demand  exceeds  the  supply, 
that  accumulated  water  is  expended. 

The  area  of  a  distributing-basin  should  be  such,  that  the  variation 
of  its  water-level  may  not  cause  an  inconvenient  variation  of  tho 
head  of  pressure  in  the  pipes,  nor  in  (heir  virtual  declivity. 

It  may  be  built  and  paved  with  masonry  or  brickwork  lined 
with  cement,  in  which  case  the  stability  of  its  walls  will  dq>end  on 
the  principles  cited  in  Article  465,  p.  707 ;  or  it  may  be  made  of 
rectangular  cast  iron  plates,  flanged  and  bolted  together,  the  op- 
posite aides  of  the  reservoir  being  tied  together  by  means  of  wrought 
Iron  rods,  to  enable  them  to  resist  the  pressure.  The  figure  in 
plan  will  in  general  be  regulated  by  that  of  the  site;  but  should 
the  engineer  be  free  to  choose  any  figure,  the  circular  figure  is 
obviously  the  best. 

The  elevation  of  the  site  should  be  such  as  to  command  the  dis- 
trict to  be  supplied  from  the  basin,  according  to  the  principles  of 
Article  401,  p.  732,  and  it  should  be  as  near  that  district  as 
possible. 

Every  distributing-basin  should  be  roofed,  that  the  water  may  be 
protected  against  heat,  frost,  and  the  dust  and  soot  which  float  in 
the  air  of  populous  districts.  The  most  efficient  protection  against 
heat  and  frost  is  that  given  by  a  vaulted  roof  of  masonry  or  brick, 
covered  with  asphaltic  concrete  to  exclude  surface  water,  and  with 
two  or  three  feet  of  soil,  and  a  Tayer  of  turf. 

When  water  is  brought  to  a  city  from  a  great  distance,  it  may 
be  useful  to  construct  in  the  neighbourhood  of  the  city  (should  tho 
ground  afford  a  suitable  site),  a  large  town  reservoir  or  auxiliary 
store  reservoir,  capable  of  holding  a  store  of  water  for  about  a 
month's  demand,  to  be  used  in  the  event  of  an  accident  happening 
to  the  more  distant  part  of  the  main  conduit,  until  the  damage  is 
repaired.  Prom  that  reservoir  to  the  town  the  main  pipea  may 
form  a  double  line,  so  that  in  the  event  of  a  failure  of  oue  line,  n 
supply;  although  a  diminished  one,  may  be  conveyed  through  tho 
other  line    until  the  first  line  is  repaired.      The  ara&rM&aii  <& 
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such  an  auxiliary  store  reservoir  will  in  general  be  similar  to  that 
of  the  reservoirs  described  in  Section  III.  of  this  chapter. 

500.  DlaMfcmiBB-Plpt*  must  be  adapted  to  the  greatest  hourly 
demand  for  water,  and  to  the  requisite  head  in  the  streets,  as 
already  explained  in  Articles  490  and  401,  pp.  730  to  733.  In  large 
cities  the  total  length  of  distributing-pipes  required  is  about  a  mile  for 
every  2,000  or  3, 000  inhabitant*.  The  smaller  the  town,  the  smaller 
in  general  is  the  proportionate  extent  of  distributing-pipes  required. 

The  distributing-pipes  which  are  laid  along  the  street  are  classed 
as  mains  and  service-pipes;  the  chief  distinction  being,  that  a  main 
either  conveys,  or  is  capable  of  conveying,  water  along  a  street  to 
some  place  beyond  it;  white  a  service-pipe  is  a  branch  diverging 
from  a  main,  in  order  to  supply  a  single  or  doable  row  of  buildings. 
In  wide  streets,  and  in  those  of  great  traffic,  it  is  best  to  have  two 
service-pipes,  one  for  each  side,  in  order  that  they  may  be  laid  so 
as  to  be  accessible  without  interrupting  the  traffic  of  the  street  (see 
Article  421,  p  620),  and  in  order  that  the  house  water-pipea  may 
be  as  short  as  possible,  and  may  lie  as  little  as  possible  under  the 
carriage-way. 

When  a  general  rate  of  virtual  declivity  has  been  fixed  for  the 
distributing-pipes  of  a  town  or  of  a  district  of  a  town,  and  the 
diameters  of  the  more  important  mains  have  been  computed  by  the 
proper  formula,  those  of  all  branch  mains  and  service  pipes  am 
easily  deduced  from  them  by  the  rule,  that,  with  equal  virtual 
declivities,  the  diameters  of  pipes  are  to  be  proportional  to  the 
eqvares  of  lite  f/Vt  roots  of  the  quantities  of  water  that  they  are  to 
convey. 

When  a  pipe  of  uniform  diameter  has  a  series  of  branches  diverg- 
ing from  it,  so  that  the  flow  of  water  through  it  becomes  leas  and 
less  at  an  uniform  rate,  until  the  pipe  terminates  at  a  "  dead  end" 
the  virtual  declivity  goes  on  diminishing,  being  proportional  to  the 
square  of  the  distance  from  the  dead  end;  the  excess  of  the  head  at 
any  point  above  the  head  at  the  dead  end  is  proportional  to  the 
cube  of  the  distance  from  tits  dead  end;  and  the  total  virtual 
fall,  from  the  commencement  of  the  pipe  to  the  dead  end,  is  one- 
third  of  what  it  would  have  been  had  the  whole  quantity  of  water 
flowed  along  the  pipe  without  diverging  into  brunch  pipes. 

All  dead  ends  of  pipes  should  be  provided  with  scouring 
which  should  be  opened  from  time  to  time  to  prevent  the  ■ 
lotion  of  deposit  there.  Pipes  should  be  laid  out  and  connected 
with  each  other  so  as  to  have  as  few  dead  ends  as  possible;  and 
with  that  view  it  is  desirable  that  service-pipes  should,  if  practi- 
cable, be  connected  at  both  ends  with  mains. 

The  use  of  loaded  valves  to  moderate  pressure  has  already  been 
mentioned  in.  ArUda  Wl,o-  732. 


DisntnroTiNu-piPKs — authorities.  741 

The  system  called  that  of  constant  service,  according  to  which  all 
distributing-pipes  are  kept  charged  with  water  at  all  timet,  is  the 
boat,  not  only  for  the  convenience  of  the  inhabitants,  but  also  for 
the  durability  of  the  pipes,  and  for  the  purity  of  the  water;  for 
pipes,  when  alternately  wet  and  dry,  tend  to  rust;  and  when 
emptied  of  water,  they  are  liable  to  collect  rust,  dust,  coal  gas,  and 
the  effluvia  of  neighbouring  sewers,  which  are  absorbed  by  the 
water  on  its  re-admission.  In  order,  however,  that  the  system  of 
constant  service  may  be  carried  out  with  efficiency  and  economy,  it 
is  necessary  that  the  diameters  of  the  pipes  should  be  carefully 
adapted  to  their  discharges,  and  to  the  elevation  of  the  district 
which  they  are  to  supply,  and  that  the  town  should  be  sufficiently 
provided  with  town  reservoirs.  When  these  conditions  are  not 
fulfilled,  it  may  be  indispensable  to  practise  the  system  of  inter- 
mittent service,  especially  as  regards  elevated  districts ;  that  is  to 
say,  to  supply  certain  districts  in  succession,  during  certain  hours 
of  the  day.  The  adoption  of  this  system  makes  it  necessary  for  the 
inhabitants  to  have  cisterns  in  their  houses  for  the  purpose  of 
holding  the  daily  store  of  water.  In  the  poorer  districts  of  towns, 
it  is  often  advisable  to  have  one  large  tank  for  a  group  of  small 
bouses,  instead  of  a  cistern  in  each  house;  the  tank  may  be  under 
the  control  of  the  water-work  officials,  and  may  be  filled  once  a 
day,  and  the  householders  may  be  supplied  from  it  through  small 
pipes  constantly  charged,  and  may  thus  have  the  convenience  of 
constant  service  although  the  supply  to  the  tank  is  intermittent 

500  a.  On  the  subject  of  the  collection,  conveyance,  and  dis- 
tribution of  water  generally,  special  reference  may  be  made  to  the 
works  of  Du  Buat,  M.  D'Aubuisson,  Mr.  Neville,  and  Mr. 
Downing,  On  Hydraulic*;  Tredgold'a  Hydraulic  Tract*;  Mr. 
Beardmore's  Hydraulic  Tablet;  Professor  Becker's  '"  Wasserbau;" 
and  Dr.  Hagen'a  "  Handbuch  der  Wasserbaukunst,"  (KbnigBberg, 
1853  to  1857);  and  on  that  of  the  water  supply  of  towns,  to  the 
Parliamentary  Reports  on  the  supply  of  water  to  the  metropolis, 
and  to  the  Reports  of  the  Board  of  Health  on  the  same  subject. 

Adosjdcm  to  Article  484,  p.  728.— Siphon,  far  TIM   Drailaaa^— The 

wiHi  of  the  Middle-Level  Dialings  Canal  are  discharged  over  the  top  of  an 
embankment  through  sixteen  parallel  siphons,  each  of  84  fett  bet*  and  lj  Inch 
thick.  The  summits  of  the  siphons  are  20  feet  above,  and  their  lower  ends  If  foot 
below.  low  water  of  spring- tides.  They  have  flap-valve*,  opening  dowa  stream,  at 
both  emit;  the  lower  valve  can  be  made  fast  with  a  bridle  whan  required.  The 
air  is  exhausted  from  their  summits,  when  required,  by  an  sir-pump  having  three 
cylinders  uf  15  inches  diameter  and  18  Inches  stroke,  driven  by  a  high-pressure 
steam  engine  of  tan  bone  power.  The  floor  of  the  canal  at  the  inlets  and  ouileta 
is  protected  by  a  wooden  apron.  (J.  Hawkshaw,  C.H.,  F.R.S.,  in  the  Avostdbji. 
9/ da  IuMtitulion  qf  Cml  E-ginteri,  April,  1863.) 


CHAPTER  III. 

OF   WORKS   OF    INLAND    NAVIGATION. 

Section  L — 0/ Canals. 

601.  Caul*  CIbmo*— BdctUM  W  I4m  «im  Urdt. — Canals  rosy 
be  divided  into  three  classes — 

I.  Level  Canals,  or  Ditch  Canals,  consisting  of  one  reach  or  pond, 
which  is  at  the  same  level  throughout.  The  most  economical 
course  for  a  canal  of  this  sort  is  obviously  one  which  nearly  follows 
a  contour-line,  except  where  opportunities  occur  of  saving  expense 
by  crossing  a  ridge  ora  valley  so  as  to  avoid  a  long  circuit. 

IL  Lateral  Canals,  which  connect  two  places  in  the  same  valley, 
and  in  which,  therefore,  there  ia  no  summit  level,  the  fall  taking 
place  in  one  direction  only.  A  lateral  canal  is  divided  into  a  series 
of  level  reaches  or  ponds,  connected  by  sudden  changes  of  level,  at 
which  there  are  either  single  locks  or  flights  of  locks,  or  some 
other  means  of  transferring  boats  from  one  level  to  another.  The 
"lift"  of  a  single  lock  ranges  from  2  feet  to  12  feet,  and  is  most 
commonly  8  or  9  feet  Each  level  reach  is  to  be  laid  out  on  the 
same  principles  with  a  level  canal.  In  fixing  the  lengths  of  tbe 
reaches  and  the  positions  of  the  locks,  the  engineer  should  have 
regard  to  the  fact  that  economy  of  water  is  promoted  by  distributing 
a  given  fall  amongst  single  locks  with  reaches  between  them,  rather 
than  concentrating  the  whole  fall  at  one  flight  of  locks. 

III.  Canal*  with  Summits  have  to  be  laid  out  with  a  view  to 
economy  of  works  at  the  passes  between  one  valley  and  another, 
and  with  a  view  also  to  the  obtaining  of  sufficient  supplies  of  water 
at  the  summit  reaches.  The  subject  of  the  supply  of  water  to 
canals  will  be  considered  further  on. 

502.  V«rot  aaa  Dlawtau  »f  Water-war- — Although,  for  the 
sake  of  saving  expense  in  aqueducts  and  bridges,  short  portions  of 
a  canal  may  be  made  wide  enough  for  the  passage  of  one  boat  only, 
the  general  width  ought  to  be  sufficient  to  allow  two  boats  to  pas 
each  other  easily.  The  depth  of  water  and  sectional  area  of  water- 
way should  be  such  as  not  to  cause  any  material  increase  of  the 
resistance  to  tbe  motion  of  the  boat  beyond  wbat  it  would  encoun- 
ter in  open  water.  The  following  are  the  general  rules  which  fultil 
these  conditions', — 
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Least  Breadth  at  Bottom   =  3  x  greatest  breadth  of  a  boat 
Least  Depth  of  Water        =  I£  foot  +  greatest  draught  of  a  boat 
Least  Area  of  Water-way  — 6  x  greatest  midship  section  of  a  boat 

The  bottom  of  the  water-way  is  flat  The  sides,  when  of  earth 
(which  is  generally  the  case),  should  not  be  steeper  than  1£  to  1; 
when  of  masonry,  they  may  be  vertical;  but,  in  that  case,  about  2 
feet  additional  width  at  the  bottom  must  be  given  to  enable  boats  to 
clear  each  other,  and  if  the  length  traversed  between  vertical  sides 
is  great,  as  much  more  additional  width  as  may  be  necessary  in 
order  to  give  sufficient  sectional  area. 

The  customary  dimensions  of  canal-boats  have  been  fixed  with  a 
view  to  horse-haulage.  The  most  economical  use  of  horse-power  on 
a  canal  is  to  draw  heavy  boats  at  low  speeds.  The  heaviest  boat 
that  one  horse  can  draw  at  a  speed  of  from  2  to  2£  miles  an  hour 
weighs,  with  its  cargo,  about  105  tons,  is  about  70  feet  long  and 
12  feet  broad,  and  draws  about  41  feet  of  water  when  fully  loaded. 
Smaller  boata,  which  a  horse  can  draw  at  3$  or  4  miles  an  hour,  are 
of  about  the  same  length,  6  or  7  feet  broad,  and  draw  about  2£  feet 
of  water. 

Boata  of  the  greater  breadth  above-mentioned  can  easily  be  adapted 
to  the  various  methods  of  propulsion  by  steam,  whether  by  means 
of  the  screw  propeller  or  the  warping  chain,  or  fixed  engines  and 
endless  wire  ropes  (Mr.  Lidd ell's. system). 

Ordinary  canals  are  suited  to  boats  such  as  the  above.  A.  larger 
class  of  canals  are  suited  to  sea-going  vessel*. 

The  following  are  examples  of  the  extreme  and  ordinary  dimen- 
sions of  canals: — 

Breadth  Breadth  Depth 

at  Bottom,         at  Top-water.  of  Water. 

Small  canal,. 12  feet, 24  feet, 4  feet 

Ordinary  canal,....  25    „     40    „     5    „ 

Large  canal,  50    „     110    „     20  „ 

503.  ChimciIm  mi  m  cnuL — The  least  expensive  parts  of  a 
oanal  are  those  in  which  the  upper  part  of  the  water-way  is  con- 
tained between  two  embankments,  and  the  lower  part  in  a  cutting, 
the  earth  dug  from  which,  together  with  that  dug  from  the  side- 
drains  at  the  foot  of  the  outer  slopes,  is  just  sufficient  to  form  the 
emliankmenta. 

All  canal  embankments  should  be  formed  and  rammed  in  thin 
layers.  (Article  203,  p.  341.)  The  width  of  the  embankment 
which  carries  the  towing-path  is  usually  about  12  feet  at  the  top; 
that  of  the  opposite  embankment  at  least  4  feet,  and  sometimes  6 
feet  Each  embankment  has  a  vertical  puddle  wail  in  its  centre 
from  2  to  3  feet  thick. 
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Id  catting,  there  should  be  a  bench  orbenn  of  12  or  14  feet  wide, 
at  one  side,  for  the  towing-path,  and  on  the  opposite  aide  a  bench 
about  3  or  4  feet  wide  at  the  same  level.  At  the  feet  of  the 
nlopes,  which  terminate  at  those  benches,  there  are  a  pair  of  side- 
drains,  as  described  in  Article  193,  p.  335.  These  side-drains 
discharge  their  water  at  intervals  into  the  canal  through  tabee. 

The  surface  of  the  towing-path  is  usually  about  2  feet  above  the 
water-level.  It  ia  made  to  slope  slightly  in  a  direction  away  from 
the  canal,  in  order  to  give  a  better  foot-hold  for  the  horses,  as  they 
draw  in  an  oblique  direction. 

The  slopes  are  to  be  pitched  with  dry  stone  from  6  to  9  inches 
thick. 

Occasionally  it  may  be  necessary  to  line  a  canal  with  concrete, 
or  to  face  the  sides  with  rows  of  sheet-piling,  in  order  to  retain  the 
water. 

Natural  water-courses  are  to  be  carried  below  the  canal  by  means 
of  bridges  and  culverts,  and,  if  necessary,  by  inverted  siphons  of 
masonry  or  iron.  Where  such  water-courses  are  above  the  level  of 
the  canal,  their  waters  may  be  partly  used  for  supplying  it;  but 
means  should  be  provided  for  carrying  such  waters  wholly  across 
the  canal  when  required. 

Each  reach  of  a  canal  should  be  provided  with  waste-weirs  in 
suitable  positions,  to  prevent  ita  waters  from  rising  to  too  high  a 
level ;  also  with  sluices,  through  which  it  may  be  wholly  emptied  of 
water  for  purposes  of  repair;  and  in  a  reach  longer  than  two  miles, 
or  thereabouts,  there  may  be  stop-gates  at  intervals,  so  that  one 
division  of  the  reach  may  be  emptied  at  a  time,  if  necessary.  The 
rectangular  channel  under  abridge  or  over  an  aqueduct  ia  a  suitable 
place  for  such  gates. 

Leaks  in  canals  may  sometimes  be  stopped  by  shaking  loose  sand, 
clay,  lime,  chaff,  &c,  into  the  water.  The  particles  are  carried  into 
the  leaks,  which  they  eventually  choke  by  their  accumulation. 

504.  Cunai  Aqaniuci*  nnd  Fiied  Bridim. — A  canal  aqueduct, 
like  the  aqueducts  for  conduits  already  mentioned  in  Article  i76, 
p.  720,  is  a  bridge  supporting  a  water-channel.  The  trough  or 
channel,  for  economy's  sake,  ia  usually  made  wide  enough  for  one 
boat  only.  Its  bottom  is  fiat,  or  nearly  so;  its  sides  vertical  or 
slightly  battering.  In  aqueducts  of  masonry,  the  total  thickness 
of  material,  from  the  side  of  the  trough  to  the  face  of  the  spandril- 
wall,  is  usually  4  feet  at  least  at  the  side  furthest  from  the  towing- 
path;  at  the  towing-path  side  it  is  sufficient  for  a  towing-path  of 
from  6  to  10  feet  wide,  and  a  parapet  from  15  to  18  inches  thick. 

In  Telford's  cast  iron  aqueduct,  known  as  Pont-y-Cysylte,  the 
channel  is  a  rectangular  trough  of  cast  iron,  supported  on  cast  iron 
segmental  arched,  rfta  ci  VJ  fa&  s^sn.    The  trough  is  of  tits  whole 


CANAL  BRIDGES — TUNNELS— MOVEABLE  BRLDOEB.  743 

■width  of  the  bridge,  about  IS  feet,  and  the  towing-path,  5  feet  8 
inches  wide,  covers  part  of  the  trough. 

The  principle  of  the  stupensum  bridge  is  peculiarly  well  adapted 
to  aqueducts,  because,  as  each  boat  displaces  its  own  weight  of 
water,  the  only  disturbance  of  the  uniform  distribution  of  the  load 
is  that  arising  from  the  passage  of  men  and  horses  along  the 
towing-path.  An  aqueduct  of  this  sort,  designed  by  Mr.  ftoebling, 
with  seven  spans  of  160  feet,  carries  a  canal  16  feet  wide  and  8  feet 
deep,  over  the  Alleghany  River  at  Pittsburg. 

Fixed  bridges  over  canals  require  no  special  explanation,  except 
to  state  that,  in  the  older  examples  of  them,  the  water-way  is 
contracted  so  as  to  admit  one  boat  only,  and  the  towing-path  is 
only  6  feet  wide,  or  thereabouts,  the  headroom  over  it  being  about 
10  feet.  Sometimes  the  archway  admits  the  water-channel  alone, 
while  the  towing-path  ascends  to  the  approach  of  the  bridge  and 
descends  again,  the  tow-rope  being  cast  loose  while  the  horse  passes 
over.  As  to  bridges  for  carrying  railways  over  canals,  see  Article 
436,  p.  663. 

Tunnels  for  canals  usually  have  the  water-way  and  towing-path 
contracted  as  already  described;  and  sometimes  the  towing-path  is 
dispensed  with,  the  boats  being  pushed  through  by  means  of  poles, 
or  by  the  hands  and  feet  of  the  boatmen,  with  the  aid  of  notches 
in  the  brickwork,  or  by  means  of  the  various  methods  of  steam 
propulsion. 

505.  Rimvabie  Bridge*  cross  a  canal  near  its  water-level  are 
made  of  timber  or  of  iron,  and  are  capable  of  being  opened  so  as  to 
leave  the  navigation  clear,  and  closed  so  as  to  form  a  passage  for  a 
road  or  railway  by  one  or  other  of  five  kinds  of  movement,  via, 
I.  By  turning  about  a  horizontal  axis;  II.  By  turning  about  a 
vertical  axis;  III.  By  rolling  horizontally;  IV.  By  lifting  verti- 
cally ;  V.  By  floating  in  the  canal.  As  regards  the  adaptation  of 
the  strength  and  stiffness  of  a  moveable  bridge  to  the  greatest  load 
which  it  has  to  bear  when  closed,  it  differs  in  no  reapect  from  a 
fixed  bridge.  But,  besides  having  the  strength  and  stiffness  required 
in  a  fixed  bridge,  it  must  fulfil  some  other  conditions,  which  are 
as  follows : — If  it  turns  about  an  axis,  it  must  be  so  balanced  that 
its  centre  of  gravity  shall  always  lie  in  that  axis;  if  it  rolls  back- 
wards and  forwards  it  must  be  so  balanced  that  its  centre  of 
gravity  shall  always  lie  over  the  base  or  platform  on  which  it 
rolls :  in  either  of  those  cases  it  must  have  strength  sufficient  to 
support  safely  the  overhanging  part  of  its  own  structure,  when 
deprived  of  direct  support;  if  it  is  lifted  vertically,  it  must  he 
counterpoised;  and  if  it  is  carried  by  a  pontoon  or  float,  that  float 
must  displace  a  mass  of  water  equal  in  weight  to  the  bridge,  and 
must  have  sufficient  stability. 
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L  A  bridge  which  turns  about  a  horizontal  axis  near  an  end  of 
ita  span  is  called  a  draw-bridge.  It  is  opened  by  being  raised 
into  a  vertical  position  by  means  of  a  pinion  driving  a  toothed 
sector.    It  is  best  suited  for  small  spans. 

II.  A  bridge  which  turns  about  a  vertical  axis  is  called  a 
tu-ing-bridge.     Ita  principal  parts  are  as  follows  : — 

A  pier  of  masonry  or  iron,  supporting  a  circular  base-plate  of  a 
diameter  equal,  or  nearly  equal,  to  the  breatith  of  the  bridge.  That 
base-plate  has  a  pivot  in  the  centre,  and  a  circular  race  or  track  for 
rollers  round  the  circumference,  as  in  a  railway  turntable : 

A  roller  frame  turning  about  the  central  pivot,  with  a  set  of 
conical  rollers  resting  on  the  race: 

A  circular  revolving  platform  resting  on  the  pivot  and  rollers : 

A  toothed  arc  fixed  to  the  revolving  platform,  with  suitable 
wheel-work  for  giving  it  motion : 

A  set  of  parallel  girders,  resting  on  and  fastened  to  the  revolving 
platform,  of  the  strength  and  stiffness  required  by  the  principles 
already  stated,  and  supporting  a  roadway. 

The  ends  of  the  superstructure  are  bounded  by  arcs  of  circles, 
described  about  the  axis  of  motion,  and  the  ends  of  the  roadway  of 
the  approaches  must  be  formed  to  fit  them* 

IIL  A  rolling  bridge  has  a  strong  frame,  supported  by  wheels 
upon  a  line  of  rails,  and  having  an  overhanging  portion  sufficient 
to  span  the  water-way.  When  closed,  by  being  rolled  forward,  the 
rolling  frame  leaves  a  gap  between  its  platform  and  that  of  one  of 
the  approaches,  which  gap  is  filled  by  rolling  in  another  rolling 
frame  that  moves  sideways.  The  latter  rolling  frame  is  rolled  out 
of  the  way  before  opening  the  bridge. 

IV.  A  lifting  bridge  is  hung  by  the  four  comers  to  four  chains, 
which  pass  over  pullies,  and  have  counterpoises  at  their  other 
ends. 

V.  A  floating  ewing-bridge  rests  on  a  caisson  or  pontoon :  it 
is  opened  and  closed  by  means  of  chains  and  windlasses,  and,  when 
open,  lies  in  a  recess  in  the  side  of  the  canal  made  to  receive  it 
The  pontoon,  being  made  of  sheet  iron,  is  so  designed  as  to  act  as  a 
tubular  girder  when  the  bridge  is  closed. 

506.  c-ul  i^cL..— Figs.  290,  201,  and  292,  show  the  general 
arrangement  of  the  parts  of  a  canal  lock.  Fig.  290  is  a  longi- 
tudinal section,  fig.  291,  a  plan,  and  fig.  292  a  cross-section,  look- 
ing upwards. 

*  For  an  example  of  a  twing-bridge  on  «  great  scale,  reference  mar  be  made  to 
one  planned  by  Mr.  I]  emails  and  constructed  by  Messrs.  Fail-bairn,  which  carries  lb* 
Midland  Great  Western  Railway  of  Ireland  over  the  entrance  to  Lough  Alalia. 
It  has.  two  snttia  of  GO  feet  each,  and  la  balanced  on  a  central  pier  of  SI  feet 
duuiiclei.    UteW*3^VbteUa\ta'ttx.1taBMa  work  fti  Iron  Bridgtt. 
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A  is  the  lock-cJKtmler ;  a,  a,  its  aide  walla;  E,  its  floor,  or  invert 
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Its  clear  length  should  be  at  least  equal  to  that  of  the  longest 

vessel    used  on    the    canal,   including  the 

rudder;  its  clear  breadth,  one  foot  more  than 

the  greatest  breadth  of  a,  vessel ;  itn  greatest 

depth  of  water  should   be   =   1J  foot  + 

greatest  draught  of  a  vessel  +  lift  of  the 

hick.     Its  depth  from  the  cope  of  the  side 

walla  to  the  bottom  may  bo  about  2  feet 


Fig.  232. 


The  side  walls  and  floor  are  recessed  to 

admit  of  the  opening  of  the  "  tail-gates." 

The  floor  is  level  with  the  bottom  of  the  lower  of  the  two  ponds 
to  be  connected. 

B  is  the  Iteod-bay,  with  its  side  walls  and  floor,  which  are 
recessed  to  admit  of  the  opening  of  tho  "  head-gates."  The  side- 
walls  end  in  curved  wings.  The  floor  is  level  with  the  bottom  of 
the  upper  pond.  ' 

G,  the  tail  bay,  with  its  side  walls  and  floor.  The  side  walls 
eod  in  curved  wings:  the  floor  in  a  dry  stone  pitching  or  apron. 

D,  the  lift-watt,  which  is  usually  built  liko  a  horizontal  arch. 

P,  the  head-gates,  whose  lower  edges,  when  shut,  press  against 
the  Jtead  mitre-sill,/. 


i'fi>n<>win#iMrfciofa  lock  n 


Tin-  initrt-silN  ,'uv  s'llnrtimrs  1 
tin:  U-tt.T  to  withstand  tin-  l,lm 
gates,  and  to  make  a  tighter  joint 

The  floor  of  the  lock  is  some 
Article  400,  p.  601.) 

The  gates  are  made  of  timber  o 
sists  of  the  following  principal  par 

The  heel-pott,  about  the  axis  of  1 
cylindrical  on  the  side  next  the 
fata  when  the  gate  ia  shut  It 
eccentric,  so  that  when  the  gate  : 
the  hollow  quoins.  At  its  Yow'ei 
upper  end  turns  in  a  circular  oc 
hack  to  the  masonry  of  the  side  w 

The  mitre-pott,  forming  the  out 
which,  when  the  gate  is  shut,  i 
joint  with  the  mitre-post  of  the  o 

The  erott-pieaet,  which  extend 
post  and  mitre-post : 

The  deading  or  covering,  whicl 
or  iron  plates.  When  it  consists 
omlly  or  diagonally: 

The  diagonal  bracing,  which,  : 
either  of  a  timber  strut  extending 
to  the  top  of  the  mitre-post,  or 
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one  or  more  rollers  under  its  lowest  cross-  bar,  to  assist  the  pivot  in 
supporting  its  weight  Each  of  those  rollers  runs  upon  a  quad- 
rantal  iron  rail  on  the  floor  of  the  gate-chamber.  This  mode  of 
construction  is  almost  always  adopted  in  large  and  heavy  gates 
that  require  chains  and  windlasses  to  open  and  shut  them. 

The  following  are  some  of  the  ordinary  dimensions  and  propor- 
tions of  locks,  in  addition  to  those  already  stated : — 

The  mitre-sills  rise  from  6  to  9  inches  above  the  floor: 

Versed-sine  of  mitre-sill,  from  \  to  j  of  breadth  of  lock  : 

Clearance  in  depth  of  the  recesses  for  the  gates,  -fa  of  thickness 
of  gate ;  clearance  in  length,  }  of  length  of  gate : 

Least  thickness  of  the  side  walls  at  the  top,  about  i  feet 
Greatest  thickness  at  the  base,  fixed  according  to  the  principles 
ni"  the  stability  of  walls,  usually  from  }  to  £  of  the  height : 

Length  of  side  walls  of  head-bay  above  gate-chamber,  about  J  of 
breadth  of  lock: 

Large  counterforts  opposite  hollow  quoins  to  have  stability 
enough  to  withstand  the  calculated  transverse  thrust  of  the  gates. 

The  longitudinal  thrust  of  the  head-gates  is  borne  by  the  side 
walls  of  the  lock-chamber;  that  of  the  tail-gates  by  the  side  walls 
of  the  tail-bay.  To  give  the  latter  walls  sufficient  stability,  the 
rule  is  to  make  their  length  as  follows : — 

Breadth  of  lock  x  greatest  depth  of  water  +  15  feet. 

Versed-sine  of  lift-wall,  from  1-1 2th  to  l-7th  of  breadth  of  lock. 

Floor  of  head-bay:  least  thickness,  from  10  inches  to  11  inches. 

Floor  of  lock-chamber:  versed-sine,  about  1-  15th  of  breadth; 
thickness,  from  1-lfith  to  l-3rd  of  breadth,  according  to  the  nature 
of  the  foundation. 

Foundations  of  various  kinds  have  been  sufficiently  explained. 
It  has  only  to  be  added  that,  when  a  lock  is  founded  on  a  timber 
platform,  longitudinal  pieces  of  timber  extending  along  the  whole 
length  of  the  foundation  are  to  be  avoided,  lest  they  guide  streams 
of  water  along  their  sides;  that  transverse  trenches  under  the 
foundation,  filled  with  hydraulic  concrete,  are  a  good  means  of 
preventing  leakage;  and  that,  in  porous  soils,  the  whole  space 
behind  the  lift-wall  and  under  the  floor  of  the  head-bay  may  be 
filled  with  a  mass  of  concrete. 

Length  of  apron  from  15  to  30  feet 

The  dimensions  of  the  different  parts  of  the  gates  are  to  be 
computed  according  to  the  principles  of  the  strength  of  materials. 
It  appears  that  the  factor  of  safety  in  many  actual  lock-gates  is  as 
low  as  3  or  4.  This  can  only  be  sufficient  by  reason  of  the  perfect 
steadiness  of  the  load. 

507.  lacltacd  Piaaca  •»  CimU. — To  save  the  time  and  ^«*jsb 


.Mm    |„,lli, 


These  caissons  balance  cucli  utlu 
the  long  incline,  because  the  be 
contain,  displace  exactly  their  01 
short  period  when  both  caissons  a 
water,  one  at  the  upper  and  the  o 
balance  in  not  maintained ;  and 
required  at  that  time,  and  to  c 
drives  the  main  pully,  u  in  t 
on  railways* 

Boats  may  be  hauled  tip  on 
caissons ;  but  this  requires  a  gre 
Thomas  Graharae  has  proposed  : 
cess  which  would  enable  a  fixed  « 
steamboats  are  used.  It  consist 
a  windlass,  driven  by  its  engim 
with  a  rope,  whose  upper  end  ii 
loose.  Tho  boat  is  floated  on  tr 
plane;  the  loose  end  of  the  rr>|> 
the  windlass,  which,  being  drive: 
to  haul  itself  up  the  inclined  plar 

On  some  canals  vertical  Hfts 
inclined  planes + 

508.    Waler  Supply  *f  Caanlh~ 
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The  demand  for  water,  in  the  case  of  a  canal,  may  be  estimated 
as  follows : — 

I.  Watte  of  Water  by  leakage  of  the  channel,  repairs,  and 
evaporation,  per  day  =  area  of  surface  of  the  canal  x  J-  of  a 
foot,  nearly. 

II.  Current  from  the  higher  towards  the  tower  reaches,  pro- 
duced by  leakage  at  the  lock  gates,  per  day,  from  10,000  to  20,000 
cubic  feet,  in  ordinary  cases. 

III.  Lockage,  or  expenditure  of  water  in  passing  boats  from  one 
level  to  another. 

Let  L  denote  a  lock/ill  of  water;  that  is,  the  volume  contained 
in  the  lock-chamber,  between  the  upper  and  lower  water-levels. 

B,  the  volume  displaced  by  a  boat. 

Then  the  quantities  of  water  discharged  from  the  upper  pond, 
at  a  lock  or  a  flight  of  locks,  under  various  circumstances,  are 
shown  in  the  following  tables.  The  sign  —  prefixed  to  a  quantity 
of  water  denotes  that  it  is  displaced  from  (As  lock  into  the  upper 


tending, 

'ecending  and  I 

j- 


ascending 

Train  of  n  bonis  intending, 
T«o    trains,    each    of  ») 

bouts,  the  first  descend-?' 

bfctbsa 


One  boat  ascending,. .. 


Water  discharged.  Ijxislert, 
L  —  r\  "nPtT- 
L  +  BI 
L  +  Bf 


S  b  boats,  descending  and)       descending  full,  1  ,  (descending  empty. 

ascending  alterostelj,    j"      ascending  emptj  f  \  ascending  full. 

Train  of  n  boats  ascending,  empty, (n  +  it  —  1)  L-t-n  B  1  -j, 

„  „  „  fnll, ..,..,,,,..,...         JS L  +  1«  B         j 

Two  trains,    each    of   >0 

boats,  the  first  descend- }-  fnll, _ (e>  +  2  »  -  2)  I.      full. 

in  g ,  the  second  ■scarjdingj 

From  these  calculations  it  appears,  as  has  been  already  stated, 
that  single  locks  are  more  favourable  to  economy  of  water  than 
flights  of  locks;  that  at  a  single  lock  single  boats  ascending  and 
descending  alternately  cause  less  expenditure  of  water  than  equal 
numbers  of  boats  in  trains;  and  that,  on  the  other  hand,  »J.  n.Sa^*. 


7  A3  combo 

of  locks,  boats  in  trains  cause  leas  expenditure  of  water  th»n  equal 
numbers  ot"  bout*  a-tir  tiding  ami  descend  in;;  alternately. 

For  this  reason,  when  a  long  fliglit  of  locks  is  unavoidable,  it 
is  usual  to  make  it  double;  that  is,  to  have  two  similar  flights  side 
by  side — using  one  exclusively  for  ascending  boats  anil  the  other 
exclusively  for  descending  boats. 

Water  may  be  saved  at  flight*  of  locks  by  the  aid  of  side  pond* 
(sometimes  culled  "lateral  reservoirs").  The  use  of  a  aide  pond  i« 
to  keep  For  future  use  a  certain  portion  of  the  water  discharged 
from  a  lock,  when  the  locks  below  it  in  the  flight  are  full,  which 
water  would  otherwise  be  wholly  discharged  into  the  lower  reach. 
Let  a  be  the  horizontal  area  of  a  lock-chamber,  A  that  of  its  side 
jiuud;  then  the  volume  of  water  so  saved  is — 
L  A  *  (A  +  a> 

Sectiok  II.— Of  Hirer  Navigation. 

509.  An  Oiwn  Hirer  is  one  in  which  the  water  is  left  to  take  a 
continuous  declivity,  being  uninterrupted  by  weirs.  On  the  sub- 
ject of  such  streams  little  has  here  to  be  added  to  what  hits  alreudr 
been  stated  in  articles  467  to  471,  pp.  707  to  713.  The  towing- 
path  required,  if  horse  haulage  is  to  be  employed,  is  aimilnr  to  that 
of  a  canal. 

The  effect  of  the  current  of  the  stream  on  the  load  which  one 
horse  is  able  to  draw  against  it  at  a  walk  may  be  roughly  estimated 
as  follows  r — 

Load  drawn  against  current  =  load  drawn  in atjll  water  x  f  ■=■    ■     \  ; 

v  being  the  velocity  of  the  current  in  feet  per  second. 

It  would  be  foreign  to  the  subject  of  this  work  to  discuss  the 
principles  of  the  propulsion  of  vessels  by  steam  and  sails. 

510.  A  Cuaiimed  Hiter  is  one  in  which  a  series  of  ponds  or 
reaches,  with  a  greater  depth  of  water  and  a  slower  current  than 
the  river  in  its  natural  state,  have  been  produced  by  means  of 
weirs.  The  construction  and  effect  of  weirs  have  been  explained 
in  Article  472,  p.  713,  and  the  previous  articles  there  referred  to. 

Each  weir  on  a  navigable  river  requires  to  be  traversed  by  ■ 
lock  for  the  passage  of  vessels,  the  most  convenient  place  for  which 
is  usually  near  one  end  of  the  weir,  next  the  bank  where  the 
towing-path  is.  River  locks  differ  from  canal  locks  in  having  no 
lift-wall,  bo  that  the  head-gates  and  tail-gates  are  of  equal  height 

511.  SI*rc*Me   BrM|«   •»«•  Rim   are    identical   in    principle 
with  those  over  canals,  and  differ  from  them  only  in  being  of 
greater    size.      Examples  of    them  have  already  been,  cited  in    , 
Article  505,  p.  706. 


CHAPTER  IV. 

OF  TIDAL  AND  COAST  WOBEB. 

Skctioit  I. — 0/  Wavtt  and  Tidet. 

612.  Hula  mf  OrtiaaiT  Wim. — The  following  description  of 
wave-motion  in  water  is  founded  chiefly  on  the  theoretical  investi- 
gations of  Mr.  Airy  and  others,  and  the  observations  of  the  Messrs. 
Weber  and  of  Mr.  Scott  Russell,  with  a  few  additions  founded  on 
later  researches. 

Rolling  waves  in  water  are  propagated  horizontally;  the  motion 
of  each  particle  takes  place  is  a  vertical  plane,  parallel  to  the 
direotion  of  propagation; 

the  path  or  orbit  described  •*  a^  * 

by  each  particle  is  approxi- 
mately   elliptic    (see 
293),  and  in  water  of 
form  depth  the  longer 
of  the  elliptic  orbit  is  hori- 
zontal, and    the    shorter 
vertical;  the  centre  of  that 
orbit  lies  a  little  above  the 
position  that  the  particle 


Fig.  £93. 


occupies  when  the  water  is  undisturbed;  when  at  the  top  of  its 
orbit,  the  particle  moves  forward*  aa  regards  the  direction  of  pro- 
pagation; when  at  the  bottom,  backwards,  as  shown  by  the 
curved  arrows  in  fig.  293,  in  which  the  straight  feathered  arrow 
denotes  the  direction  of  propagation. 

The  particles  at  the  surface  of  the  water  describe  the  largest 
orbits ;  the  extent  of  the  motion,  both  horizontally  and  vertically, 
diminishes  as  the  depth  below  the  surface  increases  ;  but  that  of  the 
vertical  motion  more  rapidly  than  that  of  the  horizontal  motion,  so 
that  the  deeper  a  particle  is  situated  the  more  flattened  is  its  orbit, 
as  indicated  at  A,  B,  and  C;  a  particle  in  contact  with  the  bottom 
moves  backwards  and  forwards  in  a  horizontal  straight  line,  as  at  D. 

In  water  that  is  deep,  as  compared  with  the  length  of  a  wave  (or 
distance  between  two  successive  ridges  on  the  surface  of  the  water), 
the  orbits  of  the  particles  are  nearly  circular,  and  the  motion  at 
great  depths  is  insensible. 

So 
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The  period  of  a  wave  is  the  time  occupied  by  each  partid*  in 
making  one  revolution,  and  is  also  the  time  occupied  by  *  wave  in 
travelling  a  distance  equal  to  its  length.  Hence  wo  have  the  fal- 
lowing proportion : — 


wan  speed  of  a  particle 
sjH-ed  of  the  waves 


lumferanea  of  particle's  orbit 
length  of  a  wave 


The  speed  of  the  waves  depends  principally  on  their  length  and  <• 
the  depth  of  water.  being  greatest  lor  long  waves  and  deep  waVf. 
When  the  depth  of  water  is  greater  than  the  length  of  a  wave  the 
speed  is  not  sensihly  affected  by  the  depth,  and  is  almost  exjirtlf 
equal  to  the  velocity  acquired  by  a  body  in  falling  through  half  vj 
the  radius  of  a  circle  wlum  circumference  is  lite  length  of  a  low* 
In  water  that  is  very  shallow,  compared  with  the  length  of  th' 
waves,  the  velocity  is  nearly  independent  of  the  length,  and  i< 
nearly  equal  to  that  acquired  by  a  heavy  body  ill  falling  thronjh 
half  tAe  deplli  of  the  toater  added  to  Oirce-fourtJui  of  the  height  of  a 

Two  or  mure  different  series  of  waves  moving  in  the  same,  differ- 
ent, and  contrary  directions,  with  equal  or  unequal  speeds,  may 
traverse  the  same  mass  of  water  at  the  same  time,  and  the  motiuu 
of  each  particle  of  water  will  be  the  resultant  of  the  respective 
motions  which  the  several  series  of  waves  would  have  impressed 
upon  it  had  they  acted  separately.  This  is  called  the  interfereiut 
of  waves. 

When  a  series  of  waves  advances  into  water  gradually  becoming 
shallower,  their  period*  remain  unchanged,  lint  their  tpeed,  and 
consequently  their  length,  diminishes,  and  their  slopes  become 
steeper.     The  orbits  of  the  particles  of  water  become  distorted,  ai 


Fig.  29*. 


at  B,  G,  D,  fig.  294,  in  such  a  manner  that  the  front  of  each  wave 
gradually  becomes  steeper  than  the  back;  the  crest,  as  it  were, 
advancing  faster  than  the  trough.  At  length  the  front  of  the 
wave  curls  over  beyond  the  vertical,  its  crest  falls  forward,  and  it 
breaks  into  surf  on  the  beach. 

As  the  energy  of  the  motion  of  a  given  wave  which  advance* 
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into  shallowing  water,  or  up  a  narrowing  inlet,  ia  successively  com- 
municated to  smaller  and  smaller  masses  of  water,  there  is  a 
tendency  to  throw  those  masses  into  more  and  more  violent  agita- 
tion :  that  tendency  may  either  take  effect,  or  it  tnny  be  counter- 
acted, or  more  than  counteracted,  by  the  loss  of  energy  which  takes 
place  through  the  production  of  eddies  and  surge  at  sudden  changes 
of  depth,  and  through  friction  on  the  bottom. 

When  waves  roll  straight  against  a  vertical  wall,  as  in  fig.  205, 
they  are  reflected,  and  the  particles  of  water  for  a  certitiu  distance 
in  front  of  the  wall  have  motions  compounded  of  those  due  to  the 
direct  and  to  the  reflected   waves. 
The    results  are    of  the    following 
kind : — The  particles  in  contact  with 
the  wall,  as  at  A,  move  up  and  down 
through  a  height  equal  to  double  the 
original  height  of  the  waves,  and  so 
also  do  those  at  half  a  wave  length 
from  the  wall,  as  at  C;  the  particles  Flc  295 

at  a  quarter  of  a  wave  length  from 
the  wall,  as  at  B,  move  backwards  and  forwards  horizontally,  and 
intermediate  particles  oscillate  in  lines  inclined  at  various  angles. 

In  order  that  a  surface  may  reflect  the  waves,  it  is  not  essential 
that  it  should  be  exactly  vertical ;  according  to  Mr.  Scott  Russell, 
it  will  do  so  even  with  a  batter  of  45°, 

A  vertical  or  steep  surface  which  is  wholly  covered  by  the  water 
reflects  the  wave-motion  of  those  layers  of  water  which  lie  below 
its  level,  and  thus  a  sunken  rock  or  breakwater,  even  though 
covered  with  water  to  a  considerable  depth,  causes  the  sea  to  break 
over  it,  and  so  diminishes  the  energy  of  the  advancing  waves. 

The  greatest  length  of  waves  in  the  ocean  is  estimated  at  about 
560  feet,  which  corresponds  to  a  speed  of  about  53  feet  per  second, 
(Mid  a  period  of  about  11  seconds.  Their  greatest  fieit/ht  is  given  by 
Suorcsby  as  about  43  feet,  and  this,  with  the  period  just  stated, 
gives  12  feet  per  second  as  the  velocity  of  revolution  of  the  particles 
of  water.     (See  p.  766.) 

In  smaller  seas  the  waves  are  both  lower  and  shorter,  and  less 
swift ;  and,  according  to  Mr.  Scott  Russell,  waves  in  an  expanse  of 
shallow  water  of  nearly  uniform  depth  never  exceed  in  height  the 
undisturbed  depth  of  the  water.  But  the  concentration  of  energy 
upon  small  masses  of  water,  which  occurs  on  shelving  coasts  in  the 
manner  already  stated,  produces  waves  of  heights  greatly  exceed- 
ing those  which  occur  in  water  of  uniform  depth,  as  the  following 
examples  show. 

Pressures  of  waves  against  a  vertical  surface,  at  Skerryvore,  as 
observed  by  Mr.  Thomas  Stevenson: — 


tend  to  undermine  and  deuiolis 
gravel,  shingle,  or  such  mater 
■long,  upon  0 very  flat  or  sloping 
roll;  that  they  cany  such  mater! 
that  when  they  advance  oblique 
materials  of  the  beach  travel  aloi 

513.  TUntaSwml — The  g 
in  an  alternate  vertical  rise  and 
occupying  an  average  period  of  ha 
and  transmitted  from  place  to  pi 
long  and  swift  waves,  in  which  t 
is  very  much  greater  thau  that  o 
of  motion,  both  vertical  and  h 
tween  spring  and  neap,  whose  p 
variations  whose  periods  are  a 
The  propagation  of  the  tide- we 
in  gradually  shallowing  water, 
tendency  to  become  parallel  to 
approaching 

Tides  in  narrow  seas,  and  in  t 
are  modified  by  the  interference 
by  different  routes,  bo  aa  someti 
ruena.  (See  Mr.  Airy's  treatit 
Sneuebaadia  Metropolitana.} 
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the  bottom.    The  orbit  of  each  particle  is  a  very  long  and  flat 
ellipse. 

Supposing  such  a  channel  as  that  here  considered  to  have  a  beach 
of  moderately  steep  slope  at  one  aide,  the  depth  being  elsewhere 
uniform,  the  particles  near  that  beach  move  in  ellipses  situated  in 
planes  inclined  so  as  to  be  nearly  parallel  to  the  beach,  as  repre- 
sented in  plan  in  figs.  296  and  297.     In  each  of  these  figures  the 


1: 


fig-  208.  Tig.  297. 


beach  is  supposed  to  be  towards  toe  top  of  the  page;  in  fig.  296 
it  lies  to  the  right  hand  of  the  direction  of  advance  of  the  tide  wave 
(represented  by  the  feathered  arrow) ;  in  fig.  297,  to  the  left  of 
that  direction.  The  following  are  the  motions  of  a  particle  at  dif- 
ferent times  of  the  tide: — 

f.irair  Tims  Reference 

Hour*  after  commonly  Current  to  tbe 

High-water,  en]  led.  Figure*, 

O     Hlgli-waler Forward, A 

ij  Quarter  Ebb, Forward  and  Seaward, B 

3    Half  Ebb, Seaward, G 

4(  Three-qnarten  l.Lb. .,  Backward  and  Seaward, D 

6    Low-wnler, Backward, £ 

7t  Quarter  Flood, Backward  and  Shoreward, F 

9    Half  Wood, ™  Shoreward, ;    O 

loj  Thrte-qnanerj  Mood, Forward  and  Shoreward, M 

13     High-water, Forward, A 

515.  The  TUe  »■  ■  ■■*«  ■■■«.  or  in  any  bay,  gulf,  or  estuary  of 
such  dimensions  and  figure  that  high  and  low-water  occur  in  all 
parts  of  it  sensibly  at  the  same  instant,  is  somewhat  analogous  to  a 
wave  rising  and  falling  against  a  steep  wall  (fig.  295,  p.  755),  or 
to  tbe  emptying  and  filling  of  a  reservoir.  Each  particle  of  water 
moves  alternately  outwards  and  inwards  during  the  fall  and  rise  of 
the  tide  respectively;  and  the  current  is  swifter  and  stronger 
when  the  depth  of  water  is  greater,  that  is,  during  the  second  half 
of  flood  and  Uiefirtt  half  of  ebb. 

Supposing  that  the  entrance  to  such  an  inlet  runs  at  right  angles 
to  the  line  of  coast  described  in  the  preceding  article,  the  combina- 
tion of  the  tidal  currents  of  the  inlet  with  those  of  the  offing,  or 
sea  outside,  produces  the  results,  as  regards  the  currents  at  the. 
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entrance,  indicated  by  the  arrows  marked  b,  c,  d9/9  g,  h,  in  figs. 
296  and  297  (whose  lengths  denote  the  strength  of  the  current), 
and  explained  in  the  following  table,  in  which.  ckUtoard  and 
inward  refer  to  the  entrance  of  the  inlet,  and  forwards  and  back- 
wards to  the  directions  of  currents  as  compared  with  that  of  the 
flood-current  along  the  coast : — 

Fir.th.lf    (°    High-water, 0  (Slack-water),. — — 

',-""    •<  1 1  Quarter  Ebb, Outward,  turning  forward,....     b  \  «,. 

of  tbb.     1  ,»  ywf  Ebb     • 0utwarf; • ?  e  \  Strong. 

Second  half  (  4.4  Three-quarters  Ebb,  Outward,  turning  backward,...  d  Weak. 
*ofKbb,     \6    Low- water...... 0  (Slack-water), — 

First  half    \  74  Quarter  Flood, Backward,  turning  inward,....    f    Weak. 

of  Flood.     \g     HalfFlKxl -Inward, ^  I  Strait? 

Second  h«lf   iioj  Three-quarters  Flood  Forward,  turning  inward, A  \  atrQOfe> 


fio 

\I2 


of  Flood.     \i2    High-water, 0 (Slack-water), 

The  letter  J  in  each  figure  marks  the  up-stream  corner  of  the 
entrance  as  regards  the  flood-current  along  the  coast. 

The  volume  of  water  which  flows  alternately  in  and  out  at  the 
entrance  of  a  short  inlet  is  nearly  equal  to  the  space  between  the 
surfaces  of  high  and  low- water,  as  ascertained  by  levelling  and 
tide-gauges.  The  'mean  vdocity  of  the  current  through  the  entrance 
is  nearly  equal  to  that  volume  divided  by  the  mean  sectional  area 
of  the  entrance,  and  by  the  time  of  rise  or  fall ;  and  the  greatest 
vdocity  is  nearly  equal  to  1*57  x  mean  velocity.  It  is  best  to  use 
such  calculations  only  for  the  purpose  of  computing  the  probable 
effect  of  alterations.  The  velocities  of  actual  currents  should  be 
found  by  observation. 

516.  The  Tides  in  L*ng  inieu  are  compounded  of  a  simple 
emptying  and  filling  current  like  that  in  a  short  inlet,  and  a  set-it** 
of  branch  tidal  waves,  propagated  up  the  channel  from  the  waves 
of  the  offing.  In  river-channels  the  alternate  currents  due  to  the 
tides  are  combined  with  the  downward  current  due  to  the  flow  of 
fresh  water. 

The  tidal  wave  which  is  propagated  up  a  long  inlet  or  river- 
channel  is  analogous  to  those  represented  as  advancing  into  shallow 
water  in  fig.  294,  p.  754.  It  diminishes  in  length  and  increases  in 
height  until  it  reaches  a  limit  where  its  further  increase  in  height  is 
stopped  by  friction.  Its  front  becomes  shorter  and  steeper,  and  its 
back  longer  and  flatter ;  in  other  words,  the  rise  of  tide  occupies  a 
shorter  time,  and  the  fall  a  longer  time,  as  the  wave  advances  up 
the  channel.  When  a  high  tidal  wave  advances  into  very  shallow 
water,  its  front  sometimes  shortens  and  steej^ns,  until  at  length  it 
curls  over,  like  the  breaker  D  in  fig.  294,  and  continues  to  advance 
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rolling  and  breaking  into  surf,  followed  by  a  very  long  flat  back. 
The  tidal  wave  is  then  called  a  "bore."  The  back  of  the  wave 
sometimes  breaks  up  into  two  or  three  smaller  waves,  and  then  the 
fall  of  the  tide  is  interrupted  by  short  intervals  of  rise. 

To  estimate  by  calculation  the  velocity  of  the  flood  and  ebb- 
currents  at  a  given  cross-section  of  a  river-channel  or  other  long 
inlet,  two  longitudinal  sections  of  the  surface  of  the  water  must  be 
prepared  from  two  sets  of  simultaneous  tide-gauge  observations, 
made  at  a  series  of  stations  along  the  channel  and  above  that 
cross-section,  at  the  two  ins/ante  of  elack-teater  at  Ihe  given  enws- 
scction  respectively.  The  volume  contained  between  the  two  sur- 
faces thus  determined  will  be  the  volume  of  tidal  water  which  runs 
in  and  out  through  the  given  cross-section ;  and  this,  being  divided 
by  the  duration  of  flood  and  ebb  respectively,  and  by  the  area,  will 
give  the  probable  mean  velocities  of  the  currents,  which,  being 
multiplied  by  1-57,  will  give,  approximately,  the  probable  maximum 
velocities.  The  velocity  due  to  the  fresh-water  stream,  if  any, 
is  to  be  subtracted  from  the  flood  and  added  to  the  ebb.  (See  tho 
remark  at  the  end  of  the  preceding  article.) 

The  tidal  waves  in  rivers  are  propagated  up  the  declivity  of  the 
Ftreum,  which  they  often  affect  at  points  above  the  level  of  high 
water  in  the  sea. 

.117.    Aeilon.   of  TMc    «    CM.    a.4    Chum**.— The    flowing 

tide  augments,  and  the  ebbing  tide  diminishes,  the  speed  and 
furce  of  storm  waves;  and  hence  the  observed  fact,  that  the  most 
powerful  action  of  such  waves  on  the  coast  occurs  after  half- 
flood,  when  the  shoreward  current  is  strong.  The  tidal  currents 
sweep  along  with  them  silt  or  mud,  sand,  gravel,  and  other 
materials,  according  to  the  laws  already  stated  with  reference  to 
river  currents  (Article  468,  p.  708);  hence  the  ebbing  tide  tends  to 
scour  and  deepen  inlets,  and  the  flowing  tide  to  silt  them  up. 
From  what  has  been  explained  in  the  preceding  article,  it 
appears  that  in  shallow  water  there  is  a  tendency  lor  the  flow- 
ing tide  to  become  more  rapid,  and  therefore  stronger  in  its  action, 
than  the  ebbing  tide,  unless  opposed  by  a  sufficiently  strong 
fresh-water  current;  and  hence  the  prevailing  tendency  of  the  tides, 
like  that  of  the  waves,  is  to  choke  and  till  up  estuaries,  river- 
channels,  and  other  inlets,  especially  such  as  are  already  shallow. 

A  strong  fresh-water  current  may  maintain  a  deep  channel 
against  this  action  of  the  sea,  so  far  as  it  is  limited  in  breadth; 
but  where  that  current  escapes  into  the  open  sea,  and  is  either 
enfeebled  by  spreading  laterally,  or  has  its  action  on  the  bottom 
prevented  by  floating  on  the  salt  water,  a  bar  is  formed  by  the 
action  of  the  waves  and  tides. 

One  of  the  chief  objects  of  harbour  engineering  is  so  to  manage 
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and  modify  tie  action  of  the  tidn]  currents  that  Hie  ebb  shall 
become  stronger  than  the  flood,  and  ahull  scour  deep  channels  aad 
remove  bare.  (See  p.  766.) 

Section  II. — Of  Sea  Defence*. 

518.  43rai».  running  out  at  right  angles  to  the  const,  are  con- 
Btructed  in  the  game  manner  with  grains  for  river-banks,  but 
more  strongly.  (Article  4G'J,  p.  711.)  They  not  only  interrupt  the 
travelling  of  the  materials  of  the  beach  along  the  shore  under  the 
influence  of  oblique  waves  and  of  the  flowing  tide,  but  they  also 
cause  a  [wniiiinnut  deposit  of  such  materials,  and,  if  gradually 
extended  seaward  in  shallow  water,  produce  a  gain  of  ground  from 
the  sea.  After  the  spaces  between  the  mini  have  Iwen  filled  np, 
the  travelling  of  shingle  goes  on  past  their  ends  as  before. 

Groins  are  amongst  the  most  efficient  HMM  of  protecting  dykes, 
cliffs,  and  WW  mill,  against  th>?  undermining  action  of  the  sea. 

519.  An  BnRkn  OjUr  has  usually  a  long  flat  slope  towards  the 
sea,  its  inclination  ranging  from  that  of  3  to  1  to  that  of  13  to  1. 
The  top  is  level,  and  usually  has  a  roadway  upon  it:  its  average 
usual  height  above  high- water-mark  of  spring  tides,  is  about  6 
feet;  it  should,  if  possible,  be  above  the  reach  of  the  waves.  The 
bark  slope  has  an  ind  inai  ion  ranging  from  that  of  1^  to  1  to  that  of 
3  to  1.  Behind  the  dyke  is  a  back  drain,  or  ditch,  for  the  drainage 
of  the  land,  constructed  on  the  same  principles  with  the  back  drains 
mentioned  in  Article  483,  p.  727,  and  Article  484,  p.  728. 

In  the  heart  of  the  dyke  is  a  rectangular  wall  of  fascines,  con- 
structed like  the  fascine-work  of  a  river-bank.  (Article  469,  p.  7 10.) 
The  fascines  may  be  made  of  willow  twigs  or  of  reeds.  The  sea- 
ward slope  is  faced  with  fascines.  If  the  top  is  above  the  reach,  of 
tile  waves  the  back  slope  may  be  turfed;  if  waves  sometimes  break 
over  it,  the  top  and  back  require  stone  pitching. 

520.  SIMM  ■■iwariu  withstand  the  waves  best  when  either  very 
flat  or  very  steep.  They  are  of  two  principal  kinda — those  with  a 
long  slope,  on  which  the  waves  break,  as  in  fig.  294,  p.  754,  and 
those  with  a  steep  face,  which  reflect  the  waves  as  in  fig.  295, 
p.  755. 

I.  Long  doping  Bulwarks  have  an  inclination  which  ranges  from 
3  to  1  to  7  to  1.  They  are  made  internally  of  earth  and  gravel, 
or  of  loose  stones,  according  to  the  situation,  and  are  faced  with 
blocks,  each  of  which  should  be  able  to  withstand  independently 
the  lifting  action  of  the  waves.  As  to  this,  see  Article  412,  p.  618. 
The  foot  or  "  toe"  of  the  slope  may  be  slightly  turned  up,  like  that 
of  a  weir,  to  prevent  the  undermining  action  of  the  ws  turning 
current,  or  "  undertow "  from  the  breakers.     (See  Article  472, 

r-  "3.) 
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To  prevent  breakers  or  spray  from  gliding  up  to  the  top  of  the 
■lope,  and  dashing  over  the  summit  of  the  bulwark,  the  top  of  the 
slope  is  sometimes  curved  upwards,  so  as  to  present  a  concave  face 
to  the  waves;  but  this  is  sometimes  liable  to  be  knocked  down  by 
the  shocks  which  it  receives;  and  in  that  case  it  is  best  to  carry  up 
the  slope  in  one  plane,  with  a  level  berm  or  bench  at  the  top  of  it, 
paved  with  large  blocks,  and  on  that  berm  to  erect  a  strong  parapet, 
set  so  far  back  that  its  cope  is  below  the  plane  of  the  slope.  A 
series  of  level  berms,  alternating  with  flat  slopes  of  the  same 
length  with  the  terms,  or  thereabouts,  are  very  effective  in  break- 
ing the  waves  and  exhausting  their  energy;  the  blocks  at  the 
edges  of  the  bcrms  must  be  larger  than  the  rest 

The  largest  blocks  in  the  facing  of  the  slope  should  be  at  and 
near  half-tide  level,  because  the  waves  are  largest  at  half-flood. 

When  a  sloping  bulwark  stands  in  deep  water,  the  part  below 
low-water-mark  may  have  a  steeper  slope  than  that  above,  as 
being  less  violently  acted  upon  by  the  waves:  for  example,  from 
1  to  1  to  3  to  1  below,  and  from  4  to  1  to  7  to  1  above.  The 
waves  will  partially  break  and  lose  their  energy  hi  passing  over  the 
place  where  the  inclination  changes. 

II.  A  Sleep-faced  Bulwark  or  Sea-Wail  should  be  proportioned 
like  a  reservoir  wall.  (See  Article  465,  p.  707.)  Ah  to  the  manner 
in  which  it  reflects  the  waves,  see  Article  512,  p.  755.  Its  cope 
should  either  rise  above  the  crests  of  the  highest  waves,  augmented 
as  they  are  in  height  by  the  reflection,, or,  should  that  be  impracti- 
cable, that  cope  should  be  made  of  stones,  each  large  enough  to 
resist  being  lifted  by  the  pressure  due  to  the  greatest  height  of  a 
wave  above  its  bed,  and  dowelled  to  the  adjoining  cope-stones. 
The  front  edge  of  the  cope  should  not  project  beyond  the  face  of 
the  wall,  lest  the  waves  overturn  it  The  remainder  of  the  wall 
may  have  a  hammer-dressed  ashlar  or  a  block-in- course  face,  backed 
with  coursed  rubble  or  with  strong  concrete,  the  whole  built  in 
strong  hydraulic  mortar,  and  the  outer  edges  of  the  jointe  laid  in 
cement.  (Article  218,  p.  389.)  The  chief  danger  to  the  face  of  snch 
a  wall  is  that  air  and  water  should  penetrate  the  joints,  and,  by 
their  pressure  and  elasticity,  cause  stones  to  jump  out  after  receiving 
the  blow  of  a  wave. 

The  undermining  action  of  the  waves  on  the  ground  at  the  foot 
of  a  steep  wall  is  very  severe,  and  should  be  resisted  by  a  flat  stone 
pitching  (which  should  have  no  bond  or  connection  with  the  wall), 
and  by  a  series  of  groins.  The  undermining  action  may  be  some 
what  moderated  by  forming  the  face  of  the  wall  into  steps,  so  as  to 
interrupt  the  vertical  descent  of  the  water. 

There  are  good  grounds  for  believing  it  to  be  advantageous  to 
build  sea-walls  in  courses  of  stones  which  stand  nearly  on  edge, 
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instead  of  lying  hnrizontal,  in  order  that  each  atone  may  always  be 
loaded  with  the  whole  weight  of  those  directly  above  it 

When  there  is  an  earthen  embankment  behind  a  sea  wall,  it 
should  have  a  retaining  wall  at  the  landward  aide  also,  to  prevent 
the  earth  from  being  washed  away  by  water  which  may  collect  on 
the  top. 

III.  Combined  Wall. — As  the  expense  of  erecting  a  steep  or 
vertical  wall  in  deep  water  is  very  great,  it  is  sometimes  combined 
in  such  situations  with  a  long  slope,  in  the  following  manner: — 
From  the  bottom  up  to  near  low- water-mark  extends  a  slope  of 
2  to  1  or  3  to  1,  terminating  in  a  long  level  or  nearly  level  bemti 
or  "foreshore;"  and  on  that  berm,  as  on  a  beach  in  shallow  water, 
is  built  a  steep  wall,  at  a  distance  back  from  the  edge  of  the 
slope  equal  to  twice  or  thrice  the  length  of  the  slope. 

521.  A  Breakwater,  being  placed  bo  as  to  defend  a  harbour  or 
roadstead  from  the  waves,  differs  from  a  bulwark  by  having  sea 
at  both  sides  of  it.  The  site  of  a  breakwater  should  be  so 
chosen  as  to  present  a  barrier  to  the  waves  of  the  prevailing 
storms,  and  especially  to  those  which  come  along  with  the  flood- 
current  It  may  be  isolated,  and  in  the  midst  of  the  entrance 
of  a  bay,  as  at  Plymouth  and  Cherbourg,  or  it  may  run  out 
from  the  shore  into  deep  water.  In  the  latter  case,  the  best 
position  for  the  junction  of  a  single  breakwater  with  the  land 
is  in  general  at  the  up-stream  corner  of  the  entrance  to  the  inlet  or 
harbour  (see  Article  515,  p.  758),  for  in  that  position  it  opposes  the 
strongest  flood-current,  and  does  not  interfere  with  the  strongest 
ebb-current.  The  principles  of  the  construction  of  the  front  of  a 
breakwater  are  the  same  with  those  described  in  the  preceding 
article  with  reference  to  bulwarks  in  deep  water.  The  back  of 
a  vertical-fronted  breakwater  is  usually  vertical  also;  that  of  a 
sloping  or  combined  breakwater,  if  intended  to  be' used  as  a  quay, 
is  vertical;  in  other  cases  it  differs  from  the  front  only  in  having  a 
steeper  slope  (from  1  to  1  to  11  to  1)  and  being  laced  with  smaller 
blocks.  As  to  embanking  and  building  under  water,  see  Article 
412,  p.  617.  When  a  stage  supported  on  screw  piles  is  used  to  tip 
the  stones  from,  those  piles  remain  imbedded  in  the  breakwater. 
Their  diameter  should  be  about  -^„th  of  their  height,  so  that, 
in  very  deep  water,  they  may  require  to  be  built  of  several  balks  of 
timber  hooped  together,  as  at  Portland. 

Fig.  298  is  a  section  of  the  Cherbourg  breakwater,  which  com- 
bines the  long  slope  and  vertical  face.  The  base  A  F  is  about  300 
feet;  the  slope  A  Bis  2  ^  to  1 ;  BCis5$  to  1;  E  F,  1  to  1;  CD 
is  a  marly  level  platform,  on  which  stands  the  wall  G,  36  feet 
thick  at  its  base.  Ordinary  spring  tides  rise  19  feet,  the  depth 
at  low-water  beimt,4,0  feet, 
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Fig.  290,  a  section  of  the  Plymouth  breakwater,  illustrates  the 


principle  of  alternate  slopes  and  berms.     A  B  is  3  to  1,  E  C  loveL 
CD  5  to  1,  D  JS  level,  E F  1J  to  1. 


Fig.  2DB. 


(As  to  breakwaters,  and  sea  defences  generally,  may  be  consulted 
the  works  of  Smeaton  and  Telford,  Sir  John  Rennie's  works  On  the 
Plymouth  Breakwater  and  On  Harbours,  the  Proceedings  of  the 
Institution  of  Civil  Engineers  since  the  commencement,  and  Mr. 
Buruell's  Treatise  on  Marine  Engineering.)     (See  alsopp.766,  xvi.) 

522.  Brriciuitig  L»rf. — The  process  of  reclaiming  or  gaining 
land  from  the  sea  is  to  be  undertaken  with  great  caution,  especially 
in  river-channels  and  estuaries,  lest  it  should  diminish  the  tidal 
scour,  and  so  cause  the  silting  up  of  channels  and  harbours;  and, 
in  particular,  cure  should  be  taken  that  the  space  for  tidal  water 
which  is  to  be  lost  through  the  reclaiming  of  the  land,  is  exactly 
made  up  for  by  deepening  or  otherwise  improving  other  parts  of 
the  estuary  or  channel.  In  every  instance  in  which  that  pre- 
caution has  been  neglected,  the  damage,  and  in  some  cases  the 
rum,  of  the  harbour  has  followed.  ,(See  Reports  oft/ie  Tidal  Har- 
bours Commission.) 

The  first  operation  in  reclaiming  land  is  usually  to  raise  its  level 
as  much  as  possible  by  warping,  or  deposition  of  sediment  from 
the  tidal  water;  with  a  view  to  which  the  land  to  be  reclaimed  is 
intersected  by  a  network  of  transverse  wattled  groins,  and  of  loDgt- 
tudinal  dykes  of  the  same  construction. 

The  ground  having  been  raised  as  far  as  practicable  by  warping, 
is  enclosed  with  sea-dykes,  «ud  drained  in  the  manner  described 
in  Article  484,  p.  727. 

Section  IIL — Of  Tidal  Channels  and  Harbours. 

523.  The    In  prevesical   *t  Tldnl   Blrcn  «nd  Bnwrin    depends 

mainly  on  the  strengthening  of  the  ebbing  current,  as  stated  in 
Article  517,  p.  76U.     With  that  view,  the  measures  to  be  adopted. 
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are  nearly  the  same  with  those  already  described  under  the  head  of 
Improvements  of  River-Channels,  Article  470,  p.  711,  with  the 
addition  that  the  space  which  at  each  tide  is  filled  and  emptied  is 
to  be  kept  as  large  as  possible.  For  the  purpose  of  concentrating 
the  latter  portions  of  the  ebbing  current  upon  the  deep-water- 
channel,  training-dykes  may  be  required.  That  these  may  not 
diminish  the  quantity  of  scouring- water,  they  should  rise  but  little, 
if  at  all,  above  low- water -mark  of  ordinary  spring-tides,  their  posi- 
tion being  marked  by  means  of  rows  of  beacons. 

Should  bulwarks  or  quays  be  erected,  they  should  either  be  so 
placed  that  the  area  which  they  cut  off  by  contracting  wide  places 
may  be  compensated  for  by  widening  narrow  places,  or  that  the 
space  which  they  cut  off  may  be  compensated  for  by  deepening 
that  part  of  the  space  in  front  of  them  which  is  above  low-water- 
mark. 

The  most  important  effect  of  making  a  deep,  direct,  and  regular 
channel  for  a  tidal  river  consists  in  the  increase  in  the  extent  of  rise 
and  fall  of  the  tide,  and  the  diminution  of  that  steepening  action  of 
a  shallow  channel  on  the  front  of  the  tide-wave  which  has  been 
described  in  Article  516,  p.  758. 

In  order  to  increase  the  depth  over  a  bar,  piers  or  breakwaters 
must  be  carried  out  so  as  to  concentrate  the  current  over  it,  and  it 
is  best,  if  possible,  to  make  the  space  between  those  piers  widen  in- 
wards, in  order  both  to  hold  scourage- water  and  to  serve  as  a  u  wave- 
trap,"  or  space  for  storm-waves  which  roll  in  at  the  entrance  to 
spread  and  expend  themselves  in.  When  there  is  only  one  pier,  it 
should  run  from  the  up-stream  corner  of  the  entrance,  for  the  reason 
explained  in  Article  521,  p.  762,  observing  that  in  deciding  which  is 
the  up-stream  corner,  regard  must  be  had  to  the  flood- current  along 
tits  shore,  in  case,  through  the  action  of  headlands,  its  direction 
should  be  different  from  that  of  the  flood-current  in  the  open 
sea. 

The  bar  may  thus  be  swept  into  deeper  water,  although  it  is  in 
general  impossible  to  remove  it  altogether. 

524.  A  gcourtng-Basin  is  a  reservoir  by  means  of  which  the  tidal 
water  is  stored  up  to  a  certain  level,  and  let  out  through  sluices,  in 
a  rapid  stream,  for  a  few  minutes  at  low- water,  to  scour  a  channel 
and  its  bar.  The  outlets  of  the  basin  should  face  as  nearly  as  pos- 
sible directly  along  the  channel  to  be  scoured ;  they  should  be 
distributed  throughout  its  whole  cross-section,  that  they  may  pro- 
duce an  uniform  steady  current  in  it  like  a  river,  and  may  not 
concentrate  their  action  on  a  few  8]>ots.  To  carry  away  gravel  and 
large  shingle,  the  scouring  stream  should  flow  at  4  or  5  feet  per 
second,  and  the  dimensions  of  the  outlets  should  be  regulated 
accordingly.     One  of  the  best  examples  of  such  an  arrangement  is 
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at  the  south  entrance  of  the  harbour  of  Sunderland,  described  by 
the  engineer,  Mr.  Murray,  iu  the  Proceedings  of  the  Institution  of 
Civil  Engineers  for  1856.  The  current  is  let  out  for  15  minutes  at 
low-water;  it  runs  at  about  5  feet  per  second,  and  is  sensible  in  the 
sea  2,000  yards  off,  although  it  is  confined  by  piers  for  350  yards 

625.  Q««r*  of  masonry  are  to  be  regarded  as  a  class  of  retaining 
walls,  the  stability  of  which  has  been  treated  of  in  Articles  265  to 
269,  pp.  401  to  408,  and  their  construction  in  Articles  271,  272, 
pp.  409  to  411.  Their  ordinary  thickness  at  the  base  is  from  ^  to  A 
of  their  height.  When  founded  on  piles,  the  timber-work  should 
be  always  immersed.  (See  Fart  II.,  Chapter  VI.,  Section  II.,  p. 
601.)  The  face  of  a  stone  quay  is  usually  protected  against  being 
damaged  by  vessels  by  means  of  a  network  of  upright  fender-piles 
and  horizontal  fender -iwiles. 

As  to  timber  and  iron  quays,  see  Article  469,  p.  710,  and  the 
other  articles  there  referred  to. 

The  inner  side  of  a  breakwater  may  form  a  quay,  as  already 
mentioned. 

526.  Pim  of  masonry  running  out  into  the  sea  are  to  be  regarded 
as  upright  breakwaters  combined  with  quays,  and  require  here  no 
additional  explanation.  Those  of  timber  and  iron  are  best  formed 
of  a  skeleton  framework,  supported  by  screw-piles.  A  timber 
skeleton-pier  is  often  combined  with  a  loose  stone  breakwater,  in 
which  the  lower  parts  of  the  posts  are  imbedded. 

527.  ebIii  md  Dark*. — A  deep-water-basin  is  a  reservoir  sur- 
rounded by  quay-walls,  in  which  the  water  is  retained  when  the 
tide  falls  below  a  certain  level  (usually  somewhat  above  half-tide) 
by  a  pair  of  lock-gates  opening  inwards,  of  sufficient  size  and 
strength.  Should  the  entrance  be  exposed  to  waves,  a  ]<air  of  sao- 
gates,  or  gates  opening  outwards,  are  also  required,  to  be  closed 
during  storms.  A  deep-water-basin  may  also  be  used  as  a  scouring- 
basin.     (Article  524,  p.  704.) 

A  dock  differs  from  a  basin  in  having  a  lock  at  its  entrance, 
through  which  ships  can  \aa»  in  all  states  of  the  tide.  (As  to 
locks,  see  Article  506,  p.  746.)  A  harbour-lock,  like  a  river-lock, 
has  no  lift-wall.  In  order  that  vessels  may  puss  easily  in  and 
out,  the  entrances  of  docks  from  a  river-channel  should  slant 
up-stream  as  regards  tlie  ebb-current. 

One  of  the  best  forms  of  gate  for  basins  and  docks  is  a  caisson- 
gate,  being  a  water-tight  vessel  of  plate-iron,  which  can  be  floated 
to  or  from  its  seat  in  the  masonry  of  the  entrance,  being  placed  in 
a  recess  when  open.  When  closed  it  is  sunk  by  loading  it  with 
water,  which  is  run  into  a  tank  on  the  top  of  the  caisson.  In 
order  to  open  it,  it  is  floated  by  emptying  that  tank. 
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It  is  often  convenient,  when  practicable,  to  conduct  a  supply  of 
fresh  water  into  basin*  or  docks,  care  being  taken  that  euch 
supply  is  pure. 

528.  i.tsfaitm»n. — The  principles  which  regulate  the  placing  and 
illuminating  of  lighthouses  form  a  subject  which  can  be  fully  con- 
sidered in  a  special  treatise  only,  such  as  that  by  Mr.  Thomas 
Stevenson.  When  a  lighthouse  is  exposed  to  the  waves,  it  may  be 
either  a  round  tower  of  masonry,  built  of  hewn  stones,  dove-tailed, 
tabled,  and  dowelled  to  each  other,  as  described  in  Article  412,  p. 
618,  solid  up  to  the  level  of  high-water  of  spring  tides,  and  as  much 
higher  as  ordinary  waves  rise,  and  high  enough  in  all  to  keep  the 
lantern  clear  of  the  highest  breaking  and  reflected  storm-waves, 
with  an  overhanging  curved  cornice  to  throw  their  crests  back ;  or 
it  may  consist  of  a  skeleton  frame  of  screw-piles  and  diagonal  brac- 
ing, supporting  a  timber  or  iron  house  and  platform;  and  in  this 
case  the  platform  needs  only  to  be  high  enough  to  clear  the  tops  of 
the  natural  unreflected  waves.  On  the  subject  of  the  strength  and 
stability  of  frames  supported  on  screw-piles,  see  Article  403,  p.  605. 
In  designing  the  frame  of  a  lighthouse  to  be  supported  on  them, 
regard  must  be  had  to  the  pressure  of  the  wind,  whose  greatest 
recorded  intensity,  in  Britain,  is  55  lbs.  per  square  foot  of  a  flat 
surface,  and  about  one-half  of  that  intensity  per  square  foot  of  the 
plane  projection  of  a  cylindrical  surface. 


to  the  volume  al  inter  whkh  runt  In  mi  out  it  mch  tide,  being  liom  JJ  to  10  ■qain  feet  at 
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Table  of  the  Resistance  op  Materials  to   Stretching  and 
Tearing  By  a  Direct  Full,  in  pounds  avoirdupois  per  square 
inch. 

Tenncitj-  Modulo*  of 

Matkiuals.  it  Resist™™  to       „5l£taSita 

Stones,  Natural  AND  Artificial  : 

Brick,     )  _    , 

Cement,) a8o  to  300 

Glass, 9,400 

Slate, L      »f~ 


Mortar,  ordinary,., 


Metals: 

Brass,  cast 18,000 

„      wire, 

Bronze  or  Gun  Metal  (Coppvr  8, 1 


4  9,  coo 


Tin  1),, 
Copper,  cast, . . 


Iron,  cast,  various  qualities,.. 


13.400 
.   °  29>°°° 

„        average, 16,500 

Iron,  'wrought,  plates, 51,000 

„       joints,  double  rivetted,  35,7oo 

„  „       single  rivetted,  28,60a 

„        bars  and  bolta, { to  70^000  f 

„        hoop,  best-beat, 64,0c 


f         70,000 1 


9°.' 
3.300  72 


f        1 00,0c 
\  to  130,01 


39,000, 
0,000   to  4a/ 

Steel  plates,  average, '  80,000 

Tin,  cast,. 4,600 

Zinc, 7,000  to  8,000 
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Tenacity,  fw!X^ 

Materials.  or  Resistance  to       orR^auXu 

TlMJ\ER  AND  OTHER  ObGANIC  FlBRK: 


Acacia,  false.  See  "  Locust" 

Ash  (Fraxinus  excelsior), 

Bamboo CB ambus a  arundinacea), 

Beech  (Fagus  sylvatiea), 

Birch  (Betula  alba), 

Box  (Buxus  sempervirens), 

Cedar  of  Lebanon  (Cet£ru*£i6aro), 

Chestnut  (Castanea  Vesca), <  , 

Elm  (Ubaus  campestris), 

Rr :  Red  Pine  (Pinus  sylvestris),      <  . 
„    Spruce  (Abies  excelsa), 

„    I^ch  (Larix  Ewropaa), |to 

lI&wthoTTi(CratcegwOxyamntha), 

Hazel  (Corylus  Avellana), 

Hempen  Cables, 

Holly  (Ilex  Aquifolium), 

Hornbeam  (Carpinus  Betulus),... 
Laburnum  (Cytisus  Laburnum), 
Lancewood  (Guatteria  virgata), 
Lignum- Vit»  (Guaiacum  officx- ) 

rude), ) 

Locust  (Robinia  Pseudo-Acacia), 

Mahogany  (Stmetenia  Mahagoni),      <  . 

Maple  (Acer  campestris), 

Oak,  European  (Quercus  sessili-      ( 

Jtora&nd  Quercus  pedunculate),      \  to 
„      American    Bed     (Quercus ) 

rubra), J 

Saul  (Shorea  robusta), 

Sycamore(il  cerPseudo-Platanus), 
Teak,  Indian  (Tectona  grandis), 

„      African,  (?) 

Whalebone, 

Yew  (Taxus  baccata), 


} 


{ 

{ 


17,000 
6,300 
11,500 
15,000 
20,000 
11,400 
10,000 
13,000 

14,000 
12,000 
14,000 

12,400 
9,000 
10,000 
10,500 
18,000 
5,600 
16,000 
20,000 
10,500 
23,400 

11,800 

16,000 
8,000 ) 
21,800  / 
10,600 
10,000 
19,800 

10,250 

10,000 
13,000 
15,000 
21,000 
7,700 
8,000 


1 ,600,000 

1,350,000 
1,645,000 

486,000 

1,140,000 

700,000 

to  1,340,000 

1,460,000 

to  1,900,000 

1,400,000 

to  1,800,000 

900,000 

to  1,360,000 


i,255>°o(> 

1,200,000 
to  1,750,000 

2,150,000 

2,420,000 
1,040,000 
2,400,000 
2,300,000 


AFPEFDH.  769 

IX 

Table  of  the   Resistance  of  Materials  to   Shearing  and 
Distortion,  in  pounds  avoirdupois  per  square  inch. 

„   .  ,  TnmirwM 

Begirt  tnc«  Eluticitv 

MATEWAIA                                                   to.  arltai.tM.UtO 

MeTAIB:                                                                           Omnog.  Di^ion. 

Brass,  wire-drawn, 5i33°|Ooa 

Copper,  6,200,000 

Iron,  cast, 27,700         2,850,000 

L.  .  (  8,500,000 

»     wtf* 5°'0OO{  to  0,500,000 

Fir:  Red  Fine, 500K.    800  i.     6',00° 

■  J  |to  1 10,000 

„     Spruce, 600  

„     Larch, 970  to  1,700  

Oak, 2,300  82,000 

Ash  and  Elm, 1,400  76,000 

III. 

Table  of  the  Resistance  of  Materials  to  Crushing  by  a 

Direct  Thrust,  in  pounds  avoirdupois  per  square  inctt. 


Materials,  to 

Crashing. 
Stones,  Natural  and  Artificial: 

Brick,  weak  red, 550  to       800 

„      strong  red, ...  i,ioo 

„      fire ii7oo 

Chalk,.. 330 

Granite 5.5°°  to  11,000 

limestone,  marble 5,5oo 

„  granular, 4,000  to    4,500 

Sandstone,  strong 5-5°° 

„         ordinary, 3i3oo  to    4,400 

Rubble  masonry,  about  four-tenths  of  cut  stone. 
Metals: 

Brass,  cast, 10,300 

Iron,  cast,  various  qualities, 82,000  to  145,000 

„      „     average, 112,000 

„    wrought, about  36,000  to   40,000 

3d 


770  APPENDIX. 

Jteah 

Matsriau.  to 

c™i 
Timber  *  Dry,  crushed  along  the  grain : 

Ash, 

Beech, 

Birch, 

Blue-Gum  (Eucalyptus  Globulus) 

Box, 

Bullet-tree  (Achras  Sideroxylvn), 

Cabacalli, 

Cedar  of  Iichanon, 

Ebony,  West  Indian  (Brva  Kbenvs) 

Elm, 

Fir:  Bed  Pine, 5,375  to 

„     American  Yellow  Fme(Pinut«ariabdv>), 

„     Larch, 

Hornbeam, 

Lignum-  Vita;, 

Mahogany, 

Mora  (Mora  excelsa),. 

Oak,  British, I 

„     Dantzic, 

„     American  Bed, 

Teak,  Indian, I 

Water-Gum  (Tristania  neri/olia),  1 


IV. 

Table  of  the  Resistance  of  Materials  to  Breaking  At 
in  pounds  avoirdupois  per  square  inch. 


'  Tha  miitsTifes  rt iW  are  for  drg  timber.  Green  timber  ia  much  we 
sometimes  only  half  the  strength  of  drj  timber  against  crashing. 

t  The  modulus  of  rapture  is  eighteen  limes  the  lead  which  is  required  to 
of  one  Inch  square,  supported  it  two  points  one  foot  apart,  and  loaded  it 
between  the  points  of  support. 
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HnnTittnra  to  braking, 
Kuiiuu  or 

llodalus  of  Iiapturn. 

Metals: 

Iron,  cast,  open-work  beams,  average, 17,000 

„       „     solid  rectangular  bars,  var.  qualities,  33,000  to  43,500 

„       „  „  „  average, 40,000 

„     wrought,  plate  beams, 42,000 


Ash, 13,000  to  14,000 

Beech, 9,000  to  12,000 

Birch, 11,700 

Blue-Gum, 16,000  to  20,000 

Bullet- tree, 15,900  to  33,000 

Gabacalli 15,000  to  16,000 

Cedar  of  Lebanon, 7i40O 

Chestnut, 10,660 

Cowrie  (Oammara  aiubralti) 11,000 

Ebony,  West  Indian, 37,000 

Elm 6,000  to    9,700 

Fir:  Red  Fine,  7,100  to    9,540 

„    Spruce, 9,900  to  13,300 

„     larch 5,000  to  10,000 

Greenbeart  (Sedandra  Jtodiai), 16,500  to  37,500 

Iancewood *7.35° 

Lignum- ViUe, 13,000 

Locust,... 11,200 

Mahogany,  Honduras, 11,500 

„  Spanish, 7,600 

Mora, 33,000 

Oak,  British  and  Russian, 10,000  to  13,600 

„     Dantzic, 8,700 

„     American  Red, ~ 10,600 

Poon, „ 13.300 

Saul, 16,300  to  20,700 

Sycamore, 9,600 

Teak,  Indian, 11,000  to  19,000 

„     Arrican, 14,980 

Took*  {Dtpteryx  odorata), 33,000 

Water-Qum, 17,460 

Willi, ■  (Salix,  various  species}, «...  6,600 


■g       11  ii|  II  ?!  ?I  5  f 

A  iA*¥H$i  U  ii  i  % 

"isSltl  I  1 1 1  §  I  fl-?  £  1 1  e"!  g.a  :^ 
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Table  or  gnome  Okavhtjh  or  Materials. 


Weightofi  rabid 

UABU,  at  33°  Falir.,  and  under  ths  pressure  of  one  footin 
atmosphere,  of  21 16*4  lb.  on  the  square  foot;         Ifc.  •™iniupota. 

Air, 0-080738 

Carbonic  Acid,  0-12344 

Hydrogen, 0-005592 

Oxygen 0-089256 

Nitrogen 0-078596 

Steam  (ideal), 0-05022 

j-Ether  vapour  (ideal) 0-2093 

Bisulphuretrof -carbon  vapour  (ideal), 0*2137 

Olefiantgas, 0-0795 

WagUrfaroHa  SpeciGo 

foot  in  gravity, 
lb.  avoirdupois,          pnn  nater  =  1. 

Liquids  at  33°  Fahr.  (except  Water, 
which  ie  taken  at  j</S  Fahr.): 

Water,  pure,  at  39°*4, 61-425  i-ooo 

„       sea,  'irdiiutry, 64*05  1*026' 

Alcohol,  pore, 49'38  °"79T 

„        proof  spirit, .                57-18  0-916 

j-Ether 44'70  0716 

Mercury, 848-75  *3'59<> 

Naphtha, 52*94  0-848 

Oil,  Unseed, 5868  0-940 

,,    olive, 57*12  0915 

„    whale 57"6a  0-933 

„    of  turpentine, 54'3*  0-870 

Petroleum, 54-81  0878 

Solid  Miszral  Substances,  non-metallic: 

Basalt, 187-3  3*00 

Brick, 125  to  135  a  to  3167 

Brickwork us  i"8 

Chalk, 117  to  174         1-87  to  278 

Clay,. ISO  1*92 

Coal,  anthracite,.... 100  1*602 

„     bituminous, 77*4  to  89*9        1-24  to  1*44 

Coke, 62*43  *°  *°3'6         Ifjoto  i*66 

Felspar, 162*3  3'6 

Flint, 164-2  2*63 
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Weight  of  icabia 
ib.  ■toinlupois. 

Solid  Minebai,  Substances — continued. 

Glass,  crown,  averager 156 

„     flint,        „        187 

„      green,       „         169 

„      plate,        „         169 

Granite, 164  to  17a 

Gypsum, 143*6 

Limestone  (including  marble),  169  to  175 

„          magncsian, 178 

Marl 100  to  119 

Masonry, 116  to  144 

Mortar, 109 

Mud, loa 

Quartz, 165 

Sand  (damp), 118 

„     (dry) 88-6 

Sandstone,  average, 144 

„         various  kinds, 130  to  157 

Shale, i6a 

Slate, 175  to  181 

Trap, "          .70 

Met  a  is,  solid : 

Brass,  cast, 487  to  534-4 

»      "ire. 533 

Bronze, 594 

Copper,  cast, 537 

„       sheet, 549 

„       hammered 556 

Gold 1186  to  1234 

Iron,  cast,  various, 434  to  456 

„        average 444 

Iron,  wrought,  various, 474  to  487 

„                average, 480 

Lead, 713 

Platinum 1311  to  1373 

Silver, 655 

Steel, 487  to  493 

Tin, 45610468 

Zinc, 424  to  449 


3-63  to  2-71 
37  to  at 

1-6  to  t-j 

1  85  to  3-3 

1-63 

1-9 


3 '8  to  2-9 
271 


7-S  to  84 
8-54 


89 

7-ji 

76  to  7-8 

7-09 

11-4 

31   to  33 

7-8  to  7-9 
73  to  7-5 
68  to  73 
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Weight  of  ■  cnbio  Specific 

-               _  foot  in  psntj, 

LTHBEB ;"  lb,  «oirdupoi».  pun  w»t*r  =  1- 

Aah, 47  0753 

Bamboo, 25  0-4 

Beech, 43  °'69 

Birch, 44-4  0711 

Blue-Gum, 53-5  0843 

Box, 60  0-96 

Bullet-tree, 65-3  1046 

Cabacalli, 562  0-9 

Cedar  of  Lebanon 30-4  0-486 

Chestnut, 33-4  0535 

Cowrie, 362  0579 

Ebony,  West  Indian, 74-5  i'J93 

Elm, 34  o-544 

Fir:  lied  l'ino 30*044  048  to  07 

„      Spruce 30  to  44  0-48  to  07 

„      American  Yellow  Pine,...  39  0'46 

„     Larch 31  to  35  0-5  to  0-56 

G  rem  heart, 6a-$  I'ooi 

Hawthorn 57  0-91 

HazeL 54  086 

Holly 47  076 

Hornbeam, 47  076 

Laburnum 57  °'9a 

Lanccwood, 42  to  63      0-675  to  I'°I 

Inarch.     See  "Fir." 

Lignom-Yitce 41  to  83  065  to  1*33 

Locust, 44  071 

Mahogany,  Honduras, 35  056 

„          Spanish, 53  085 

Maple, 49  079 

Mora, 57  °  93 

Oak,  Kiiro|rfiin, 43  to  6s  0-69  to  0U9 

„     American  Red, 54  087 

Poon, 36  058 

Saul, 60  0-96 

Sycamore 37  059 

Teak,  Indian, 4>to55  o<56too88 

„      African 61  0-98 

Tonka, 63  to  66  090  to  1-06 

Water-Gum 63-5  i'ooi 

Willow, ag  0-4 

Yew, go  0-8 

•  ihe  Timber  in  every  cm  ia  supposed  to  be  dij. 


'   HQUA.11E8   ASD  FIFTH 


•*« 

Fifth  Power. 

Squire. 

Fifth  Poww. 

„ 

1  00 

I  OOOOO 

55 

30  35 

5033  84375 

U 

I   31 

I  6I05I 

56 

3'  36 

5507  3'776 

12 

I  44 

3  48833 

57 

33  49 

6016  92057 

13 

I69 

3  7iJ93 

58 

33  64 

6563  56768 

14 

196 

5  37834 

59 

34  8i 

7149  24299 

Ifi 

3  35 

7  59375 

60 

3600 

7776  00000 

l6 

3  56 

10  48576 

61 

37ai 

8445  963°' 

17 

3  89 

14  19857 

62 

38  44 

9161  32832 

18 

3  24 

18  89568 

63 

39  69 

99a4  36543 

I9 

3d 

3476099 

64 

4096 

10737  4>834 

20 

33  OOOOO 

«5 

4335 

1 1602  90625 

31 

4  41 

4084101 

66 

43  56 

1052332576 

23 

484 

5i  53<33a 

67 

4489 

!350i 35107 

a3 

5*9 

64  S6}43 

68 

4624 

1 4539  33568 

34 

5  7<S 

79  63624 

69 

47  6. 

I5640  3I349 

aS 

Sag 

97  65635 

70 
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16807  00000 

36 
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?i 

So  41 

18042  29351 

37 
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143  48907 

73 

5184 

19349  17633 

38 

784 

172  10368 

73 

53«9 

3O730  7 '593 

39 

841 

20511149 

74 

54  76 

3219006624 

30 

900 

243  OOOOO 

75 

5635 

33730  46875 

3r 

96! 

286  29151 

76 

57  76 

35355  35376 

33 

1034 

335  5443a 

77 

59  a9 

27067  84157 

.  33 

10  89 

391  35393 

78 

6084 

2887174368 

34 

II 56 

454  35434 

79 

6341 

30770  56399 

35 

"35 

5=5ai875 

80 

6400 

33768  OOOOO 

36 

13  96 

60466176 

81 

6561 

34867  84401 

37 

1369 

693  43957 

8s 

6734 

37°73  98439 

38 

14  44 

79335168 

83 

6889 

39390  40643 

39 

15  31 

90224199 

84 

70  56 

41821  19424 

I6  0O 

1024  OOOOO 

85 

7325 

4437o53"5 

l6  8l 

115856301 

86 

73  96 

47042  70176 

17  64 

1306  91233 

87 

7569 

49843  09307 

I849 

147008443 

88 

77  44 

53773 I9>68 

I936 

1649  16224 

89 

79  31 

55840  59449 

30  35 

184538125 

90 

8100 

5904900000 

31  16 

305962976 

91 

82  81 

63403  3 1 451 

23  D9 

2293  45007 

93 

8464 

65908  15333 

3304 

3548  03968 

93 

8649 

69568  83693 

34  0I 

3834  75249 

94 

8836 

73390  40334 

So 

3500 

312500000 

95 

90  as 

77378  09375 

5i 

3601 

345025351 

96 

9216 

8i537  36976 

52 

3704 

3802  04032 

97 

9409 

85873  40357 

53 

3809 

4181  95493 

98 

9604 

9039a  07968 

54 

3916 

4&91&SPM, 

11 
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AsirrnKT-ni,  396,  427. 
Aluminium  Bronze,  687. 
Anglu  (ww  Theodolite,  Sextant). 

plotting,  74. 

redaction  of,  to  the  centre,  128- 
Aqneduct*  far  water  supply,  720,  722. 

for  uuisls,  744. 
Arches,  abutment*  of,  427, 

catenarian,  195,  2n(l,  418. 

centres  of,  415,  485. 

Circular,  203.  422. 
'  depth  of  keystones  of,  425. 

elliptic,  204,  420. 


■tatic,  2 


rtallc,  2 


},  420. 


9,  413. 


linear,  202,  218. 
of  brick,  415, 
of  atone,  413. 


lability  ofitone  and  brick,  416,  421. 
Irength  of,  2i)G,  432,  481,  588,  565. 
inngtfa  ofitone  and  brick,  432. 


Archways,  underground,  433. 
Arena,  lo  measure,  83. 
Asphalt,  370. 
AaphatUo  pavements,  630. 

Backwater  from  •  weir,  689, 

Balance  of  furors,  133. 

Ballast,  railway,  G6S. 

Bar  or  a  harbour,  formation  of,  759. 

scouring  of,  764. 
Barometer,  levelling  by,  91,  783. 
Barrow,  336. 
Basalt,  356. 
Base  of  survey,  18, 18,  68, 

to  measure,  by  latitude*,  ir, 
Baain,  liistributine,  738. 

deep  water,  765. 


j  Basin,  scouring,  765. 
Bays,  tides  in,  767, 
Beinia  (see  also  Girders). 

action  of  load  on,  239. 

allowance  for  weight  of,  261. 

cast  iron,  267,  261,  263,  624. 

croaa-iectlonioreqiiil  strength  for,  25S. 

continuous  over  piers,  287. 

deflection  of,  268. 

effect  or  twisting  on,  280. 

and  contraction  of,  281, 


it  the  ( 


s,  382. 


limiting  length  of,  261. 

of  timber,  lengthened,  456  ;  built,  463. 

of  uniform  strength,  259. 

process  of  designing,  276. 

proportion  of  depth  to  span  of,  276. 

shearing  stress  in,  266. 

eloping,  292. 

stiffness  or,  263. 

strength  of,  249,  294, 

sudden  load  on,  278. 

to  deduce  stress  from  deflection,  296. 

travelling  load  on,  247. 

wrought  iron,  2.18,  263,  626. 
Bench,  in  earthwork,  or  Benn,  839. 

marks,  16. 
Beton  (see  Concrete). 
Bituminous  cement  and  concrete,  376. 
Blasting  (see  Rock), 
Blocks,  stability  of,  218. 
Hulling  point  of  water,  levelling  by,  9». 
Boring  tools,  332. 
Borings,  10,  331. 
Bracing  of  frames,  181. 
Brakes,  railway,  144. 
Brass,  616. 

Breakwaters,  762,  766, 
Bricks,  clay  for,  863. 

characteristics  of  good,  866, 

expansion  of,  by  heat,  867. 


Brickwork, 


re  of,  Si 


of,  »•* 


Brickwork,  labour  of,  335. 

Circle,  reflecting,  65. 

mensuration  of,  BOG. 

Clay  for  bricks.  3S3. 

stability  of,  396. 

Cluv  puddle,  3*4. 

atrenglta  of,  366. 

slate,  359. 

Bridges,  canal,  663,  744. 

Coffer-dams,  611. 

framing  of,  475. 

Coin  pass,  use  of,  67. 

iron,  531,   642,  548,  562,  565,  570, 

Compensation  water  (we  WaterV 

673,  583. 

Concrete,  composition  of,  373,  376.  436 

load  on  platform  of,  40G. 

strength  of,  374. 

moveable,  7-15. 

Conduits  (see  Water  conduits). 

orer  riven,  717. 

i_\i[i[. -in [--lines,  95. 

railway,  C58. 

Copper,  468,  586. 

Hone  and  brick  (see  Arches). 

Couples  of  forces,  139. 

timber,  4G3,  476. 

Crib-work,  614. 

timber  arched,  481. 

Cross- sections,  6,  7,  97,  708. 

Culverts,  atone  and  brick,  433,  705,  729 

Bulwark*,  sea,  760. 

embanking  over,  341. 

Buoys,  in  marine  surveying,  117. 

Current.*,  tidal,  measurement  of,  134. 

Buttresses,  Mobility  of,  396. 

Curvature  of  the  earth,  87. 

Curves,  setting  ont,  101,  051. 

Caisson,  611. 

on  railways,  648. 

gale,  765. 

Cuttings,  335  (sea  Earth  work). 

Canals,  bridges  of,  663,  744. 

clssses  of,  742. 

Dams,  611  (see  also  Wtira). 

tmiitnicliun  of,  743. 

Datum,  2,  14,  117. 

crossed  by  railway*,  GG3. 

Deviation,  powers  of,  11,  G58. 

Diving  apparatus,  616. 

lifti  and  inclined  plnucs  on,  749. 

DinofhTizon,  124. 

locks  of,  746. 

Docks,  765. 

tunnels  of,  745. 

Dolomite,     355     (see    Magnesian  Um*. 

water  supply  of,  750. 

Carpenlry,  437  (see  alio  'limber). 

Drain  pipes,  720,  729. 

fastenings,  453. 

Drainage  area  (aee  Water). 

frames,  465. 

Drainage  of  earthwork,  334,  333. 

joints,  453. 

Drainage  of  the  country,  721. 

Catchment  (see  Water  gathering-ground.) 

of  towns,  728. 

Catenarian  curves,  tables  of  co-onliiidliM 

Dredging,  614. 

of,  436. 

Drifts  ur  mines  594. 

Catenary,  195. 

Dykes,  sea,  760. 

transformed,  260. 

Cementing  materials,  3G7. 

Eakth.  adhesion  of,  315. 

(A-jniMit  ■■[ones,  analysis  of,  307. 

dimensions  of  the,  2,  46. 

artificial,  372. 

heaviness  of,  317. 

mixed,  374. 

natural  slope  of,  316, 

nalural,  371. 

strength  of,  374. 

ttieorv  of  the  sUbility  of,  818. 

Centre  of  an  arch,  415,485. 

Earth- wagons,  33  *. 

of  gravity  {see  Gravity). 

Earthwork,  315  (see   also  Catting,  ami 

of  pressure  (see  Pressure). 

Cljsin  surveying,  IS. 

diMi  iliuiou  of,  340. 

balance  of  luaJed,  185. 

drainage  of,  334,  341. 

Chairs,  GGS. 

equalizing  of,  833. 

t'liann-.-ls  l>te  Water-  channels). 

execution  nf,  331. 

t:ii"c'iiiui;  levels,  15. 

finishing  slopes  of,  Sit. 

Culurito  blatflj  Stl. 

labour  of,  336. 

Earthwork,  mensuration  of,  824. 
prevention  of  Blips  In,  B39. 

Betting-OUt,  113. 

strength  and  stability  of,  815. 

temporary  fencing  of,  833. 

trader  water.  614. 
Eidograph,  127. 
Elasticity  of  solids,  225. 
Embankments      (we     Earthwork,     and 
Dyke.), 

drainage  of,  843. 

execution  of,  340. 

for  drainage,  V  2  5. 

In  a  great  plain,  342. 

of  reservoirs,  702. 

on  soft  ground,  343. 

Excavation  (see  Cutting). 

underwater,  614. 
Exploring.  9. 


Field-book  of  survey,  30. 

of  levels,  80. 
Field-work,  engineering,  1, 

authorities  on,  130. 
Filters  (see  Water,  filtration  of). 
Floodgates,  716. 

Floods  of  streams,  696  (see  also  Drainage). 
Flying  levels,  9,  A3. 
Foundations,  ordinary,  377. 

bv  caissons,  611. 

bv  wells,  610. 

Iron  tubular,  607/788. 

on  piles,  602. 

timber  and  iron-eased  concrete,  606. 

timber,  iron,  and  submerged,  601. 
Frames,  balance  and  stability  of,  173. 

of  Iron,  642. 

of  timber,  465. 
Friction  of  solids,  171;  ofesrtu,  316. 


Gathering-ground  (see  Water). 
Geodesy,  enjiineering  (see  Field-work). 
Girder  (see  Beam). 

bowstring,  timber,  483 ;  iron,  662. 

iron  braced,  648. 

lattice,  480,  4U3,  658.  6G2. 


Girder,  limber  braced,  478. 

tubular,  631. 

zig-zag,  or  Warren,  649. 
Gneiss,  356. 
Gradients,  ruling,  in  general,  622. 

of  railways.  G4L 

of  roads,  033. 
Granite,  355. 
Grauwocke  slate,  359. 
Gravity,  centre  of,  162. 

specific,  151. 
Greenstone.  356. 
Groins  in  river-channels,  711. 

on  the  coast,  760. 

Rarhour- works,  702,  763. 
Headings,  591. 
Head  of  water,  672. 

loss  of,  674. 
Heaviness.  161  (see  alio  Weigbl> 
Hill-shading,  96. 
Hornblende,  354. 

slate,  357. 
Hones,  power  of,  624,  637,  743,  752. 
Hydraulic  lime  (<ee  Lime), 

mortar  (see  Mortar). 

pressure,  675. 
Hydraulics,  principles  of,  672. 
Hydrostatics,  principles  of,  1 01. 

Iron  arched  ribs,  538. 
bare,  forms  of,  517. 
beams,  cast,  624. 
beams,  malleable,  526. 
bowstring  girder,  562. 
braced  arch,  565. 
braced  girders,  548. 
bridges,  531,  538,  542,  648,  673,  583. 
cast,  498. 

east,  expansion  of,  by  heat,  503. 
cast,  strength  of,  499,  587. 
castings,  602. 
chains,  519. 

corrosion  and  preservation  of,  614. 
fastenings,  515. 
foundations,  601. 
frames,  542. 
Imparities  of,  49T, 
malleable,  503. 

malleable  and  steely,  strength,  of,  xvl, 
609,  674,  687,  766, 


f,  513. 


roof*,  64G. 
sheet- pile*.  606. 
■led}-,  ivi,  SOT. 
strength  of  weM  in,  520. 
:■■,■■■; i r <  and  pillars,  can,  fill 


JdhPBb,  332,  341. 

LiKi^howconverted  into  i  reservoir,  70 
1-and-carrisge,  lines  of,  in  general,  010 
Latitude  of  a  place,  to  find.  139. 

length  or  a  minute  of,  46. 
Lead,  468,  6B4. 
Length,  measure*  oF,  1. 
Level,  80. 

Level-  Look  of  working  aecLlon,  11 1. 
Levelling,  1,80,85. 

by  the  barometer  and  thermometer, 
91,  Ttt, 


•taff,  S3. 
Levels,  flying,  9. 
1  .evei  surface,  2. 
Lighthouses.  081,766, 
Lime,  carbonate  of,  S55,  850. 

hydraulic,  370. 

pure,  rich,  or  fat,  B69. 
Limestone,  anelvsis  ot  367, 

compact,  359! 

crystalline.  359. 

granular,  360. 

msgnesian  {see  Magneslin  limestone). 
Lucks  •  •!' canals,  716. 

of  docks,  765. 

of  rivcr«,  752. 


J,  319, 

authorities  on,  436, 
built  under  water.  CIS. 
cin.'iruciioii  of,  882. 
instrument-  used  In  building,  BBl. 
labour  of,  3S9. 


Masonry,  memuralion  at,  891. 

■lability  of,  396. 
Measurtsof  length,  3;  area,  4  ;  in 

pressure,  101,  ti'l;  mi^iiT,  l.t(. 

table  or  French  anil  ilriiiih,  77t 
Meridian,  to  find  the,  71. 

length  of  arcs  or,  46. 
Metals,  various,  584. 
Metallic  structures,  49L 
Mica-slate,  S3 6. 
Mine- dust,  37  2. 
Slim*  or  drills,  694 


A  373. 
strength  of,  374. 


Kails,  460. 

Nicking  out,  HO 

Sr.ttli-I.ourdi.  gauging  streams  bj. 

Notches,  discharge  of  water  through 


PlTTOOttArlt,  135. 

jmcnls  (see  Roads). 
Piers,  iron,  570. 


Piles,  602;  disc  618. 
'"2,  606. 

Pipe,  (see  Water-pipes). 
Pit*  (see  Shafts). 
Plan,  1,  13. 
Plane-table,  77,  81. 

tr  (see  Platometer). 


I'Luili 


s,  031. 


Plans,  copying,  125. 
PIgraiMB  lithographing,  and  | 

Ing,  125. 
enlarging  and  reducing,  120. 
scales  for,  4. 


Pis 


r,  373. 


Pl.ilf.irmj,  iron,  C4fl. 

of  railway  slatkns,  671. 

timber,  405. 
Plalometer,  34. 
Plotting  nrigle*.  74. 

hy  rectangular  co-otdlriaus*,  7 
chiiiiii  J  survey,  31. 
section,  90. 


Porphyry,  858. 

Ribs  (see  Arches). 

Poziolana,  872. 

bent,  of  timber,  464. 

Pressure,  centre  of,  168. 

Right  angle,  to  set  out,  22. 

,         measures  of.  161,  671. 

River  bridges,  717. 

',         of  fluids,  101. 

diversions,  713. 

'         of  water,  072. 

embankments,  729. 

Projections,  parallel,  149. 

navigation,  752. 

Proof  strength,  223. 

protection  of  banks  of,  710. 

Protractor,  7*. 

stability  of  a,  708. 

Paddle  (an  Clay  puddle). 

surveys,  707. 

tidal  channel  of,  758,  763. 

Qiurhtiko  (sea  Rock). 

weirs,  713. 

Quartz,  353. 

Rivers,  improvements  of  channels  of, 

Qua.vi,  Iron,  710. 

Roads,  623. 

alone,  76o. 

asplialtic  pavement,  630. 

timber,  710, 

broken  stone,  626. 

crossed  by  railways,  658. 

R.n.s,  665. 

laving  out  and  formation,  624. 

Railways,  632  (see  also  Ralls). 

plank,  631. 

action  of  brakes  on,  644. 

resistance  of  vehicles  on,  023. 

ballast  for,  663. 

ruling  gradients  of,  623. 

bat  position!  for  stations  on,  671. 

stone  pavement,  628. 

crossing  other  lines  of  conveyance,  658. 

Rock-cutllng,  317,  344. 

carves  on,  648. 

blasting,  844,  348. 

gradients  null  auxiliary  power  on,  615. 

blasting  under  water,  616. 

junctions  and  connections  of,  669. 

boring,  344,  695. 

laying  ont  and  formation  of,  656,  784. 

foundations,  377. 

power  exerted  by  locomotives  on,  615. 

heaviness  of,  848. 

resistance  of  vehicles  on,  632. 

quarrying,  344. 

ruling  gradientaof,  641. 

tunnelling  in  (see  Tunnel), 

sleepers  for,  664. 

(See  also  Stone.) 

tractive  force  on,  635. 

Roofs,  covering  oT,  168. 

Rain-fall,  692. 

iron,  516. 

Rain-gauge,  695. 

timber,  469. 

Ranging  (see  Setting-onl). 

Reclaiming  land,  762. 

SASDSTIJNrt,  367. 

Reconnaissance  (see  J'xplcriug). 

Scales  for  plana,  4. 

Refraction,  astronomical,  129. 

for  sections,  7. 

correction  of  levels  for,  87. 

Scouring  of  harboora,  763,  76:. 

Regime  (see  Water-channel). 

basin,  765. 

Reservoirs,  appendages  of,  704. 

Screw  piles,  572,  606. 

embankments  of,  702. 

Sea  (sea  Waves,  Tides,  and  Marine 

lake,  707. 

veying). 

sites  of,  701. 

Sea- defences,  760. 

Section,  1,  14. 

town  (see  Water-distributing- basins). 

plotting,  90. 

walls  of,  707. 

soles  for,  7. 

Resilience,  226. 

working  (see  Working  section > 

of  beams,  278, 

Setting-out  works,  1,  99. 

of  iron  and  steel,  613. 

carves,  101,  651. 

Retaining  walls,  construction  of,  409. 

levels,  113. 

stability  of,  401. 

reservoir  embankments,  71)2. 

Rev&ementa,  iron,  710. 

slopes  and  breadths,  11,  118. 

stone  and  brick  (see  Retaining  walls). 

straight  lines,  99. 

^iB^^H 
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Sewers,  618,  T!9. 

Strength  of  materials  la  central.  221 

Sextant,  63. 

of  mortar,  cement,  anil  concreLe,  1 

odjo)iq>mti  of,  65. 

of  pipes,  227,  721. 

taking  altitudes  with,  114. 

of  platforms,  465,  642. 

use  of,  66,  119. 

of  abort  pillars  and  nruta,  232. 

Shafts,  sinking  of,  558. 

of  spherical  shells,  228. 

trial,  10,  SSI. 

of  stones,  SCO. 

Sheet- pits,  60S. 

of  lies,  236,  518. 

Siphons  for  drainage,  728  74L. 

of  timber.  4S0,  49?  (see  Timber). 

Slate,  chlorite,  357. 

of  wrought  iron   and  aieej,  xri, 

clay,  859. 

587  (see  Iron). 

grsuwacke,  3  SO. 

Stress,  measures  of,  161. 

hornblende,  847. 

or  solids,  166. 

Survey,  order  of  operations  in.  11. 

trigonometrical,  68. 

Soundings,  121. 

Surveying,  1,  8. 

Stability  and  strength,  ininmsrv  of  prin- 

marine, 117. 

ciples  of,  129. 

water-channels,  707. 

Stand,  pipe,  736. 

water-gathering-gronnds,  693. 

Stars,  declinations  of,  78. 

with  angular  instruments,  36. 

Station-pointer,  120. 

with  the  chain,  17. 

Stations  of  railway 
Steel,  506. 

resilience  of.  513. 

strength  of,xvi,609,  587. 
Stiffness,  224. 
Slonea,  argillaceous.  358. 

artificial,  863,  367. 

calcareous,  B69. 

chemical  constituents  of,  351. 

expansion  of,  by  heat,  363. 

heaviness  of,  348. 

mechanism  for  moving  large,  390. 

predominant  minerals  In,  353. 

preservation  of,  362. 

siliceous,  355. 

strength  of,  SG0. 

structure  of,  849. 

testing  durability  of,  861. 
Streams,  flow  of,  686,  690. 

floods  in,  696,  726. 

measurement  of,  693. 
Streets,  pavement  of,  628. 
Strength  of  arches,  296,  432,  481,  538, 

against  shearing,  331. 

of  beams,  239,  249,  521  (sec  Beams, 

Girders), 
of  bricks,  3C6. 
of  bridges  (see  Bridge), 
of  ca.t  iron,  459,  637  (see  Iron,  cut). 
of  centres,  485. 
of  frjmes,  4G5,  548. 
of  hollow  cylinder*,  227,  238. 
of  loog  pillars  and  struts,  236,  620. 


ispeusion  aqueduct,  744. 
bridge,  188,  575, 
Syenite,  355. 


Theodolite,  63. 

adjustments  of,  68. 
Tidal  channels,  758,  766. 
Tide-gauges,  113. 
Tides,  action  of,  on  coasts  and  barbt 


Tie-line  in  surveying.  24. 
Ties,  strength  of,  226,  518. 
Timber,  437  (see  also  Carpentry). 

appearance  of  good,  441. 

bridges,  466,  475,481. 

durability  of,  449. 

examples  of,  442  to  44G. 

felling.  447. 

preservation  of,  450. 

seasoning,  447. 

strength  of,  450. 
Tin,  583. 
Tramways,  632. 
Transformations  of  arcbes,  20!. 

of  forces,  149. 

of  frames,  199. 
Transit  instrument,  99. 
Trap,  856. 
Traverser,  669. 

Traversing  survey,  12,  13,  70,  75. 
Trial- pits  (see  Fits). 
Trial-sections,  10. 


Triangles,  approximate  solution  of  Spheri- 

Water, friction  of,  677. 

cal,  SI. 

gsthering  ground,  693. 

solution  of  plane,  4S. 

heights  due  to  velocities  of,  676. 

nla(ion  of  spherical,  46. 

l«vd,98. 

Triang illation,  68. 

measarement  and  estimation  of,  69 

Trigonometrical  formula),  summary  of,  66. 

meters,  699. 

pipes,  684. 

Trigonometry,  use  of,  9. 

pipes,  cast  Iron,  710. 

pipes,  earthen.  729. 

Tunnels,  arching  or,  433. 

pumping  of,  728,  734. 

purity  or,  736. 

la  dry  and  solid  rock,  SD5. 

reservoirs,  691,  699. 

in  dry  fissured  rock,  606. 

supply  from  riven,  784. 

In  mad,  BBS. 

supply  from  springs,  734. 

in  soil  ml  [crisis,  696. 

•apply  from  stooge-works,  733. 

Bf  canals,  746. 

supply  from  wells,  736. 

setting-out,  114. 

supply  or  canals,  760. 

Turntable,  670. 

theory  of  the  Sow  of,  672. 

Waves,  action  or,  766. 

Viaducts  (see  Bridges). 

motion  of,  763,  'ICG. 

Weight  of  bodies,  161. 

Wirfino  land,  763. 

measures  of,  134. 

Water-channels,  686,  690. 

of  earth,  817. 

channel!,  stability  or,  708  (see  River). 

of  metals,  xvl,  774. 

channels,  surveying  and  levelling,  707. 

of  stones,  84B,  774. 

Compensation,  733. 

of  timber,  776. 

conduits,  718. 

Weirs,  681,  689. 

contraction  of  streams  of,  679. 

in  rivers,  713. 

discharge  of.  from  orifices,  notches,  and 

Wheelbarrow,  836. 

Wli in st one,  356. 

distributing-basins,  738. 

Wood  (sen  Timber). 

distributing- pi  pes,  740. 

Working  section  and  level  book,  111 

nitration  or,  738. 

lor  towns,  demand  of,  730, 

znc,  468,  see. 

Addbheum  to 

LBT1CLE  67,  p.  91. 

LarvBLLirta  by  the  BanoatKTsn.— T 

correct  the  difference  of  level  given  b 

formula  in  the  text  for  variations  in  the  fo 

oo  of  gravity,  multiply  by 

1  +  0-00284  ooa.  2  X  + 

A 

10,460,000 

AmnvDOM  Yd  Abticu  406,  p.  607. 


Tubular  FouhdatiOfb.— For  mcavai 


rig  the  earth  inside  iron  cylinders  that  are 
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his  hinged  to  it  by  their  broid  ends,  s  set  of  triangular,  or  nearly  triangular  shovels, 
which,  when  they  urn  supported  by  catches  in  a  horizontal  position,  with  their  mill 
ends  meeting  it  ths  centra  of  the  frame,  form  ■  sort  of  flat  tray.  When  the  catches  an 
let  go,  the  shovels  hang  with  their  points  downwards.  In  this  position  they  are 
lowered,  and  forced  into  the  earth  at  the  bottom  of  the  cylinder.  The  points  of  lit 
shovels  are  then  hauled  together  by  means  of  chains,  so  as  to  form  the  tray,  which  a 
wonnd  np  with  He  load  of  earth  by  means  of  s  steam  windlass ;  a  track  U  wheeled  upon 
nils  oier  the  month  of  the  cylinder,  so  ss  to  be  nnder  the  trsy ;  the  catches  are  let  go, 
so  sa  to  drop  the  ehovels  and  let  the  earth  fall  into  the  track,  which  is  wheeled  swsy; 
and  the  apparatus  is  ready  to  be  towered  again.  By  mesne  of  this  apparatus,  cylinder* 
8  feet  4  inches  in  diameter,  together  with  the  excavation  inside,  have  been  sank  st  the 
average  rate  of  about  a  foot  an  hour,  including  stoppages  to  pnt  on  new  lengths  of  cylinder. 

hanling  chains  to  force  the  shovels  into  the  ground,  and  afterwards  to  pull  their  points 
together;  three  at  the  truck,  and  one  with  a  shovel  snd  barrow ;  in  all,  eleven  men ;  bat 
several  of  those  men  might  be  saved  by  using  mechanical  contrivances  to  work  1st 
chains  from  the  steam  engine. 

Addendum  to  Aetict.k  435,  p.  658. 

Nabrovt  (Jacob  Railways.— Railways  of  gauges  smaller  thin  that  conrmmili 
called  the  "  narrow  gauge  "  are  sometimes  used  where  the  traffic  is  light,  and  cheapness 
of  first  cost  is  very  important.  For  example,  some  Norwegian  railways  have  a  gangs  of 
8  feet  6  inches. 

The  Fcstiniog  Rsilwi 

80  lbs.  to  ths  yard,  si. -0— -  -    --  —  

weigh  ID  lbs.;  the  joint  chairs,  13  lbs.  The  sleepers  an  of  larch,  4  feet  6  locoes  long, 
from  9  inches  to  10  inches  broad,  and  from  4}  inches  to  5  inches  deep.  At  each  tide  of 
a  joint  they  ore  1  foot  6  inches  apart  from  centre  to  centre;  elsewhere,  1  tat  8 
inches.  Clearwidth  of  roadway  tors  single  line,  12  feet;  central  space  of  a  double  line, 
7  feet;  clear  width,  21  feet.  Sharp  curves,  from  2  to  4  chains  radios.  Steepest 
gradient  on  passenger  line,  1  in  80  nearly  ;  elsewhere,  1  in  60.  Passenger  carriages  10 
Feet  long,  6  feet  3  inches  wide,  G  feet  6  inchea  high;  four  wheels,  1  foot  6  inches 
diameter:  wheel  base,  4  feet;  carry  10  passengers,  in  two  rows,  back  to  back.  Engine 
weighs  when  full,  7,  tons;  four  wheels,  coupled,  2  feet  diameter ;  wheel  base,  S  feet. 
Two  outside  cylinders,  8  inches  diameter,  12-inch  stroke;  greatest  steam  -pressure,  200 
lb>- on  the  square  inch  above  atmosphere.  Water  carried  in  s  tank  over  the  boiler;  fori 
in  s  4-*rheeled  tender.  The  ordinary  speed  ascending  1  in  80,  with  a  gran  load  of  M 
tons,  exclusive  of  engine  snd  tender,  is  10  miles  sn  hour. 
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"  The  '  Science  and  Practice  of  Medicine  *  mast  now  be  looked  upon  as  the  standard  text-book 
in  the  English  language." — Englith  Medical  Journal,  Norember  1st,  1865. 

"  The  present  work  contains  information  that  will  not  be  found  in  any  other  «*^— «i  of 
medicine." — Athenamm. 

"The  book  is  the  most  comprehensive  of  any  that  hare  in  late  years  been  published  on  the 
Practice  of  Medicine."— Britiek  Medical  Journal. 

"A  more  excellent  work  we  really  do  not  know." — Lancet. 


"  We  most  strongly  recommend  Dr.  Aitken' s  work  to  eTery  student  and  practitioner  of 
i."— Medical  Timet  and  Gazette. 


medicine. 


The  Trunk  of  the  Human  Body  (Outline  Figures  of). 

On  which  to  indicate  the  areas  of  physical  signs  in  the  Clinical  Diagnosis 
of  Disease.  For  the  use  of  Students  and  Practitioners  of  Medicine.  By 
William  Aitken,  M.D.    2s. 

The  Growth  of  the  Becruit 

And  the  Young  Soldier,  with  a  view  to  the  Selection  of  "  Growing  Lads," 
and  Training  them.    By  William  Aitken,  M.D.    12mo,  cloth,  2*.  6d. 

Davy's  (Sir  Humphrey)    Lectures  on  Agricultural 
Chemistry. 

New  Edition,  edited,  with  great  additions,  by  Dr.  She ie.    8vo,  cloth,  3*.  <UL 

Electro  Metallurgy: 

Containing  an  Account  of  the  most  Improved  Methods  of  Depositing  Copper, 
Silver,  Gold,  and  other  Metals.  Fifth  Edition,  with  numerous  Illustrations, 
by  James  Napier,  F.C.S.     3*.  6d. 

"  With  this  book  at  hand,  we  don't  think  it  possible  to  fail  in  obtaining  satisfactory 
results."— Art  Journal. 

Magic  (The)  of  Science : 

A  Manual  of  Easy  and  Instructive  Scientific  Experiments.  By  James  Wyldx, 
formerly  Lecturer  on  Natural  Philosophy  at  the  Polytechnic.  With  many 
hundred  Engravings.    Crown  8vo,  cloth  gilt,  5*. 

"  Among  the  many  books  written  to  make  science  'pleasant '  this  is  one  of  the  very  best.  It 
is  simple,  free  from  technical  terms,  as  far  as  possible,  and  yet  the  experiments  are  described 
with  scientific  accuracy."— Spectator. 

"  To  those  who  need  to  be  allured  into  the  paths  of  natural  seienoe  by  witnessing  the  wonder- 
ful results  that  oaa  be  produced  by  well-eoatriTed  experiments,  we  do  not  kmow  that  ^%  «**&&> 
recommend  a  more  useful  roiume."— Atkonenm. 


ciiun  aKimv  *jn>  co.  s 


&MFFIFS  (JOfflS  J.)  WORKS. 
Chemical  Recreations  .- 

A  Popular  Manual  at  Experimental  Chemistry.     Tenth  Edition,  Revised  ana 
greatly  Enlarged,  with  numerous  Engrarings,  crown  &ro,  cloth — 
XHntioa  /.—First  Course  of  Chemical  Experiments,  St. 

„    H. — Chemistry  of  the  Non-Metallic  Elements,  10s.  Gd. 
„  HI. — Chemistry  of  Ihe  Metals,  ta  preparation. 


A  System  of  Cr$ 

With  its  application  t 


The  Radical  Theory  in  Chemistry ; 

A  new  work,  to  Explain   and   Adjust  tha  Present  Nomenclature,  ana  ou 
points  connected  with  the  Sciciico,     Crown  8to,  cloth,  13*.  M, 

Series  of  Chemical  Labels, 

Comprising  all  Useful  Ssmrs  for  Bottles,  etc.    Sro,  sewed  and  gammed,  2. 


Manual  (J)  of  Electricity, 

Practical  and  Theoretical.  By  ¥.  C.  Basiwill,  Author  of  "Natural 
Evidences  of  a  Future  Life,"  Inventor  of  the  Copying  Electric  Telegraph, 
•to.,  eto.    Crown  Bto,  cloth,  3s.  6rf. 

Manual  of  Dyeing  Receipts, 

With  numerous  Specimens  of  Dyed  Cloths,  Silks,  eto.  By  Jakes  Nutsk. 
Second  Edition,  revised  and  enlarged,  post  8vo,  cloth,  "i.  til. 

Metallurgy : 

A  Practical  Treatise  on  the  Chemistry  of  the  Metals.  By  John  Abthcb 
PanJ-ies,  Esq.,  F.C.S.  Second  Edition,  revised,  illustrated  by  nearly  300 
engravings,  12i.  Gd. 

Photography. 

By  iiODSBT  Hour,  F.R.S.,  Professor  of  Physical  Soienee  in  the  Metropolitan 
School  of  Science,  London.    Fifth  Edition,  numerous  engravings,  Gt. 
"  Must  prove  of  infinite  service  to  tho«  «n Raged  in  the  pursuit  of  this  eatsruisiDg  science." 

The  Practice  of  Photography. 

By  Eobkbt  Hrjsr,  F.K.S.  w'ith  numerous  illustrations.  Crown  8to,  eloth 
limp.  Is.  6oL 


Political  Economy. 


CATALOGUE   O?  BOOKS. 


PROFESSOR  RANKDTE'S  WORKS. 

I. 


Applied  Meclianics ; 


Comprising  Principles  of  Statics,  Cinematics,  and  Dynamics,  and  Theory  of 
Structures,  Mechanism,  and  Machines.  With  numerous  Illustrations.  By 
William  John  Macquorn  Rankixb,  Civil  Engineer,  LL.D.,  F.B.SS.  Lond. 
and  Edin.,  F.R.S.S.A.,  Regius  Professor  of  Civil  Engineering  and  Mechanics 
in  the  University  of  Glasgow,  Past  President  of  the  Institution  of  Engineers 
in  Scotland,  President  of  the  Philosophical  Society  of  Glasgow,  Honorary 
Member  of  the  Literary  and  Philosophical  Society  of  Manchester,  of  the 
Royal  Society  of  Tasmania,  Honorary  Member  of  the  American  Academy  of 
Arts  and  Sciences,  etc.,  etc.    Third  Edition,  price  12*.  &*.,  bound. 

II. 

The  Steam  Engine,  and  other  Prime  Movers. 

With  numerous  Tables  and  Illustrations.  Second  Edition,  price  12*.  6</., 
bound. 


Civil  Engineering ; 


in. 


Comprising  Engineering  Surveys,  Earthwork,  Foundations,  Masonry,  Car- 
pentry, Metal- Work,  Roads,  Railways,  Canals,  Rivers,  Water- Works, 
Harbours,  etc.  With  numerous  Tables  and  Illustrations.  Fourth  Edition, 
price  16*.,  bound. 


Useful  Bides  and  Tables 


IV. 


For  Architects,  Builders,  Carpenters,  Coachbuildere,  Engravers,  Engineers, 
Founders,  Mechanics,  Shipbuilders,  Surveyors,  Wheelwrights,  etc.  Post  8vo, 
cloth,  price  9#. 


Scientific  Treatises. 


By  Frederick  Schoedler.  Translated  and  Edited  by  Henry  Medlock,F.C.S., 
etc.,  otc,  etc.  With  numerous  Illustrations.  Crown  8vo,  eloth,  1*.  6d.,  each. 


Elements  of  Astronomy 
Elements  of  Botany 
Elements  of  Chemistry 


Elements  of  Geology  and  Mineralogy 
Elements  of  Natural  Philosophy 
Elements  of  Zoology  and  Physiology 


Thomson's  (Robert  Dundas,  M.D.,  F.B.S.)  Popular 
Dictionary  of  Chemistry, 

Practical  and  Theoretical,  with  its  applications  to  Mineralogy,  Physiology, 
and  the  Arts.    With  numerous  Illustrations.    Post  8vo,  cloth,  St.  6d. 

"Its  limited  compass,  its  completeness  and  correctness,  recommend  this  Cyclopaedia  of 
Chemistry  to  all  who  feel  an  interest  in  the  Science."— Atkenmum 

"  In  every  reepect  worthy  of  praise.    It  is  within  a  limited  space  by  far  the  best  compendium 
of  Chemistry  which  we  hare  yet  seen."— Lanctt. 

"  A  practical  journal  in  the  highest  degree."— Jftmsy  Journal, 


n 


Substances  of  importance  in  the  arts,  or  agriculture,  are  treated  by  tha  **&&<&  ^vassusu 
.    It  is  nicely  printed  and  illustrated."— Gardener's  CHronUU, 


CSABLIS    OEDWI    AMD    CO.'B 


Treasury  of  Popular  Science : 

A  Cyelopmdia  of  tlia  Natural  and  Physical  Sciences.  Bj  Fbi 
Schoedlis,  Professor  of  Natural  Sciences.  Translated  and  edited 
Mcdlock,  Director  of  the  Marlborough  Street  Laboratory.  Post  8to, 
oua  Illustrations,  cloth  antique,  bevelled,  7*.  &/.;  morocco,  15». 

Unexplained  Phenomena  {Essays  on). 

By  Giuhax  HcianESON.     12mo,  cloth,  5*. 

Veterinary  Art: 

A_Praetical  Treatise  on  the  Discuses  of  the  Horse    By  W.  C.  Sfoovj 


With  Fifty  Bagraiings,  8 


BOOKS  FOR  THE  DRAWING -RQO; 

OP   OMEIVALLED    BEAUTY, 
SUPERBLY  ILLUSTRATED,  ELEGANTLY  BOUND. 

Authors  (The)  of  England. 

A  Scries  of  Medallion  Portraits  of  Modem  Literary  Characters.  El 
from  the  Works  of  British  Artist*,  in  basso  relievo,  by  Aehillc  Collaa. 
illustrative  notices,  by  Henry  F.  Chorley.  Ho*  Edition,  tensed,  t)t< 
Ss.  Gd. 


FINDEI'S  FI&E  ART  WORKS. 


Gallery  of  Modern  Art: 


Beauties  of  Moore : 

Being  a,  Series  of  Portraits  of  hia  principal  Female  Characters,  from  Pi 
by  eminent  Artists,  engraved  in  the  highest  style  of  Art,  by  Mr.  E 
FiSBEN,  with  it  Memoir  of  the  Poet,  and  descriptive  letter-presa,  foil 
extra,  gilt  edges,  42s. 


Dramny-room  Table  Book  ; 

L  higlilj-l 


The  Royal  Gallery  of  British  Art. 


_   mssptt&crat  \.Q%ri«\u^  *Ku™  Tsmm,  Landseer,   StanBeld,     eti 

mgrt.'tios'Cb.e^vBMM.  "°v- 


Gems  from  the  Poets. 

Illustrated.  The  Designs  by  F.  A.  Lydon,  and  printed  in  colours  fro™  wood 
blocks.  Twenty-nine  beautifully  Coloured  Pictures,  with  lottor-prees.  Im- 
perial Svo,  richly  bound  in  doth  and  gold,  prioe  15*  i  or,  in  morocco,  80*. 

Golden  Leaves 

From  the  Work*  of  the  Poete  and  Pointers.  Edited  by  BobeTt  Bell.  TUus- 
trated  with  siity-five  superb  Engravings  on  steel.  In  two  volumes,  bound  in 
walnut,  most  unique  and  beautiful,  42*. ;  alto,  in  One  Volume,  full  calf,  4*J, 
and  moraoBO  titra,  42*. 

"*  Qolasn  l«<n'  ii  hj  IWr  the  molt  important  book  of  the  WW,  TM  flhwtttttaa*  an 
nail;  works  of  ait,  art  the  Tolome  don  Braalt  to  the  arts  of  Bosjaad."— SwSstaVy  Bmitm. 

"  The  Fu.mt  ire  selected  with  teste  ud  judgment."— lima.  -£. 

"The  engTsiingi  in  from  drawings bv  Stothsrd,  Newton,  Dnbj,  Leslie,  ud  Tamer, and 

"Mr.  Bell  hat  preaerred  a  Jndioionj  meu  between  too  wide  a  ruga  of  poet*  and  too  imperfect 
s  ootleciiom  nf  poetry  j  altogether,  ■tsoklsn  Lum'  la  one  of  the  stoat  ataraetrraof  am-booki." 


Goldsmith's  (OUver)  Poetical  Works. 


With  a  Memoir  by  William  Spalding,  and  numeral  Inuttntioni  on  Stool 
and  wood.     Foolscap  4to,  moat  elaborately  gilt  cloth,  7a.  6d. 

Grahame's  Sabbath  Walks, 

And  other  Poems.  Highly  illustrated  from  design*  by  Birkot  Totter,  on 
wood,  by  Edmund  Brans,  and  printed  in  the  most  artistic  stylo  on  toned 
paper.  Handsomely  bound  in  an  entirely  new  and  original  hrariipaj,  8vo, 
price?*.  64 

Hogarth — The  Works  of  William  Bogarth, 

of  150  Steel  Engrarmgs  by  the  First  AMilU, 
[■rosier,  and  Introductory   Essay  i 
James  Hannay.    Small  folio,  cloth,  gilt  edges, 

Landscape  Painters  of  England; 

A  Series  of  Twenty  Sketches  after  the  Great  English 

engraved  on  steel  by  L.  Marvey,  with  Notices  by  W-  M.  Thackeray.    Small 

folio,  cloth  elegant,  14*.  llljT. 

Many  Thoughts  of  Many  Minds ; 

Being  a  Treasury  of  Reference,  consisting  of  Selections  from  the  Writings  of 
the  most  celebrated  authors.  Compiled  and  analytically  arranged  by  Hxirnr 
SociBOATK.  Fourteenth  Thousand.  Square  8vo,  printed  On  toned  paper, 
elegant  binding,  1  2*.  Gd. ;  morocco,  £1  1*. 

"The  produce  of  jean  of  rsasaroh,"— ssaaaBSssr, 

"  Destined  to  take  a  hliih  pines  aaoaf  Vega  of  this  eta-."— Rolu  **d  Qasrfes. 

"  A  Trrunce  to  61117  reader  who  may  lie  rbstrsaste  enough  to  possesa  it."— EngUtk  Journal 
s/Xfeeeftsaj. 

'■TheaocamotaUonoftreMnMa  trnlywoBderfoL''— Ifonuso  Sirald. 

"This  is  s  wondrous  hook."— Daily  Snc. 

"  Worth  Its  weight  in  gold  to  literary  men."~B«UnVr. 


Psalms  of  Baud  {The). 

With  elaborate  Ornamental  Borda 
Edition.  Elegantly  bound  in  cloth  an 
Title  and  Frontjepieee  bj  Samuel 

Quarles'  {Francis)  Emblem 

nlnatrated  bj   Charlea    Bennett  an 
engraved  on  wood  by  Strain  and  En 
Sto,  handeomelj  bound,  price  12f. 
bound  in  antique  carted  oak,  price  2: 

Thomson's  Seasons. 


Birket  J 


In  Bru,  handeomelj 


Shakespearian  Creations. 

niuetrated  with  Photograph*  from  tl 
at  Stratford- on- Avon  on  the  oetebn 
Knob  Portrait  and  the  accompanjuig 
borden.  Eiecuted  in  the  finest  ma 
hnndaomalj  bound  in  cloth  and  gold 

Foicea  of  the  Tear  {The), 

Or,  the  Poet's  Ealendar.     Ooiitainin, 


POETICAL    WOKKS, 

ADMIRABLY  ADAPTED   FOR   PRESENTS  AND  SCHOOL   PRIZES. 


THE   ENGLISH   POETS, 


WITH  HIBTOHICil  Aim  okiticu.  Bona,  mxkoibs  ami  olosubieh. 
Br   ROBEBT   BELL. 

Uniformly  bound  in  paper  coven.  1*.  each  toI.  ;  scarlet  cloth,  1*.  6d.  In 
Koiburgho  binding.in  lete  only,  £2  15*. ;  or  in  elegant  Italian  style,  2i.  6d.  per 
toI.,  or  £3  10*.  per  net. 

"  If  If  r.  Bel]  had  done  nothing  more  than  adit  ....  Iheae  poems  .  .  .  .  he.  would  hate  boon 
entitled  to  lhe  gntltade  of  the  public."—  71a h. 

"  Kir.  Bell  woll  merit!  the  deeinnalion  or  a  o»refeJ  editor."— IhlMT'l  Ifo-winr. 
■'The  beat  sditfone  io  IhomnrkM.     Mr.  Bellii  •  modal  editor  "— J5Vi»(>™*  Doi/o  Stolen 
"  Mr.  Bell  bu  reillj  conferred  .  boon  upon  the  reading  pnbl.c."— Sahinfa/  BtcUie. 
Now  Rust,  29  Volumes  fcaf.  8vo,  ib  jollowb  r— 

Early  Ballads,  illustrative  of  History,  Traditions, 

tad  Customs.     With  Introductions  and  Nolo). 

n. 

Chaucer's  Poetical  Works,  with  Introduction,  Notes, 

Memoir,  and  Glossary.    Eight  Tolamea. 
IU. 

Butler's  Poetical  Works,  with  Notes  and  Memoir. 

Three  Tolumei. 

Thomson's  Poetical  Works,  with  Notes  and  Memoir. 

Two  Tolumee. 

Shakspeare's  Poems  and  Sonnets,  with  Notes  and 

Memoir. 

Dryden's  Poetical  Works,  including  a  complete  Col- 


Cowper's  Poetical  Works,  with  Illustrative  Selec- 

tions  from  the  Work*  of  Lloyd,  Cotton,  Brooke,  Darwin,  and  Bajley.  With 
Note*  and  Memoir*,  containing  nnpnbliihed  Letten  of  Cua-pm.  'Y*™. 
Volumes. 


BELL'S    ENGLISH     POETS.— Cosiurpsn. 

Poetical   Works   of  the  Earl  of  Surry,  of    J 

Contemporaneous  Porte,  and  of  aackrillo,  Lord  Bifc-'ihnrst.    With  Si 
Memoir. 

IX. 

Songs  from  the  Dramatists,  from  the  First  ret 

Comedy  to  the  dote  of  ihe  l*h  Century  ;  including  tlie  Sonet  nf  ShaJ 
Ben  Jonson,  IleiuunoDt  and  Fletcher,  IVutc  MVI'-irr,  etc  ;  Shirioy,  S' 
Dryden,  BttaraA  anil  the  Writers  of  the  RMtoralioii :  Vnnbrueh,  Co 
Furquhar,  Sheridan,  etc.  With  N'ole*,  Memoirs,  and  Index.  Third  1 
X. 

Wyatt's  Poetical  Works.     With  Notes  and  Me. 

XX. 

Oldham's  Poetical  Works.      With  Notes  and  Mei 

XII. 

Waller's  Poetical  Works.  With  Notes  and  Met 
Ben  Jonson,s  Poems.  With  Notes  and  Me\ 
Poems  of  Robert  Greene  and  Kit  Marlowe.     ', 

Note*  and  Memoir. 

Ancient  Poems,  Ballads,  and  Songs  of  the  Peasa 

of  England.     Token    down    from    Oral    Recitation,    and    Transcribe! 
Prirato    Manuscript!,    Eire   Broadsides,  and  Scarce    Publications. 
Edition. 


Cowper's   Poetical    Works. 

Tho  Poems  of  William  Cowper.     V 
MosiaouEBT.     Illustrated,  smalt   1 

Cojcper's  Poetical  Works; 


Crabbe's  (Rev.   George)      The  Borough,  and  c 

Poems,  and  Tale*  of  the  Hall.      Royal  8to,  doth.     In  preparation. 

Collins's  Ode  to  the  Passions,  and  oilier  Poems ; 

Gray'i  Poetical  Works.     Royal  8ro,  doth.    In  preparation. 


GBIFFIirS  BUEKALD  8EK1 

Particular  attention  is  requested  to  this  very  beautiful  series.  The  great 
delicacy  and  exquisite  beauty  of  the  engravings .-  the  excellence  of  tie  typography  ; 
tie  quaint  and  antique  head  and  tail  pieces,  the  lone  and  beauty  of  the  paper, 
and  the  finish  and  tasteful  design  of  the  binding,  render  them  the  mail  beautiful 
series  of  volumes  ever  issued  from  the  press. 

Goldsmith's  Poetical   Works. 

With  a  Memoir  by  William  Spalding,  A.M.  The  steel  Engravings  from 
Paintings  by  David  Roberta,  SlanfUld,  Leslie,  and  Stothard,  Crown  8vo, 
cloth  and  gold,  price  3«.  Gil. ;  morocco,  8s. 

Edgar  Allan  Poe's  Poetical    Works. 

Edited  with  a  Memoir  bj  Jaxh  HxlflflT,  The  Illustration*  on  wood  by 
Harrison  Weir,  Godwin,  and  WehnBrt.  Crown  8ro,  cloth  and  gold,  price 
St.  (id. ;  morocco,  Bj. 

Thomas    ChattertorCs  Poems. 

With  a  Memoir  by  Frederick  Martin.  The  steel  Engravings  from  Paintings 
by  B.  B.  Haydon,  Levaint,  and  Howard,  B.A.  Crown  8yo,  cloth  and  gold, 
prioe  3*.  6d. ;  morocco  8*. 

Byron's    Childe  Harold's  Pilgrimage. 

With  a  Memoir  by  William  Spalding,  A.M.  The  steel  Engraving*  from 
Paintings  by  Sir  Thomas  Lawrence,  Cattermole,  and  D.  Roberts,  B.A.  Crown 
8to,  cloth  and  gold,  price  S».  Gd.  ;  morocco,  Ss. 

Robert  Burns*    Songs   and  Ballads. 

With  an  Essay  on  his  Character  and  Genius  by  ThokaB  CaeltXB.  .The 

steel  Engravings  from  Paintings  hj  Nnsmvth,  Smirie,  Bentley,  and  Newton, 
R.A.    Fcap.  8vo,  cloth  and  gold,  price  3s.  Gd. ;  morocco,  8s. 

Early  Ballads; 

Illustrative  of  History,  Traditions,  and  Customs.  With  Four  H  lust  rations 
on  steal,  from  Drawings  by  R.  B.  Haydon,  Westall,  Eugene  Deveria,  and 
Holland,  end   engraved  in   line   by   Lightfoot,   Greatbaoh,  and   Mitchell. 

Elegantly  bound  in  cloth  and  gold,  price  3*.  Gd. 

Thomson's  Seasons,  and  Castle  of  Indolence. 

Illustrated  with  fine  Engravings  on  Steel,  from  Drawings  by  David  Roberta, 
Cattermole,  Howard,  and  Barrett,  Engraved  in  line  by  Miller,  W.  Finden, 
and  Wallis.     Handsomely  bound  in  green  and  gold,  price  3*.  Gd, 

George  Herbert's  Poetical    Works. 

With  Memoir  by  J.  Nicieol,  B.A,  Oion,  Professor  of  English  Literature  in 
the  University  of  Glasgow.  Edited  by  ChabLes  COWDBW  Guilt.  Fcap. 
8(0,  cloth  and  gold,  3s.  Gd. ;  morocco,  Si. 

Poetical    Works. 


Gray's 


of  Cakltsie.     The  steel  Engravings  from  Drawings  by  Ohariee  W.  Radolyffe 
Crown  8vo,  cloth  and  gold,  price  5». ;  morocco,  10s.  6<J. 

tOOwr  ToU.  is.  -btwe— **"*" 
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GKOTIFS  FIVE  SHTLHSG  OCTAVO  SEMES. 


The  cheapest  Books  ei 

Burns  and  Scott. 


-  published,  suitable  alike  for  tho  Lib 
or  PreaentatioD. 


The  compUto  Poe tical  Work*  of  Bobert  Bnmi  and  Sir  Walter  Scott, 
Portraits  on  sl#el,  sad  a  fac-simile  of  n  I'oem  and  a  rlurncterittie  let 
Hums.  Royal  8ro,  handsomely  bound,  5j.,  with  gilt  edges,  6*.  In  calf 
16». 

Goldsmith's  Works. 

The  Work«  of  Oliver  Goldsmith,  comprising  his  Poetical  Works,  Dn 
Vioar  of  Wakefield,  Citiien  of  the  World,  etc.  Willi  h  fac-iimil* 
humorous  letter,  a  Memoir,  by  William  Spiloikg,  A.M.,  Prof*** 
Logic  in  the  University  of  St.  Andrei*,  a  Dne  Portrait  on  steel, 
numerous  illustration).  Royal  Svo,  handsomely  bound,  5i.,  with  gilt « 
6.. :  in  calf  gilt,  15s. 

Poetic    Voices  of  the   Eighteenth    Century. 

Comprising  tho  roams  of  Gray,  Bcattie,  Blair,  Collins,  Thomson,  and  I 
White,  with  steel  Portrait  of  Gray,  and  facsimile  of  the  Elegy.  Royal 
handsomely  bound,  price  fw. ;   with  gilt  edges,  («. ;  calf  gilt,  15*. 

Masterpieces    of  Foreign    Literature. 

Comprising  Schiller's  Tragedies,  Ooethe's  Faust,  La  Fontaine's  FabUs, 
Saintine's  Picoiala-  In  one  vol.,  royal  Svo,  handsomely  bound,  6*. ; 
gilt  edges,  6s.  j  calf  gilt,  15s. 

%*  Several  other  Volumes  in  preparation. 


Kirke    White    {Remains   of  Henry). 

His   Posms,  Letters,  Fragments,  and    Melancholy  Hoars.     With   Mel 
18mo,  cloth,  red  edges.  1ft  sWi 

Legendary   and  liomantic   Ballads   of  Scotland 

Edited   and    Annotated  by    Chables    Mac-kit,   LL.D.,    with    Esaai 
Ancient  Scottish  Minstrelsy,  by  William  Motherwell,  Feap.  8vo,  cloth," 

Jacobite   Ballads   of  Scotland: 


Ballads   and   Songs   of  the    English    Cavaliers. 

Edited  by  Dr.  Mackat,      Feap.  Svo,  cloth,  5s. 

Pope's   Poetical    Works. 

With  Memoir  and  Notes  by  Rev,  Dr.  Ceolt,  LL.D.    Frontispiece  and 
urtte,  now  edition,  feap.  8ro,  cloth  and  gold,  3».  Grf. 


Stratford  Shakspeare   {The), 


Edited  by  Chablbs  KjnaHT.  An  entirely  new  and  improved  Edition.  With  an 
introduction  and  a  life  of  Shakspeare,  by  the  Editob.  Profusely  Illustrated 
by  William  Harvey.  In  six  volumes,  small  8to,  oloth,  21  j.  Half -bound 
morocco  flit™,  £1  15*.  In  a  handsome  glased  library  cm,  complete,  doth, 
£1  fit.  i   half  morocco,  £2. 

Admirably  suited  for  presentation. 

%•  This  Edition  of  the  Dramatic  Works  of  the  Immortal  Bard  is  tbe  oom- 
pletest,  tbe  most  oompact,  and  one  of  the  beet  ever  issued.  The  text  ii  founded 
upon  the  beat  authorities,  well  printed  in  a  large  type.  It  it  rendered  more 
valuable  by  a  Commentary,  a  Dictionary  or  Glossary,  the  Various  Beading*  of 
disputed  passages,  and  an  analytical  new  of  the  plot  and  characters.  The 
comments,  etc.,  follow  each  play,  for  after  reading,  or  for  instant  reference,  if 
necessary  ;  by  this  arrangement,  tile  reader's  attention  U  not  distracted  by 
marginal  notes. 


Shakspeare. 


With  Biographical  and  Critical  Essay,  Introductory  Notices  to  each-.  Flay, 
Explanatory  Hotel,  and  a  running  Glossary  of  Obsolete  Words,  Customs,  etc. 
With  a  portrait  on  steel.    Sro,  cloth,  6j. 

Bowdler's  Family   Shakspeare. 

The  Family  Edition  of  the  Dramatic  Works  of  William  Shobnieare.  Edited, 
Bevised,  and  Adapted  for  Family  Beading  by  Thomas  Bowdlbb,  F.E.S. 
New  Edition,  with  beautiful  steel  Engravings,  oloth  gilt,  8s.  ;  morocco,  gill, 
12#.  6U 

Shakspeare's   Dramatic   and  Poetical    Works. 

Revised  from  the  Original  Editions,  with  a  Memoir,  and  Essay  on  his  Genius, 
by  Barry  Cornwall ;  also,  Annotations  and  Introductory  Remarks  on  his 
Flays,  by  R.  H.  Home,  with  numerous  Engravings  by  Kenny  Meadows. 
8  volumes,  super-royal  8vo,  cloth,  £2  2t. 

Shakspeare's    Works. 

Edited  by  I.  O.  Hixi 
royal  8vo,  doth  gilt,  £ 

The   Synagogue ; 


Treasury  of  Thought  from  Shakspeare : 

The  Choice  Sayings  of  his  Principal  Characters,   Analytically  and.  Ui^wk- 
betically  Arranged.    Crown  8vo,  handsoaielvWro^tii.-,  ■njtvrcswft^Via-*'*- 


EDUCATIONAL   W02K3. 

Bacon**    {Lord)    Writings   and  Philosophy. 

Edited  trt  G.   L.  C'mit,  LL.D.,  Profeasor  of  English  Literatim,   Qaeen'i 
College, BelTut,  with  Indei.eW.     Truth  Thoannd.     Small  Pro,  cloth,  3s.tii 

Biblical  Antiquities  and   Geography, 

Including  the  Language,  Geography,  and  Early  llistory  of  Palestine.     Edited 
bv  the  Kbt.  F.  A,  Vox,  D.D.,  LL.D.,  with  maps  and  nunioroui  iiiuatralions. 

ii.  w. 

'•  The  suit  nadtM*  book  on  thsmbjeci  in  our  umtaafs."— Baptist  lf«t«ai«r. 

British    Geography   and  History    {Dictionary  of). 


Broderips  (W.  J.,  F.R.S.)   Zoological  Mecreatxom. 

New  Edition,  reviser!,  enlarge!,  and  corrected  by  the  AfTHOR,  with  numerous 
illustrations.     Eighth  Thousand.     Crown  8to,  antique,  cloth,  3*.  Oat 

UnteJ  tofslhar."— Lraitr, 

Calisthenics; 


•„•  Invaluable  to  hoadt  of  scholastic  establishments  who  liolil  the  belief  thsl 
llie  possession  by  the  young  of  a  rigorous  physique  tands  to  a  more  healthy 
activity  of  tlie  mind. 

Circle  of  the   Sciences   {The) — 

A  Series  or  Papular  Treatise)  on  the  Natural  and  Physical  Sciences,  and  their 
Applications,  by  J'rofesi'irs  Owen,  Ansted,  Young,  and  Tennant ;  Drs.  Lathstn. 
Smith,  Scotlernj  Bushmill,  and  Brainier  i  Messrs.  Mitchell,  Twisden,  Dallas,  Gore. 
Imraj',  Martin, Sparling,  ami  others  ;  complete  in  0  volumes,  crown  Sxo,  doth 
lettered,  illustrated  with  rotuiy  thousand  engravings  on  wood,  each  5*. 

Vol.  1. — Oit.uxic  Nature— Vol.  1.  Animal  and  Vegetable  Physio- 
logy;  the  Skeleton  and  the  Teeih;  Varieties  of  thellunuui  IUeo,  by  Professor 
Owek,  Dr.  Lath ah,  and  Dr.  Bc-bhnaw. 

Vola.  2  and  U. — OiwamG   Natoke— Vola,  2  and  3.  StractortJ  and 

Systeroatio  Botany,  u-l   Natural   History   nf  t  lie  Animal  Eingdoin.br   Dr. 
E'dwibd  Sinm  and  1/n.usjt  S.  Dallas,  F.L.8. 
Vol.  4. — Inobganic    Nature — Gcolopy  and   Physical    Geography; 

Crystal lography  ;  Mineralogy  ;  Meteorology  ;  and  Atmospheric  PbmonKra 
by  Professor  AssriD  ;  Ber,  W.  MrrcnSL,  M.A. ;  Professor  T*mstajt  ;  Dr. 
Bi  0  ii  I  B :."  |  and  E.  J.  Lowi,  Eeq. 


Vol.  5. — Practical  Astronomt,  HitViGATKur,  and  Nautical  Ahtko- 

HOKT,    by    RnciH    Besks,   Esq.,    Greenwich    Observatory,    and    Professor 

YoL  6. — Elementary  Chemistry. — The  Imponderable  Agents  and 

Inorganic  Bodies.,  by  John  Scoffeen,  M.D. 
Vol.  7. — Practical  Chemistry.— Monographs  on  Electro-Metallurgy; 

the  Photographic  Art ;  Chemistry  of  Food  Bud  its  Adulteration*  ;  Artificial 

light,  bj   Giohoe    Goes,   Birmingham;    John    Scofpkbn,   M.D.  ;    Dr. 

Edwaed  Bbonnib,  Bradford;  Mabcub  Spabubo;  and  John  Mabwk. 
Vol.   8. — Mathematical      Science  —  Phiteaophy     of     Arithmetic; 

Algebra  and  its  Bohrtioni-,  Plan*  Geometry  i  Logarithms,  Planea,  and 
Bpberical  Trigonometry  ;  Mensuration  and  Practical  Geometry,  with  use  of 
Instruments,  by  Professor  TOONS ;  Bar.  J.  F.  TWTIDIN,  M. A.,  Sandhurst 
College  |  and  Albxandbb  Jasdtnz,  Esq.,  C.K. 
VoL  9. — Mschasical  Pkilobophy — The  Properties  of  Matter,  Ele- 
mentary Static*;  Dynamics;  Hydrostatics j  Hydrodynamics ;  Pneumatics; 
Prwtioal  Mechanics ;  and  the  Steam  Engine,  by  toe  Her.  Wlim  Mitchell, 
V.A.j  J.  B.  Young;  and  John  Imsay,  UA. 

Circle  of  the  Sciences,  in  separate  Treatises,  cloth — 

<  ..  d. 

1.  Austed's  Gsoloot  and  Physical  Ghogbapbt   0  2    6 

2.  Basra's  Practical  Abtbonomt 0  2    6 

3.  Bbonneb  amd  Soofphbji's  CazHUTBi  or  Food  and  Diet  ..  0  1  S 
i.  BnaKMAN's  Pbtsioloot  or  Axnui  and  Vegbtablb  Life  ..016 
6.  Gou'b  Theory  and  Fbactiob  or  ELBOTxo-Dm>osrnoN  ....  0  1     6 

6.  Imeay's  Practical  Mioblanics   0  16 

7. On  tbi  Stbam-Enoine 0  2    0 

8.  Jabdimb's  Practical  Gbombt« 0     1     0 

9.  Latham's  Vahieties  op  thb  Huxan  Species 0    1     6 

10.  Mabtin's  Pbotooraphic  Abt  !  it*  Theory  and  Practice 0  2    6 

11.  Mitchell  and  Tenhant's  Cbtstalloobapat  and  Mikbbaloot  0  3    0 

12.  Mitchell's  Pbofbbtihs  op  Hattbb  and  Elembntabt  Statics  0  16 

13.  Owen's  Pbincd?al  Forks  of  thb  Skeleton  and  the  Tests  0  2  6 
11.  Pbduki  Atlab  op  Modern  and  Ancibnt  Gbogbapkt    0  2    6 

15.  Primary  Atlas  or  Gbosbapxy,  col 0    3    6 

16.  Scofpebn's  Chemditby  of  Lioht,  Heat,  and  Electricity..  0  3  0 
17. Chbmibtet  op  the  Inoboanic  Bodies 0    3    0 


19.  and  Lowe's  Practical  Mbtboboloot 

20.  Smith's  Introduction  to  Botany,  Structural  and   Stitb- 

21.  Twisdes's  Plans  and  Spherical  Tbioonombtbt 

22.  Twisdbn  ok   Sbbizs  AND  LOGARITHMS    

23.  Todno'b  Elements  or  Alobbba 

21. ■  Solutions  or  Question*  in  Algebra 


CIBCLE  OF  THE  SCIENCES—© 

£  t  i 

2i.  Tocro's  N*»io*ttok  Ann  N*cticil  Anrnonovr •    1    I 

26.  Piaub  Gehmitht o     i    | 

IT.   StKPtB   AjLITHHSTIC 0      1     I 

T    Dtxuhcs     Oil 


Chronological  Tables: 

From  the  Earliest  Rrpori.1i  to 
Isaiah  M'Burney,  B.A.,  F.SJ 

Chronological  Tables : 


0  the  present  day .     Edited  fry 


Dallas's   (W.    S.)  Popular  History  of  the  Animal 
Creation : 

Being  ■  systematic  and  popular  Description  of  the  Habits.  Structure,  and 
Classification  of  Animal*.  New  Edition,  with  many  hundred  Illustration, 
crown  8to,  cloth,  6>.  &d. 

English  Grammar  (Improved  System  of). 

With  copious  Exercises  and  Explanatory  Observations  ;  adapted  to  the  UN 
of  School*  and  to  the  purpose  of  private  tuition.  By  Eobbbt  Oovxtu. 
Teacher  of  English,  History,  and  Geography,  Glasgow.     Price  Is.,  bound. 

Edmonds*  (George)   Universal  Alphabet,   Grammar, 

And  language  j  comprising  a  Scientific  Classification  of  the  Elements  of 
Discourse,  and  a  Dictionary.     4to,  cloth,  12s. 

French  Grammar; 

Or.  Plain  Instructions  [or  the  Learning  of  French.  By  WlLLLiit  Cobbett. 
Twelfth  Edition.  Revised,  with  additions  and  corrections  by  June*  PvjI 
Cobbett.  Foolscap  8vo,  cloth,  3».  &d.  Exercises  to  the  same,  with  Kf, 
foolscap  8to,  cloth,  2i. 

French  Verbs  and  Exercises ; 


Geology, 

Practical  and  Theoretical.      By  Jobs    Phiixtpb,   M.A.,   F.K.S..   F. 
Deputy  Header  in  Geology  in   the   University  of  Oiford,  with 
Illustration*.    New  and  revised  Edition  in  the  press,  ISt.  6d. 


OATALOOm    OF    » 


Glossology  ; 


Grammar  (J)  of  the  English  Language. 

In  a  Serial  of  Letter!  ;  intandedjfor  the  me  of  schools  and  young  person*  in 
general.  By  William  Oobbjtt.  Now  and  only  complete  Authors  Edition. 
With  an  additional  chapter  on  Pronunciation,  by  the  Author'*  eon,  Junes 
Paul  Cobbett.     Cloth,  It.  6i 

History  of  Greece, 

From  the  Earliest  Time*  to  the  Close  of  the  Peloponnesian  War.  By  IE. 
Pococke,  Esq.,  Sir  T.  N.  Tauourd,  D.O.L.i  B*».  J.  B.  Ottxxy,  A.M.; 
and  the  late  J.  T.  Rcrr,  Baq.,  with  upward*  of  100  Engraving)  from  the 
moat  authentio  soaroef.    9*. 


History  of  Greece  and  Macedonia, 

From  the  Age  of  Xenopbon  to  the  Absorption  of  Greece  i; 


'— XeUcUe  Btw*m. 


History  of  Greek  Literature, 

By  the  Hon.  Sir  T.  N.  Talfotisd,  D.C.L.;  the  Bight  Eer.  O.J.  Blokkxlb, 
D.D.,  Biahop  of  London ;   R.   Weitcokbi,  Esq.,  M.A.,  Trinity  College, 
Cambridge;  B.Pooooxa,B*q. i  the Bn.  J. B.OtTLBT,  M.A. ;  and  the  Her. 
H.  Thokmhmt,  MX,  St.  John'*  College,  Cambridge.    It.  dd. 
"  Tail  of  infbniwtttin  iipifij  In  tke  steesssl  Unpug*."— il>M  si. 

History  of  Greek  and  Roman  Philosophy  and  Science, 


Great  Events  of  Great  Britain. 


A  Chronologic*!  Record  of  it*  History,  from  the  Roman  Invasion  to  the 
Present  Time.  With  an  Introductory  Sketch  by  Sir  Edward  8.  Creasy. 
Handsomely  bound,  cloth  gilt,  8s.  6d. 


GRIFFIN'S  EDITIONS  OF  CLASSICS. 
Extracts  from  Casar'a  Commentaries, 

With  a  Classified  Vocabulary  and  Copious  Notea,  bj  Joseph  Carrie,  Class™ 
littler  uf  111*  Glasgow  Academy.     Fourth  Kdition,  reiised,  lSiuo,  jiott,  2*. 

Extracts  from  Ovid's  Metamorphoses, 

With  Copious  Note*,  bj  I.  M'Buroey,  LL.D.    Third  Edition,  ISmo,  cloth,  2* 

7%f  WorU  of  Firgtt, 

With  Enfiliih  Notes,  Original  and  Selected.  By  Archibald  Hamilton  Brjrt 
LL.D.  With  numerous  Illustrations.  In  Three  Part*.  Foolscap  8».\ 
oloth,  it.  64.  each.  1.  Bucolics  and  Georgia.  2.  The  JEacid,  Liber  1—6. 
3.  The  .Eneid,  7—13 ;  or,  complete  in  one  volume,  6s. 

Firgitii  Opera. 

The  Complete  Works  of  Virgil,  from  the  Text  of  Heme  and  Wagner.  With 
800  Illustrations,  from  the  nio-t  authentic  sources,  and  Introductory  Diwr- 
tation  on  the  Life  and  Poetry  of  Virgil,  by  Rev.  Henry  Thompson.  Ill 
late  Scholar  of  Cambridge.  Crown  Bio,  bound,  Si.  &d.  With  IUuatrafcTs 
Notre,  by  A.  H.  Bryce,  B.A.,  one  of  tbe  Masters  in  the  High  School 
of  Edinburgh,  cloth,  10*.  6rf.j  cloth,  gilt  aide  and  edges,  12*.  Sd. 

The  Works  of  Horace^ 

With  Knglish  Notes,  original  and  selected.  By  Joseph  Currie,  CU*<i.-il 
Master  of  the  Glasgow  Academy.  With  numerous  Illustrations.  la  Two 
Parts.  Foolscap  8™,  cloth,  3*.  each.  1.  *>-"""■  2.  Satire*.  Or,  in  One 
Volume,  complete,  cloth,  bevelled,  6s. 

Horatii  Opera. 

The  Complete  Works  of  Horace,  from  the  Text  of  Orellins.  with  250  Dlustn- 
tions,  and  Introductory  Dissertation,  by  the  Rev.  Henry  Thompson.  M.A, 
Cambridge,  Vicar  of  Chard.  Crown  8vo,  bound.  It.  6d.  With  Notes,  by 
Joseph  Carrie,  one  of  the  Classical  Matters  in  the  Glasgow  Academy,  Crosrs 
8ro,  cloth,  'Jr.;  gilt  sides,  10s.  Bd. 
••  Two  hoidrsd  'oemuK  i.km  from  good  authorities,  and  jBdieieastr  placed  just  a 
liey  *n  utmost  »tih  is  throwing  light  upon  too " 


mtroductorv  BJSStJV^— WSTf  Oosrllr. 


USEFUL  BOOKS  FOR  TEACHERS. 

ONE  SHILLING  EACH.    Lnxr  Cloth. 

i. 

Arithmetic  of  Decimals  {The). 

With  copious  Illustration*  of  Improved  Modes  of  Reokoning.    By  Jairi 
Brnvm,  M-A,  Velio*  of  the  Owlogkri  800MI7. 

n. 

Arithmetic  of  Fractions  {The) 

And  Proportion  ;  inreotigatod  and  mpliuned.  For  the  n*a  of  Pupil  Teacher* 
•nd  Senior  Classes.    By  John  Coplasd,  Schoolmaster  of  K3 winning. 

m. 

Dictionary  of  Dates : 


Bible  Student's  {The)  Booh  of  Dates. 

By  Joes  Trunin. 

V. 

Greek  and  Macedonian  Chronology. 

'.The  Stttdent's  Book  of  Dates.    Bj  Joan  Trmmut. 

n. 
Soman  Chronology* 

Thn  Student" »  Book  of  Dates.    By  Johh 


Intellectual  Powers  of  Man  {Essays  on  the). 

By  Thomas  Rkid,  D.D.    Near  Edition,  crown  Svo,  cloth,  5». 

Latin  Grammar  {A) 


Logic. 

By  the  Mott  Rev.  KioaiBD    Weutkly,  D.D.,  Arahbishop  of  Dublin.    The 
original  Edition,  with  Synopsis  and  Index  by  the  Editor,  81. 

Mangnall — Historical  and  Miscellaneous  Questions, 

For  the  use  of  Young  People.     By  BlOBaUL  Mutgn.UK.     New  ninatmtod 
Edition,  greatly  enlarged  and  eorreoted,  and  continued  to  the  present  time.     . 
By  Ixwux  CobMS,  M.A.,  12mo,  bound,  4s.  \ 


Manual  of  English  Literature. 

By  Professor  CutK.  Being  an  abridgment  of  the  larger  wort  ;  tinning! 
venient  and  comprehensiie  Teil  Book  for  Schools  and  College*,  it  mppl 
the  information  needed  by  Student*  in  preparing  themaelrea  for  the 
Service  and  other  competitive  examination!.     Crown  Sro,  cloth,  7:  &d. 

Mental  Science. 


Method. 

Introductory  Dissertation  on  the  Science  of  Method.       By  Slant  T* 
Coucbiihh.     With  a  Synopaii.    Sixth  Edition,    it. 

Moral  and  Metaphyseal  Philosophy — 

SyeWmi  of  Philosophy  Anterior  to  the  Time  of  Christ.       By  the  Her. ! 
MapaioH.  M.A.      Fourth  Edition,  rewritten,  St. 
"Complflt*and  latiitaelorj."—  Liltrary  Qnttltt. 

Moral  and  Metaphysical  Philosophy — 

The  Philosophy  of  the   First  Sil  Centuries.     Bt  tlio  Rot.  F.  D.  Mipi 
M.A.    3*.  Gd. 

Moral  and  Metaphysical  Philosophy — 

Medheia]  Philosophy.     By  the  Rar.  F.  D.  MaPkice,  M.A.     5*. 

Moral  and  Metaphysical  Philosophy — 


Natural  History  of  the  Inanimate  Creation, 

As  Recorded  in  the  Structure  of  the  Earth,  the  Plant*  of  the  Field,  and 
Atmospheric  Phenomena.  By  Professor  AMSTErt,  M.A.,  F.R.3.,  F. 
With  numaron*  Dluit rat  ions,  post  8ro,  cloth,  7i.  6d. 

Natural  Wonders  of  the  World  {The)  ; 

Or,  Curiosities  of  Physical  Geography.  including  Glaciers,  the  Oulf  Str 
Icebergs,  Trade  Winds,  Monsoons,  tlie  Desert,  Earthquakes,  nnd  Volca: 
With  Illustrations.  By  William  Witiicu.  18mo,  cloth  antique,  & 
edges,  St.  6U 

Occult  Sciences  (Compendium  of  the), 

Containing  the  Traditions  and  Superstitions  of  Pus:  Times,  and  the  Ma 
of  the  Present  Day,  in  a  Series  of  Historical  Sketches.  By  Rev.  Eon 
SxiDLHT,  M.A.,  E.  Rich,  Esq.,  nnd  other  Contributors.     6». 


Ottoman  Umpire  {History  of  the), 


Physical  Sciences,  Cyclopedia  of  the, 

Compr Ifiing  Acoustic*,  Astronomy,  Dynamic*,    Electricity,   Hm(,  Hydrody- 
namics,   Mwaotiim,    Philosophy    of    Mathematics,    Meteorology,    Optics, 
Pneumatics,  Statics,  etc.,  eta.     By  Professor  J.  P.  NichOl,  IL.D.    Second 
Edition,  revised  and  enlarged,  with  Maps  and  Illustrations,  8to,  bound  in 
Boxborgbe  style,  21*. 
"  ItukMiu  pUw  u  onoe,  unit  of  ooonn,  imonj  itucdard  irorki.    ,    .    .    The  sronnd  of 
one  opinion  ii  th*  eicoUenoo  of  Ihe  miller,  the  freshness  of  the  «ticles.  aoii  the  ■Mention  wUea 
bu  been  paid  to  brinfinf  in  the "  — --•  — —  — ^  i;-~ — ;--  "     ,A 


Practical  Book-keeping,  a  Complete  System  of, 

Exemplified  in  Fire  Seta  of  Books,  arranged  by  Single  Entry,  Double  Entry 
in  present  practice,  and  a  new  method  of  Double  Entry  by  Single.  And  an 
Appendix,  containing  a  variety  of  Hlostrationi  and  Exeroues,  with  a  Series 
of  EngriTod  Forms  of  Accounts.  By  0.  MoreiboH,  Accountant.  Ninth 
Edition,  with  valuable  addition!  and  improvements,  Sto,  half-bound,  8*. 

ProuVs  {Samuel)  Elementary  Drawing  Book 

Be  and  Buildings.      Oblong  4to,  cloth,  3f.  (W. 


QTJIN'S    HISTORICAL    ATLAS. 
An  Atlas  of  Ancient  and  Mediaeval  History- 

a.k.  1  to  a.o.  1432,  in  a  Seriee  of  10  Maps,  with  a  V 
Edwxbd  Qvnr,  M.A.    Boyal  Sto,  half-bound,  10s.  6 

A  Sand  Atlas  of  Universal  History, 


A  Library  Historical  Atlas  ; 

In  a  Seriee  of  Coloured  Maps  of  the  World,  as  known  at  different  t> 
with  a  Historical  Narrative,  brought  down  to  the  conclusion  of  the  0 
War,  by  Ecwud  Qoiw,  M.A.     New  Edition,  royal  4to,  cloth,  Bis. 


Bambles  in  Word  Lore; 


PROFESSOR  RAMSAY'S  CLASSICAL  WORKS. 
Cicero. 

The  Spowh  of  Aulas  Cluentiai  Habitus,  with  Prolegomena  and  rolar 

.v.:,.-..     Bj  Willi im   Riii.it,  BLA  .  Trinity  Collage,  Cambridge,     i 
8ro,  oloth,  G*. 

Manual  of  Unman  Antiquities, 

Willi  Map,  numerous  EngraTUigi,  and  xerj  oopiaua  Index,     SotcdtIi  E, 


Elementary  Manual  of  Uomon  Antiquities, 

Adapted  for  Junior  Clauea.    Numeroui  Illustrations,  Second  Edition 
8i0,  oloth,  U. 

Manual  of  Latin  Prosody. 

Third  Edition.    Revised  and  greatly  enlarged.    Crown  8vo,  cloth,  Z-i. 

Elementary  Manual  of  Latin  Prosody. 

Adapted  for  Junior  Classes.    Crown  Sn>,  sloth.  2*. 

Ovid  and  T'tbullus  {Selections  from), 

With  Notes.    Third  Edition,  12mo,  cloth,  5a. 


Rhetoric. 

By  the  Mo 
original  Edi 

Roman  History, 


History  of  the  Roman  Republic. 

By  the  Rer.  Tnowis  Aenold.  D.D.,  late  Head  Master,  Rugby  School 
Tnoa.  N.  TAUor/an,  D.C.L.  i  the  Re».  Professor  jBEaltiK,  »nd  o- 
With  numerous  Illustrations.     8*.  6d. 

History  of  the  Roman  Empire. 


Efatory  of  the  Decline  and  Fall  of  the  Roman  Power* 

By  the  Bight  Bar.  Bkhop  1  lineal,  do.  With  nnmerona  JBtnrtWtioni, 
1&.M. 

History  of  Soman  Literature. 

By  the  B«t.  Taoau*  Abhold,  D.D.,  late  Head  Hatter,  Rugby  School  j  Rot. 
Hihhi  TaoKPBon,  M. A.  j  Bar.  Dr.  N«w jujt  ;  Bar.  J.  B.  Oroir,  K. A. ; 
and  Ber.  J.  M.  Hbali,  Warden  of  Seoknlle  College.    7#.  6o\ 

Spelling  by  Dictation. 

Progreaiiio  Eiaroiss*  hi  Bngliih  Orthography  for  School*  and  Cm!  Serrioe 

B jnjatl —     By  the  Bar.  im.  J.  D.  D'Ouil,  B.D.,  Bngheh  Lecturer 

at  Ootpui  Chriiti  College,  Cambridge.    Twelfth  Thoojand,  18mo,  oloth,  1». 

Student's  Natural  History  (The). 

Being  a  Dictionary  of  (he  Natural  Soiecosi.  With  a  Zoological  Chart, 
chewing  the  Diitribitfiou  and  Range  of  Animal  Life.  By  W.  Bmbd,  H.D., 
F.LJL,  Britiih  Mueeum.  Namexoui  lUuetratiotn.  Dktoj  810,  oloth  gilt, 
red  edges,  10*.  6U 


7  oKfol  od*,  ud  wiU 


"Well   nortli/  to  b. 


The  Wonders  of  a  Candle. 


A  Oouree  of  Biz  Leotaree  on  the  Chemical  History  of  a  Candle ;  to  whioh  is 
added  a  Lecture  on  Platinum,  dolirerod  before  a  Jurenilo  Audience  at  the 
Boyal  Institution  of  Greet  Britain.  By  Hiotuat.  FiBASaX,  D.O.L.,  F.B.S. 
Edited  by  W.  Crooket,  F.C.S.  With  numerous  Illustrations.  Poap."8ro, 
oloth, «..  U. 


Physical  Forces  [The). 

A  Course  of  Six  Lectures  on  the  Various  Foroea  of  Matter,  and  then-  Rela- 
tione to  each  other.    By  Professor  F*e*d»t.     Edited  by  W.  Crookei,  F.OB. 
With  numerous  tD mirations.    Third  Edition,  fcap.  Svo,  cloth,  8*.  Gd. 
The  abOTo  Tiro  Series,  bound  in  one  Tolnme,  fcap.  Sto,  cloth,  gilt  edge*,  6#. 

The  Student's  Handbook  of  Modern  History, 

From  the  Beginning  of  the  Sixteenth  Oentary  to  the  Preaant  Day.  Edited 
by  Samuel  Bail,  Rector  of  Moaat  Academy  i  with  a  Sketch  of  the  Jreooh 
Barolution,  by  Lord  Brougham.    Crown  Sto,  dw.t,  &*. 


Universal  History  (I/iir- 

On  Mie  Cfe.  of  Hirtory  as  a  Stu 

of  History  from  Fable,     ltj  Sir 

"  We  ounol  ip«k  loo  highlx  in  it)  jirii 

Vocabulary  of  Philmop 

Hani,  Mratal,  sad  Metaphyiia 
■m  of  Btadonta.  Bj  WmuM 
•outa  j  in  the  Uni  reriity  of  G] 
aaUrged.    Pokp.  8*0,  doth,  7 j. 


BOOKS 

IN    BIOGRAPHY,   I 
Combining  Instruction  with  1 

Anecdote  Booh  {The)  ; 


AmV**    TWy**/*'    *fc/» 


Booh  of  Trades  {The) 


A  Familiar  Description  of  the  Model  and  Processes  hy  which  the  Went*  mid 
Luxuries  of  Modern  Civiliiation  ore  supplied.  Adapted  for  Schools,  Colleges, 
and  Families.  Bj  Juaa  Wilde,  Author  of  the  "Magic  of  Science," 
etc.,  etc  With  thirty-two  Murtrations.  Foolscap  8to,  doth,  4*.  6U ;  with 
gilt  edges,  &». 


British  Admirals  [Lives  of), 


Soap.  8to,  doth,  it.  6d. ;  fancy  bouda,  it. 

Cortes  and  Pizarro : 

The  Stories  of  the  Conquest!  of  Mexico  and  Peru,  with  the  Early  Disooreriea 
and  Adventurea  of  the  Spaniard!  in  the  New  World,  re-told  for  Youth.  By 
Wtu.hu    Dit.wis.   Knthnr    nt  "  JuiSr    Adams  _"   "Thn  Wolf  Tta-r  in  (Thina." 


Familiar  Fables  in  Prose  and  Verse. 


Harry's  Vacation 

Or,  Holidays  at  Beect 

instructiou    with   tun 
cloth,  8>.  Gd. 

Kitto's  {Dr.)  Holy  Zand. 


Or,  Holidays  at  Beechwood.  New  Edition.  A  book  for  Boya,  combining 
hutructiou  with  amoasment  in  a  most  entertaining  form.  Small  8to, 
doth,  8».  V. 


Lamb's  {Charles  and  Mary)  Tales  from  Shakapeare. 

New  Edition.  To  which  are  now  added  Scenes  illustrating  each  Tale.  Willi 
numerous  Woodcuta  from  Designs  by  Harvey.  Edited  by  Charles  Knight 
Small  8vo,  cloth,  berelled  boards,  it.  6d. ;  with  gilt  edges,  8*. ;   morocco 

antique,  It. 


Memorable  Women: 

The  Story  of  their  Lives.    By  Mrs.  Nx  wron  Cboblhid,  Author  of  "  I/ydia  : 

a  Woman's  Book."    With  eight  Illustrations  by  Birket  Foster.    Fourth 

Edition,  fcap.  8vo,  clath,  3s.  6d. ;  with  gilt  edges,  4r. 

"On*  of  Una  woclu  abont  wamm  wbko  a  wobbb.  onrr  bid  writs.    We  owrnot  imn«b« »     v 

boh  dillihifnL  ■  inn tthnuBii,  and  elementarr  nanSH  for  a  yoaiMnl  tsnna*  •anat'k*  v™**-     \ 

of  task  a  TohiBu  H-VtmorMt  Woman  .'"-Voratug  4s**nWaT.  \ 


Treasury  of  Tliomjm  /.<"< 

»~i£r  BrBmM  *""»• 

,jB,«.. 


HISCELLftHEW 


VARIOUS   SUBJECTS   BY 

MED  BBOTJi 
EngUmd  and  France  m 

Historical  ®t%Kean°fj 


Contributions  to  the  Edinburgh  Mevieie. 


This  Work  completes  the  Series  of  the  Writing*  of  the  Origiuatora  of  the 
Edinburgh  Eevitw,  ranges  with  the  Original  Edition*  of  Lord  Brougham'*  9tate«- 
men  and  other  Work*,  and  forme  the  otdy  complete  edition  of  time  orticlei  Hot 
mli  be  Utued. 

■Ill  *THt  ahao*  of  Um  wotk  bibnu  1*  thai  tt  does  not  msrol j  ntaad  over  •  nage  of 
subject*  dnralirlT  wide,  bat  that  ererj  topis  aloof  (ha  range  ie  dJsoDeied  with  a  inaelerr  of  it* 
mhiM  ftitDM?'-Ei«i«r. 

"Ansridaaea  of  the  energy,  the  eitent,  aad  the  Tmatilitj  if  Tirrd  Bnagheca'a  feniie."— ■ 

"A  remarkable  mlsoellaoTor  kerning,  wisdom,  and  eloqnanop.'h-  IMtrvry  QomMU. 

"  ITij  mmgnam  opmt  will  be  aberiahed  ee  the  loft  j  lofsoj  of  a  greet  mind  to  a  (real  people."—' 

The  Critical,  Historical,  and  Miscellaneous  Works 
of  Henry,  Lord  Brougham,  F.B.S. 


Vol.  1. — Lives  or  Philosophers   of  the   Time   op  George   III., 

comprising  Black,  Watt,  Priestley,  Cavendish,  Davy,  Simeon,  Adam  Smith, 
latoisif  r,  Bnokitaaii  kVAlembort. 
Vol.  2. — Lives  op  Men  op  Lettehs  op  the  Time  of  George  in., 

comprising  Voltaire,  Rousseau,  Hume,  Robertson,  Johnson,  and  Gibbon. 

Vol.  S. — Sketches  of  British  Statesmen  of  the  Reign  of  George 

III.    Hew  Edition,  containing  the  Letters  of  George  TTf,  to  Lord  North,  not 

before  printed. 
Vol.  4. — Sketches  op  British  Statesmen  of  thb  Time  op  George 

III.  AMD  IT.    Hew  Edition,  enlarged  by  numerous  fresh  Sketches  and  other 

additional  matter. 
Vol.  5. — Sketches  op  Foreign  Statesmen  of  tee  Time  of  George 

III.    Hew  Edition,  greatly  enlarged. 
Vol.  6. — Natural  Theology;   comprising  a  Discourse  of  Natural 

Theology,  Dialogue*  on  Instinct,  and  Dissertations  on  the  Structure  of  the 

Cell*  of  Bee*  and  Foeeil  Osteology. 
Vol.  7. — Rhetorical  and  Literart  Dissertations  and  Addresses; 

comprising  Discourse  of  Ancient  Eloquence,  Lord  Hector's  Address,  Rhetori- 
cal Contribution*  to  the  Edinburgh  Beview,  and  Discourses  of  the  Objects, 
Pleasures,  and  Advantages  of  Science  and  Political  Science. 
Vol.    8. — Historical    and    Political    Dissertations;     comprising 

Balance   of  Power,  Foreign   Policy   and  Relations,  War   Measures,    Penal 
Legislation,  Revolution),  Reform  j,  Bight  of  Search,  etc.,  etc. 
Vols.  9,  10. — Speeches  oh  Social  and  Political   Subjects,  with 

Historical  Introductions.     2  Tola. 

Vol.  11. — The  British  Constitution:    its  History,  Structure,  and 
Working,  


Anecdotes,  Literary  and  Scientific, 

Ulustntt  ire  of  the  Cli*r*c!er,  Habit*,  and  Converaation  of  Men  of  I 
Science.  Edited  bj  William  Eeddie,  Secretary  to  the  Philosophic 
of  Glaigow.    Third  Edition.    Crown  8th,  cloth,  bevelled  boards,  I 

Book  of  Bates  (The) : 

A  Treniurj  of  Universal  Beferenoe,  from  the  Earliest  Period*  to  t 
Time,  arranged  Chronologicallj  and  AJphabeticallj.  One  ToL, 
cloth  gilt,  antique,  bevelled.    A  new  Edition  at  preu. 

"A  itorehaaie  of  f*et*  ud  rtntrt.'*— Bpect'itar. 

"  Adniinbl;  *d>i>t*d  fori  work  of  reftreno*,"—  Lilerarf  Qairlfc, 

BoswelVs  Life  of  Dr.  Johnson, 

With  his  Correepondenoe  end  Converaationi.  With  a  eerie*  of  111 
Hew  Edition,  edited,  with  oopiou*  Notes  and  Biographical  IJlujti 
E.  Malone.    8vo,  cloth,  6*. 


WILLIAM  COBBETTS  WORKS. 

THE  ONLY   COMPLETE  ORIGINAL  AUTHOR'S   EDITI 

Advice  to  Young  Men, 

And  (incidental!;)  to  Young  Women,  in  the  Middle  and  Higl 
of  Life.  In  *  aeriee  of  Letter*  addretsed  to  a  Youth,  a  Bachelor, 
a  Huiband,  a  Father,  a  Citizen,  and  a  Subject.  New  Edition. 
8»o,  cloth,  s*.  6d. ;  gilt,  elegant,  3*. 

Cobbett's  Political  Works  (Selections from). 


Cobbett's  Twopenny  Trash  ; 

Complete  in  22  Noe.,'  2d.   each,  or  i 

Cottage  Economy  .- 

Containing  every   Matter   deemed   useful  in   conducting   the  Af 
Labourers  Family.    Foolscap  8vo,  cloth,  Is.  6**. 


English  Gardener : 


WILLIAM  COBBETTg  W0EK3.— Costumed. 

Grammar  (A)  of  the  English  Language  ;  ! 

In  B  series  of  Letters  ;  intended  for  the  use  of  School*  and  young  persons  in  ] 
general,  but  more  especially   for  the  use  of  Soldiers,  Sailors,  Apprentices, 

and  1'luugliboTs ;  to  which  are  added,  sii  lessons,  intended  to  prevent,  States-  I 

men  from  using  false  Qismnut,  and  from  writing  in  an  awkward  manner.  \ 
New  and  only  complete  Author's  Edition ;  with  an  additional  chapter  on 

Pronunciation,  by  the  Author's  eon,  Jams  PAUL  COBBBTT.     Cloth,  1*.  6d.  i 

Horsehoeing  Husbandry: 

A  Treatise  on   the  principles  of  Tillnga  and  Vegetation.     By  JstHBO  TuiX.      I 
With  an  introduction  by  William  Cobbett.    Svo,  cloth,  I5r.  I 

King  George  the  Fourth 

(History  of  the  Regency  and  Reign  of).     2  Tola.  12 mo,  boards,  10j.  Gd. 

Paper  against  Gold. 


issity  of  reducing  the  interest  of  the 


Poor  Man's  Friend: 


ind  Fight  Die  Battles. 

Soman  History  {Elements  of)  ; 

In  English  and  French,  from  the  foundation  ofKome  to  the  Bottle  of  Actium. 
For  the  use  of  Schools  and  young  persona.    In  2  vols,  12*. 

Sural  Bides  : 

With  Economical  and  Political  Observations,  relative  to  matters  '  appli- 
cable to,  and  illustrated  by  the  state  of  the  several  counties  traversed. 
A  New  Edition  with  Note*  by  the  Author's  Son,  J.  P.  Cobbrt. 
Cloth,  3*.  Gd. 

Woodlands  (The). 

A  Treatise  on  Preparing  the  Ground  for  Planting,  and  a  variety  of  useful 
information  on  Pruning,  Planting,  and  the  Growth  of  Forest  Trees,  etc.,  etc. 
Svo,  cloth,  lis. 


English  Housekeeper  (The)  ; 

Or,  Ttftnnal  of  Domestic  Management :  Containing  advice  on  the  Conduct  of 
Household  Affairs,  and  practical  instructions,  intended  for  the  use  of  Young 
Ladies  who  undertake  the  superintendence  of  their  own  Housekeeping.  By 
Akkb  Cohbett.     Cloth,  it*.  Gd. 

France  (Letters  from). 

a  three  month*'  residence. 


dimming  (Ben.  Dr.  W.  B.) 

(The  complete  Works  of).  Consisting  of  his  Lectura,  Etujs,  ■ 
With  Critical  and  Explanatory  Notes  to  each  Lecture  ami  £a> 
Toll.  8vo,  cloth,  10a.  6rf. 

Channing's  {Rev.  Dr.  W.  B.)  Literary  Wor 

Including  his  Essays  and  Reviews.     Id  one  vol.  8vo,  clot  It,  prict 

The  Coinage  of  the  British  Empire : 

An  Outline  of  the  Progress  of  the  Coinage  of  Great  Britain  and 
dendes,  from  the  Earliest  Period  to  the  Present  Time,  By  E 
Humphbets.  With  numerous  Plates,  Fac-sunile*,  etc.,  printed 
Colours.  Imperial  Bvo,  emblematically  bound  in  imitation  bog 
price  26*. 

Cook* s  Voyages. 

Voyages  Bound  the  World,  by  Captain  Coot    Ulustmtfed  itii 
is  Engravings,  2  vols.,  super-royal  8ro,  cloth,  30s. 


Cotton  Spinner 's  Manual  {Hie) 


ing.   Limp  cl 


Curiosities  of  Biography  : 

Memoirs  of  Extraordinary  and  Eccentric  Characters,  by  BOBKB 
Illustrated  by  Characteristic  Portraits.  Fcap.  8vo,  cloth,  2» 
boards,  2a. 

Balgairns'  Cookery. 

The  Prai-lii-i.'  of  t  uuk.rv,  mliipted  to  the  Business  of  E very-day  ] 
DamaibsB.      16th  Edition,  enlarged,  fcap.  8vo,  cloth,  8i.  Go*. 
Ai  &  work  at  once  reliable  and  economical,  Mra.   Dalgaims'  Cot 

most  confidently    recommended.       It  also  gives    correct    receipt* 

Scotch  Dishes. 

British  Elognence. 

The  Literary,  Political,  and  Social  Oratory  of  the  Nineteenth 

Seven  Volumes,  foap.  8vo,  cloth,  3*.  6rf.  each,  as  follows,  viz  i — 

Literary   Oratort;    Addresses  at  various  Literary  Ic 

by  Alison,  Brewster,  Heracliel,  Knight,  B' Israeli,  Talfourd,  L 
Earl  Stanhope,  Layard,  Dean  of  Hereford,   Warreo,  Shuttl 
etc,    3  Vols. 
Political   Oratort  ;    Parliamentary  Oratory  during  i 

rears'  Peace — Canning,  Coatlereagh,  Durham,  Grey,  Buskisso 
Mackintosh,  Rorailly,  Russell,  Wellington,  Macauhvy, 
O'Connell,  Shiel,  Melbourne,  Peel,  Palmeraton,  Lyndhurrt.  2 
Sacued  Oftarom— WhRtely  (Archbishop  of  Dublin),  ] 
Sc^wkhan^.OJovc^TT«v,oV,^^^(l,'^^OT^^l1B^oke^ltethJMeIv 
C0nvUUb,BrCfWft,E*c^BjaaiVi.cin,tiji.   VSfist. 


English  Literature  (a  Compendious  History  of), 

And  of  the  English  Language,  from  the  Norman  Conquest.    With  num 
specimens.      By    Geobge    L.    Cbaik,    LL.D.       In    2  Toll.,   large    810, 
handsome  cloth,  25*. ;  tree  calf,  87*.  Gd. 

English  Woman's  Library; 

A  Series  of  Moral  and  DescriptiTe  Tales,  by  Mrs.  Ems,  oloth,  each  2*.  63.; 
with  gilt  back*  and  edges,  3*. 

1. — The  Women  of  England:  their  Social  Duties  and  Domestic 
Habit*,  39th  thousand. 

2.— Thb  Daughters  op  England  :  their  Position  in  Society, Character, 
and  Responsibilities,  20th  thousand. 

8. — The  Wives  of  England  :  their  Relative  Duties,  Domestic  In- 
fluence, and  Social  Obligations,  18th  thousand. 

4. — The  Mothers  OF  England  ;  their  Influence  and  Responsibility, 

20th  thousand. 
5. — Family  Secrete;  or,  Hints  to  make  Home  Happy,  3  vela.,  23rd 

thousand. 
6.— Summer  and  Winter  in  the  Pyrenees,  10th  thousand. 
7. — Temper  and  Temperament;  or,  Varieties  of  Character,  2  vols, 

10th  thousand. 
8. — Prevention  Better  than  Cure  ;  or,  The  Moral  Wants  of  the 

World  wo  lire  in,  12th  thousand. 
9. — Hearts  and  Homes  ;  or,Social  Distinction,  3  vols.,  10th  thousand. 


Emerson's  (Ralph  Waldo)  Orations, 

Lectures,  and  Essajs.    On  toned  paper,  crown  8vo,  cloth,  2*.  Hd. 

Eventful  Life  of  a  Soldier 

(Recollections  of  the)  in  the  Peninsula.  By  Joseph  Donaldson,  Sergeant 
in  the  Ninety-fourth  Scots  Regiment.  New  Edition,  foolscap  8to,  oloth, 
St.  Sd. ;  with  gilt  sides  and  edges,  it. 

The  Universal  Gazetteer; 

Or,  Cyclopedia  of  Descriptive,  Political,  and  Phytic*!   Geography,  with  a 
Chart  of  the  World,  and  numerous  Illustrations.     By  J  AMES  Bbxoe,  LL.D., 
F.G.S.    8to,  cloth,  Si.  6d. ;  morocco  antique,  16s. 
•"ThsoimpleM,  handiest,  snd  best  of  portable  one  roliime  G»ott««™."—  Emmintr. 

"A  praiseworthy  contribution  toons  stash,  of  edaottlgul  works  on  geography.'  h— Prat  - 

The  Library  Gazetteer  and  Atlas; 

Or,  Complete  Dictionary  of  Geography.    By  Jakes  Eryce,  LL.D.,  F.G.S. , 
and  A.  K.  Johnston,  F.R.9.E.,  F.R.G.S.,  F.G.S.    With  20  Coloured  Haps,     \ 
and  numerous  Illustrations,  8ro,  Roxburghe,  18*. 

Great  Men  of  Great  Britain.  \ 

Being  Biographies  of  men  distinguished  as  Statesmen,  Poets,  Author*,  \*^»'l»»   '. 
Discoverers,  Philanthropists,  and  of  great  Warriors  by  Sea,  and  Land,  JSjJ^k  \ 


GRIFFIN'S    UNIVERSAL    LIBRARY. 


In  limp  cloth,  Illustrated,  as  follows : — 

1.  Bouin  Hood.    A  CdUectioo  of  Poems,  Songs,  and  BaUade  relating 

to  that  celebrated  Outlaw.    Edited  by  Joseph  Rilson ', 0     1 

2.  Votaob  Bound  tub  Wosld.      By  George   Anson,   Commander- 

in-Chief  of  ft  Squadron  sent  upon  an  Expedition  to  the  South  Seas     0      1 

3.  Burns's  (Rodeht),  Poetics!  Works.    With  Memoir  of  the  Author. .     0     1 

4.  Tristram  Shandy  (The  Life  led  Opinions  of).      By  the  Rot.  Lau- 

rence Sterne,  JI.A 0     S 

5.  This  Poetical  and  Dramatic  Works  or  Edmund  Youno,  LL.D. . .      D     S 
is.  Incidents  or  Travel  in  Greece,  Turkey,  Russia,  ind  Poland.    By 

J.  L.  Stephen!,  E»q. «    i 

7.  Goldsmith's  MiscBXLANBOirs  Essatii 0     t 

8.  Thompson's  Poetical  Works,  comprising  hit  Pastoral,  Dramatic, 

Lyrical,  and  Didactic  Poems, 0  S 

0.  Goldsmith's  Vicab  of  Wakefield,  and  Johnson's  Rabselas 0  1 

10.  Chaucer's  Canteiiburt  Tales.    Edited  by  Thomas  Wright   0  2 

11.  Picciola;  or,  The  Prison  Flower.     A  Tale.    By  X  Boniface  Saintine  0  1 

12.  Schiller's  Tragedies,  translated  by  S.  T.  Coleridge   0  1 

1 3.  Goldsmith's  Pormi  and  Puts 0  1 

14.  KtsMPFBit'a  Account  op  Japan 0  1 

li.  Milton's  Complete  Poetical  Works    0  3 

l(i.  Goldsmith's  Citizhn  op  the  World 0  1 

17.  Lockr  on  thr  Rrasowadlrnbss  of  Chrmtiaktty    0  1 

15.  S ui  Walter  Scott's  Poetical  Woek 0  1 

19.  Gofthe's  Faust,  translated  by  Lewis  Filmoro    o     1 

20.  Loud  Bacon's  Essays 0     1 

%*  Otheri  in  preparation. 

Also  in  Volumes,  containing  two  or  more  of  the  above  works  bound  togethe 
at  3*.  W.  each,  at  follows  :— 

1.  Rorin  Hood  and  Chaucer. 

2.  Goldsmith,  Scott,  ahd  Rosik  Hood. 

3.  Young,  Goethe,  and  Schiller. 
■I.  Milton  and  Yoenq. 

5.  Milton  and  Thomson. 

6.  Vicar  of  Wakefuld,  Tristram  Shandy,  Picciola,  Johnson's 

Kasbelas,  bjtc. 

7.  Anion's  Votaqes,  Stephens'*  Tratzls,  asd  Kosmffeb's  Japax. 


GRIFFIN'S    CHEAP    ENTERTAINING    SERIES. 

Threepence  etch. 

Lamartine. 

Recollections    of  a  Pilgrimage  to  the  Holy  Land.      By  Alphonsx  De 
Lamabtdts. 

Salmagundi  ; 

Or  the  Whim- Whams  and  Opiniqns  of  Launoelot  Langstaff.  By  Washington 
Ibytng. 

Wonderful  Booh  {The). 

Containing  Stories  about  Wonderful  Things  in  Nature  and  Art.    Embellished 
with  Fourteen  Engravings. 

Sailors'  Yarns; 

Or,  Stories  of  the  Sea.    A  Collection  of  Nautical  Tales  and  Anecdotes. 

Anecdote  Booh  [The) ; 

Or,  Circle  of  Wit.    A  Choice  Collection  of  Anecdotes  and  Jests,  embracing 
Hie  Serious,  the  Pathetic,  and  the  Facetious. 

Mother's  Booh  {The); 

A  Practical  Treatise  on  the  Management  and  Education  of  Children.    By 
Mrs.  Child. 

Domestic  Mmners  of  the  Americans  {The); 

Or,  Sketches  of  the  People  of  the  United  States.    By  Eminent  Travellers. 

Steam  Engine  Explained  {The) : 

A  Popular  Description  of  the  different  parts  of  the  Steam  Engine,  the  Mode 
of  their  Connection  and  Principle  of  Action.    By  William  Gbiib. 

*#*  Thb  jlboyb  nr  ovb  Volume,  kbat  cloth,  2#.  W. 


China  and  Japan. 

Recollections  of  Baron  Gros's  Embassy  to  China  and  Japan  in  1857-8.  By 
the  Marquis  Db  Mooes,  Attache"  to  the  Mission.  Authorized  translation. 
With  coloured  Illustrations.    Second  Edition.    Crown  8ro,  doth,  8#.  6tf. 

Handbook  of  Biography  ; 

Embracing  Original  Memoirs  of  the  most  Distinguished  Persona  of  eSLtime*. 
By  Sir  Abchjbald  Alibon,  Sir  Dayid  Bbiwstkb,  Sir  Bw^^Si 
Professor  Eadib,  and  many  other  eminent  writers.    Edited  ^-^^SrK^ 
With  numerous  Illustrations  and  Portraits  on  steel.    Post  8yo»  wttD^ 
Boxburghe  style,  10*.  64.  ^^ 

A  Labox  Papxb  Edition,  to  which  is  added  a  Ciatjsiaed-  ^^^v**6*^ 
Most  Distinguished  Persons  of  all  ages  and  countries,  arrange  *^Y*m,v 
hah* -bound,  SLt. 


India  in  Greece  ,- 

Or,  Truth  in  Mythology  -  containing  in  Account  of  the  Sources  of  the  Hel- 
lenic Race,  the  Colonisation  of  Egypt  anil  Palestine,  the  Ware  of  the  Grind 
Lama,  and  the  Bud'hiitic  Propaganda  in  Greece.  By  E.  Pocwsx,  Esq. 
Illustrated  with  Maps.     Post  8vo,  cloth,  6*. 


Language  of  Flowers  {The) 


Or,  the  Pilgrimage  of  Love 
coloured  Plato.  Small  8vc 
in  Kilt  and  in  morocco,  Si. 


Language  of  Flowers  (The). 


Liber  Albm — 

The  Whjte  Book   of  the  City  of  London,  compiled  A.D.  1119.     Bj  JoBT 

Cabpenten  (Ricliartl  Whitlinglon,  Mover).  Translated  and  eztcnsiTelv 
annotated  from  tlic  Original  Latin  and  Norman- French,  l?j  Henry  T.  Eiley, 
M.A.     -lie,  cloth,  ISi. 

London  Labour  and  the  London  Poor  : 

A  Cyclopicdia  of  the  Condition  snd  Earnings  of  those  that  Will  Work,  those 
that  Cannot  Work,  and  Orate  that  Will  Sot  Work.  By  Henhy  Mayhew. 
With  IWlllfnltlim  from  Photograph*.     In  3  vols.,  8v0,  cloth,  ■!»,  6of.  e»ch. 

London  Labour  and  (he  London  Poor, 

The  Kitra  Tolarne :  Those  that  Will  Not  Work ;  Comprising:  the  Non- 
workera,  by  Hen  by  Haviisw  ;  Prostitntes,  by  Bbackbbuxie  Hemtsg; 
Thieves,  hy  John  Binny;  Beggars,  by  Akbhkw  Hai.ijiut.  With  an 
Introductory  Essay  on  the  Agencies  at  Present  in  Operation  in  the  Metro- 
polis for  the  Suppression  of  Crime  Diid  Vice,  hy  the  Kct.  Wiluam  Tccenlss, 
B.A.,  Chaplain  to  the  Society  for  (he  Rescue  of  Young  Women  and  Children. 
With  Illustrations  of  Scenes  and  Localities.      1  large  vol.,  8vo,  cloth,  10».  Grf. 

Companion  Volume  to  flu  shove. 

Criminal  Prisons  of  London, 

And  Scenes  of  Prison  Life.  By  Henry  Mayhety  and  John  Binnt.  Illus- 
trated hy  nearly  200  Engravings  on  wood,  principally  from  Photographs.  1 
large  vol.,  8vo,  cloth,  10s.  6rf. 

CoNTOtTs  : — General  View  of  London,  its  Population,  Siie,  and  Contrasts — 
I'rofi'ssii.iial  London— Criminal  London— Pcntonvi lie  Prison — The  Hulks  it 
Woolwich— Millbajik  Prison— The  Middlesei  House  of  Del  cntiou— Coldbath 
Fields— Tho  Middlesei  House  of  Correction,  Tothill  Fields— The  Surrey  Housf 
of  Correction,  Wandsworth— Newgate— Horseman  ger  Lane— Clerkenw ell. 


CATALOGUE    OF  BOOKS. 


GEORGE    MEASOM'S    GUIDES 

TO  THE  DIFFERENT  RAILWAYS  IN  THE  UNITED  KINGDC 
With  descriptions  of  the  various  objects  of  interest  in  each  route, 

INCLUDING  THE    MOST    IMPORTANT    MANUFACTORIES    IN    THE    LARGE    TOW* 

Profusely  Illustrated. 
*#*  Invaluable  both  to  Tourists  and  Men  of  Business. 

The  Great  Eastern  Railway.  The  Colchester  Line,  1*.  6d. : 
Cambridge  Line,  1#.  6d\  sewed. 

* 

The  South-Western  Railway.    1*.  sewed. 

The  Isle  of  Wight.    Is.  sewed. 

The  South-Eastern  Railway.    Is.  sewed. 

The  Great  Northern  op  France.    Is.  sewed. 

Lancaster  and  Carlisle.    Is.  sewed. 

The  Great  Eastern  Railway;  including  the  Colchester  and 

bridge  Lines.    In  1  yoI.,  cloth,  3*.  6d. 

The  South- Western  and  Isle   op  Wight  Railways.     In  1 

doth,  3*.  6d. 

The  South-Eastern  Railway,  and  the  Great   Northern   Ra 

ov  France.    In  1  toL,  cloth,  3*.  Gd. 

The  Great  Northern,  North-Eastern,  North  British,  Edin 
and  Glasgow,  Scottish  Central,  Edinburgh,  Perth,  and  D 
Scottish  North-Eastern,  and  General  North  or  Scotland  B*ai 
In  1  yoL    3*.  6d. 

The  Great  Western  Railway;  including  the  Amalgamated 
Midland,  the  Chester  and  Holyhead  Line,  and  the  Isle  of  Mjt 
the  Bristol  and  Exeter,  North  and  South  Devon,  Cob^t^ 
South  Wales  Railways.    3*.  6d. 

The  London  and  North- Western  Railway,  with  all  its  ^ 
and  the  Lancaster  and  Carlisle,  the  Edinburgh  aki>  &*** 
Caledonian  Railways.    Cloth.  8#.  6d. 


Hugh  Miller,  The  Life  and  Times  of. 

By  ThoiUS  W.  BboWIi.     New  Edition.  foolscap  8(0,  cloth,  bcTeHed  bm 
red  edgea,  3<.  Gil 


Natural  History  of  Domestic  and  Wild  Auimt 

Their  Structure,  Habit*,  Loealiae*,  Distribution   and  Influence   on   Hu 
Society.      By  RoasitT  MrpiK,  author  of  u  History  of  British  Bird*," 
Steel  i  Quit  rat  ioiu,  foolscap.  Std,  cloth,  2s.  Gd. 
The  same  with  Plate*  neatly  Coloured  and  Elegantly  Qilt  Binding,  3i.  Gd 

Phrenology  in  Miniature. 

Illustrated.  An  Abstract  of  the  Doctrines  of  Phrenology,  drawn  from 
writings  of  I  Irs.  QoU  ud  Spunbein  and  Mr.  George  Combe.  Deny  It 
Ln  wrapper,  Gd. 

Pictorial   Gallery  of  the    Useful  and  Fine  Ai 

Illustrated  by  nurueroua  beautiful  ?rerl  Eucravuigp,  and  nearly  1 
Thousand  Woodcut*.  Edited  by  Caiatra  Kkight.  2  toli.  folio,  cloth  gilt, 

Pictorial  Museum  of  Animated  Nature. 

By  Chaklxs  Emqht.  Illnitrated  with  Four  Thousand  Woodcut*.  I 
2  roll.,  cloth,  gilt,  34*. 

Principles  of  the  Law  of  Nations ; 

With  Practical  Note*,  and  Supplementary  Essay*  on  the  Law  of  Bloc* 
and  on  Contraband  of  War.  By Archkr  Poleok,  Esq.,  of  Lincoln' i  I 
(o  which  i*  added  Diplomacy,  by  T.  Hart-well  Home,  B.D.,  of  St.  Jo 
College,  Cambridge.    Second  Edition,  2*.  Gd. 

Procter's  ( Col.)  History  of  the  Cntsades  ; 


Beady  Rccho. 


(New  and  Improved)  or,  Trader's  Companion.  Containing  Table*  of 
yalueof  anv  ijuantitj  of  Rooda,  from  \d.  lo  li>».  6rf.;  Table*  of  Intcreat  I 
£1  to  £1000  j  Table*  of  Income ;  Wage*  Calculator,  etc  i8mo,  aheep.  6 

Ready  Reckoner 

(Fisher's).    The  best  iu  the  world.    New  Edition,  18mo,  bound,  1*.  6J. 

Veterinary  Art  (Blaine's   Outlines   of  the) ; 

Or,  a  Treatise  on  the  Anatomy,  Physiology,  and  Curative  Trentmen 
Diaeaaea  of  the  Hone,  and  aubordinately  of  tlioae  of  Neat  Cattle  and  81 
Illustrated  by  Plate*.  SoTenth  Edition,  thoroughly  rcriecd  and  enlai 
By  Cu.vkms  Stisl,  M.R.C.V.8.L..  I2th  Lancen.    8ro,  cloth,  IS*. 


GEORGE    MEASOM'S    GUIDES 
TO  THE  DIFFERENT  RAILWAYS  IN  THE  UNITED  KINGDOM, 

With  description)  of  the  variant  object!  of  interest  in  each  route, 

MCLEDHia    THE     HOST     lUrOETAKT     MANCFACTOKrEB     IN     TUG     LAKOB     TOWNB,   ETC 

Profiled j  Utai truted. 

*s*  Invaluable  both  to  Tourists  and  Men  of  Bntineae. 

The  Great  Eastern  Railway.     The  Colchester  Line,  1*.  Gd. ;   The 
Cambridge  Line,  1*.  6d.  sewed. 

Tax  South-We  stern  Railway.     Is.  sewed. 

The  Isle  op  Wight.    1*.  sewed. 

Thk  South-Eastern  Railway.     Is.  sewed. 

The  Great  Northern  of  France.    1*.  sewed. 

Lancaster  and  Carlisle.    Is.  sewed. 

The  Great  Eastern  Railway  ;  including  the  Colchester  and  Cam- 
bridge Lines.     In  1  vol.,  cloth,  3*.  Sd, 


i  Isle   op  Wight  Railways.     In  1  vol., 


The  So  cth-E  astern  Railway,  and  the  Great  Northern   Railway    | 
op  France.     In  1  ml.,  cloth,  B»,  Gd. 

The  Great  Northern,  North- Eastern,  North  British,  Edinburgh    : 
and   Glaboow,   Scottibh   Cbntbal,   Edinburgh,  Pnhtii,  and  Dundee, 
Scottish  Noeth-Eabtem,  and  G-eheeal  Worth  or  Scotland  Bailwatb. 
In  1  toL    8».  6d.  ' 

The  Great  Western  Railway  ;  including  the  Amalgamated  West    | 
Midland,  the  Chesteb  and  Holyhead  Line,  and  the  Ible  or  Man.    JJao     | 

the   BtUBTOL    AND    EXETSB,   NOETH    AND    SOUTH    DEVON,   COBNWALL  AND       | 

Soutb  Wales  Bailwatb.    3j.  6d. 

The  London  and  North- Western  Railway,  with  all  its  branches, 
end  the  Lanoabteh.  and  Cablible,  the  EnrKBUBGH  and  Glasgow,  and    I 
Caledonian  Batlwatb.     Cloth,  3i.  6d.  N 
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L  XETBOPOLITAKA. — CofUiimrd.  t  ^ 

Chimstm.    Bj  Ect.  F.  Lunn,  MJL.F.ft^.     Two  pl.t,*. 4  t 

CkTsTiLLaosirnT.    By  H.  J.  Brooke,  F.R.S.    Fiieplate*.    2  < 

Dwnrrra  iMKaftAts.     Bj  Professor  Mostly,  M  .A.,  F.R.B 2  0 

Drmmnu  asd  Integral  Calculus.    Bj  Professor  Leiy.M-A- 8  C 

EuiCTBiotty.     Bj  Rev.  F.  Lann,  M.A.,  F.BJ3.    Fire  plates. K  (I 

KvijBavimj.      Bj  Rev.  J.  Lindsay,  M.A.      Four  plates. 3  I 

Fmriii  of  TFt:  Eastb.    Bj  O.  B.  Airy,  F.H.S.    Three  plate*. „  4  E 

I  lAXVAin  ■•:      By  P.  M.  Boget,  M.A..  F.R.S.     One  plots 3  fi 

OiomTBT.     By  Prof  Barlow,  F.E.3.    9ii  plate* 3  I 

Eui,    By  Rot.  F.  Luut,  MA.,  F.R.8.     One  plate. *  0 

HoBTICULTURE,  FLORICULTURE,  AXD  ARBORICULTURE.    Bj    G.  Dc«L,  F.L.B.  3  0 

LooiO.     By  Archbishop  Whately ,. S  S 

MagseTibH.     Bj  Prof.  Barlow,  F.R.S.     Nino  plate* 6  C 

M  ■■  ::■.:.!  Mkdica.     By  Dr.  Johnston 1  < 

Mechanics.    By  Professor  Barlow,  F.R-3.    19  plates 9  0 

Medicine,  Principle!  ot     By  Robert  Williams,  M.D T  I 

Method.     Bj  8.  T.  Coleridge 1  0 

Mineralogy.    By  II.  J.  Brooke,  F.R3. S  6 

Music.    Bj  J.  Gwilt,  F.R.8 3  0 

Nautical  Astkonomy.    By  Captain  Kat«r,  F.R.8.    Two  plate* a  0 

Haval  Architecture.     By  George  Harvey,  F.R.S.    Six  plate*.... 5  C 

NtntBEfia.  Theory  of.    Bj  Prof.  Barlow,  F.R.S 1  f 

Numismatics.    By  Green.    Two  plate* 2  ( 

Optios.     Bj  Peter  Barlow,  F.R.S.    10  engraving*.    6  C 

Painting.    By  Bishop  James,  D.D.,  and  Rev.  J.  Lindsay,  M.A.   12  plate*.  7  ' 

Physical  AsTHOXOirr.     Fy  Sir  John  HencheL  F.R.8.    1  plate 4  ( 

Pneumatics.    Bj  Professor  Barlow,  F.R.S.     H  plates. 6  < 

Poetry.     By  J.  Hughes,  M.A.,  Oiford 1  f 

Rhetoeic.     By  Archbishop  Whately  2  I 

9ubgeby.      By  W.  Bowman,  F.R.S 2  < 

Thioonomrtry.    Bj  G.  B.  Airy,  M.A.,  F.B.S.      2  plate* 2  I 

Theology.    By  Professor  Corrie,  B.D.,  and  Rer.  H.J.  Rose,  B.D 2  ( 

VkterinabY  Abt.     Bj  W.  C.  Spooner.     2  plate*.,. a  i 

Zoology,  Physiology,  and  Comparative  Anatomy.      By  J.  F.  South, 

F.L.8.,  F.  he  Gros  Clark,  and  T.  Sollj,  F.R.S 8  ( 

Atlas  of  98  Engravings  to  ditto    _ 26  < 

Botany.    By  Thomas  Edwards,  F.L.S.,  and  George  Don,  F.L.8 7  I 

Calculus  o»  Vabiations   and  Calculus  op    Finite   DtPFKREMcEa. 

Bj  the  Rer.  T.  G.  Hull,  M.A. 3  ( 

Heraldry.     Bj  the  Rer.  Henry  Thompson,  MA.       Illustrated 3  I 

Mobal  and  Metaphysical  Philosophy.    Bj  the  Rot.  F.  D.  Maurice...  4  < 

Meteorology.     By  George  Harvey,  F.R.S.,  F.E.9.E.,  &F.G.S g  fl 

PolttiOal  Economy.     By  Professor  Xaajau  W.  Senior 4  0 

TJflrvEBSAL  Grammar.    By  Sir  John  Stoddart,  LL.D 5  0 


METBOPOIITAM  STAIDAIiD  BSCTCLOP SHEAS, 

4to. 

Astb,  Manufactures,  AND  Machinery.  By  Professor  Barlow.  With 
Introductory  Dissertation  by  Professor  Babbage.  87  pages  of  Steel  Engraving* 
by  Laurie.     Cloth,  42*. 

AflTBOiroMT— Plane  Astronomy  (Professor  Barlow)  ;  Nautical  Astro- 
nomy (Captain  Kaibb)  ;  Physical  Astronomy  (Sir  J.  HaBSCHB J,) ;  figure  of 
the  Earth,  Tides,  and  WaTes  (Professor  Ami).    21  Platen.     Cloth,  21*. 

Eipebimental  Philosopht — Magnetism,  Electro-Magnetism,  Elec- 
tricity. Galvanism,  Heat,  Chemistry,  Meteorology.  By  Professor  Bablow, 
Boy.  F.  Lvnn,  Dr.  P.  M.  Rogbt,  and  G.  Habtet,  F.B.S.  89  Plate*. 
Cloth,  31«.  6d. 

Pnm  Arts — Architecture,  Sculpture,  Painting,  Heraldry,  Nnmia- 
matica,  Poetry,  Music  and  Engraving.  By  If  ahbien,  WBSTafACOTT,  Bubop, 
Jambs,  Gbees,  HrjonES,  Gwilt,  and  LracaxT.     65  Plalee.     Cloth,  3Lt.  6d. 

Medical    Sciences — Anatomy,    by    South    and    Le    Gros    Clark; 

Surgery,  by  Dr.  Bowman  ;    Materia   Medics,  by  Johsbos  ;  Principles  of 

Medicine,  by  Williams  ;   Veterinary  Art,  by  Sfookbb.     18  Plates.     Cloth, 

21*. 
Mechanical  Philosophy — Mechanics,  Pneumatics,  Sound,  and  Light. 

By  Protestor  Barlow  and  Sir  Johh  Hkuschel.     53  Plates,    Cloth,  81s.  txf. 
Mental  Philosophy — Method,  by  Colehidge  j    Grammar,  by  Sir  J. 


Pure  Mathematics — Geometry,  Arithmetic,  Algebra,  Geometrical 
Anilyais,  Theory  of  Numbers,  Trigonometry,  Analytical  Geometry,  Conia 
Sections,  Differential  Calculus,  Integral  Calculus,  Calculus  of  Variations, 
Caloulusof  Finite  Differences.  Calculus  of  Functions,  Theory  of  Probabilities 
and  Definite  Integrals.  By  Professors  ArBT,  BABLOW,  Db  MobOaH,  Hall, 
Bar.  H.  P.  Hamilton,  Dr.  Labdkeb,  Professors  Lkvt  and  Mobsly,  and  the 
Dean  of  Ely.    17  Plates.     Cloth,  81s.  (id. 

Natural  History. — Botany,  Zoology,  Crystallography,  Mineralogy, 
and  Geology,  131  Plates,  41o,  by  Edwaedb,  Dojt,  Bbookb,  and  Professors 
Phillips  and  Dauheuy.    Cloth,  62s.  6d. 

Useful  Arts— Agriculture,  Horticulture,  Commerce,  Political 
Economy,  Carpentry,  Fortification,  and  Naval  Architecture.  By  Dok, 
Lows,  Beniob,  etc.     19  Plates.    Cloth,  21*. 

Aiey's  (G.  B.,  F.B.S.,  Astronomer  Koyal)  Treatises  on  Figure  of 
the  Earth,  Tides  and  Wares,  and  Trigonometry.     11  Plates.    14*. 

Hekschel's  (Sir  John,  Bart.,  F.B.S.)  Treatises  on  Light,  Sound, and 
Physical  Astronomy.    21  Plates.    21s. 

Abchttect's  (The)  and  Builder's  Encyclopedia,  comprising 
Geometry,  Mechanics,  Architecture,  Carpentry,  and  Joinery.  One  toL,  Mo, 
cloth,  many  Plates,  21s.  6d. 


mrrBOPoi.rr*SA  arutDABju  bnctclop.i:dia3.—  Cotlimud 
Farmik'b  (The)  F.nctclof.epia,  comprising  Agricaltnre,  Horticulture, 

Botany  and  Veterinary  Ait.     4lo,  cloth,  many  Pitta,  157. 

Student's  (Tin  J  Encyclopedia,  comprising  Method,  Logic,  Rhetoric, 

Grammar,  Moral  Philosophy,  and  Politics]  Economy.     4to,  clotb,  IB*. 
Junior  Copese  of  Mathematics,  comprising  Arithmetic,  Geometry. 

Algebra,  Geometric*!  Analysis,  Theory  of  Number*,  Trigonometry.  Analytical 
Geometry,  and  Conic  Section*.     Many  Diagrams.     4to,  doth,  10*.  lid. 

Scientific   Treatises — Chemistry,  by  tlia  Rev.  F.  Less,    F.K.S.; 

Meteorology,  by  GKOBGK  HaBVIT,  F.R.S, ;  and  Mechanic*,  bv  Profeaue 
Barlow,  F.S.S.    Cloth,  10..  Gd. 

CiraiiiSTRV,  Mikerauvjt,  ash  Geology.  By  Rev.  F.  Lojw,  Ma. 
H.  J.  Bbooei,  F.R.S. ;  and  Professor  Pun-Lir-s.    Cloth,  16i. 

Pure  Sciences  (The) — <-i~.,  Grammar,  Rhetoric,  Geometry,  Arith- 
metic, Algebra,  Trigonometry,  Conic  Section;,  Differential  Calculus,  Integral 
Calculus,    By  diitiuguislied  Professors.     IDs.  &/. 


THE  EHCTCL0PJ1LIA  METU0P01IT1SA, 

CABINET    EDITION. 


. — InTROI'CCTORY   DISSERTATION   OS   THE   SCIENCE  OF   METHOD.       By 
Samobl  Taylor  Coleridge  ;  wth  a  Synopsis.    Sixth  Kdilion,  2*. 

sssal  GraumaH;  or,  Thy  Pure  .Science  of  Language.    Bj 


I. — Loon:.     By  the  most  Rev.  Richard  Whately,  D.D.,  Archbishop 

of  Dublin.     The  Original  Edition,   with  Synopsis  and  Index  by  the  Editor. 
3*. 
S. — Rhetoric.     By  the  most  Rev.  Richajid  Whately,  D.D.,  Arch- 

bishop  of  Dublin.     The  Original  Ediliun.  with   Synopsis  and  Indsx  bj  (lie 
Editor.    Sf.  W. 
i. — History  of  the   Christian   Chtjrck  is   the   First    Centfet. 

By  Hie  Right  Rev.  Saxpei  Hinds,  D.D.,  Bishop  of  Norwich,  and  the  Rer. 
J.  I!.  Newman,  D.D.    Third  Edition,  revised.    6*. 
"  Erndile  rncarcb  is  hr»  cooiuuitd  with  inflopeBdeat  thought."— Scatlith  Guardian. 

>. — Political  Economy.  By  Nassau  "William  Senior,  Esq.,  late 
Professor  of  Political  Economy  in  the  University  of  Oxford.  Fourth 
Edition.    4*. 

'. — History  of  the  Jews,  from  the  time  of  Alexander  the  Great 
to  the  destruction  of  Jerusalem  by  Titus,  A.M.  3595,  B.C.  408  to  a.d.  70.  Bt 
thr  Venerable  Archdeacon  Hale.  A.M.,  Master  of  the  Charterhouse.  Fourtl 
Edition,  2..  rW. 
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THE  ENCYCLOPAEDIA  mitropolitaxa. — Continued. 

8. — Sacred  History  and  Biography,  from  the  Antediluvian  Period 
to  the  Time  of  the  Prophet  Malaohi,  a.m.  1  to  A.M.  8607,  B.O.  397.    Edited 
by  the  Bey.  F.  A.  Cox,  D.D.,  LL.D.    6#. 
"Pleasing  and  good,  and  worthy  of  general  attention."-- Umtaf  PrttbyUrian  Magazine. 

9.  —History  op  Greek  Literature.     By  the  Hon.  Sir  T.  N.  Tal- 

pottbd,  D.O.L. ;  the  Bight  Ber.  C.  J.  Blomfizld,  D.D.,  Bishop  of  London  ; 
B.  Whitoombb,  Esq.,  M.A,  Trinity  College,  Cambridge ;  E.  Pococke,  Esq. ; 
the  Bey.  J.  B.  Ottlbt,  M. A. ;  and  the  Ber.  H.  Thompson,  M.A.,  St.  John's 
College,  Cambridge.    7#.  6d. 
"Pull  of  information,  expressed  in  the  ehoioest  language."— Athenaeum. 

10. — Moral  and  Metaphysical  Philosophy  ;  Systems  of  Philosophy 

Anterior  to  the  time  of  Christ.    By  the  Bey.  F.  D.  Maubiob,  MA.  Fourth 
Edition,  re-written.    5>. 

**  Complete  and  satisfactory."— Ztoraty  Qautte. 

11. — Introduction  to  Universal  History— On  the  Uses  of  History 

as  a  Study,  and  On  the  Separation  of  the  Early  Facte  of  History  from  Fable. 
By  Sir  John  Stoddabt,  LL.D.    Re-written.    5>. 
"  We  cannot  speak  too  highly  in  its  praise."— Literary  Gasttte. 

12. — Roman  Antiquities.  By  William  Ramsay,  M.A.,  Late  Professor* 

of  Humanity  in  the  tTniyersity  of  Glasgow.    With  Map  and  180  Illustrations. 
Fourth  Edition.    8* .  6dL 
"Comprises  all  the  results  of  modern  improved  scholarship  within  a  moderate  compass." — 

13. — Botany.    By  John  Hutton  Balfour,  M.D.,  F.L.S.,  F.R.S.E., 

Professor  of  Botany  in  the  University  of  Edinburgh.      Fourth  Edition, 
numerous  Engravings.    12*.  6d. 

14. — Electro-Metallurgy.  Containing  an  Account  of  the  most 
Improved  Methods  of  Depositing  Copper,  Silver,  Gold,  and  other  Metals. 
By  James  Napieb,  F.C.S.     Thud  Edition,  with  numerous  Illustrations. 

"  With  this  book  at  hand,  we  don't  think  it  possible  to  fail  in  obtaining  satisfactory  results."— 
Art  Journal. 

15. — History  op  Greece  from  the  Earliest  Times  to  the  Close  of 
the  Peloponnesian  War.  By  E.  Pocockb,  Esq. ;  the  late  Sir  T.  N.  Talpoubd, 
D.C.L. ;  Key.  J.  B.  Ottley,  AM. ;  and  the  late  J.  T.  Butt,  Esq.      With 
upwards  of  100  Engravings  from  the  most  authentic  sources,  9*. 
"Altogether  a  gem."—Qla*gow  Ciiisen. 

16. — Photography.    By  Robert  Hunt,  F.R.S.,  Professor  of  Physical 

Science  in  the  Metropolitan  School  of  Science,  London.     Fifth  Edition, 

numerous  Engravings,  6*. 

"Must  prove  of  infinite  service  to  those  engaged  in  the  pursuit  of  this  entertaining  science." 
—Art  Journal. 

17. — Veterinary  Art:  a  Practical  Treatise  on  the  Diseases  of  the 
Hone.    By  W.  C.  Spoonbb,  Esq.    With  fifty  Engravings,  3#. 

18. — Early   Oriental   History  :    comprising  the  History   ot  Vka 

Egyptians,  Assyrians,  Phoenicians,  Persians,  etc     By  the  l&ev*  ^TQSR«Kt 
Eadie,  D.D.,  LL.D.    With  numerous  Illustrations,  8/. 
"In  all  respects  a  thoroughly  good  book."— Dr.  Eitto. 


i  kbtbofoutaka.— Continued. 
19. — History  op  the  Romas  Republic.    By  the  Rev.  Tbob.  Arnolu, 

D.D.,  late  Head  Master  Rugby  School ;  Sir  lunula  N.  Tauotrd,  D.C.L. ; 
the  Rev.  Professor  .1  tutu  it,  and  others.  With  numerous  Illustrations,  St.  6J. 

20. — Biblical  Antiquities  lip  Geography,  including  the  Language, 
Geography,  and  fitirlv  llutorj  of  P»le»(iuo.     Edited  bv  the  Bar.  F.  A.  Cm, 
D.D.,  LX.11.     With  Maps,  ud  nunorom  Illustrations,  It.  64 
"TEs  moil  mUMe  boul  oil  lkr>  Mdgstf  In  our  Umplice."—  Biylitl  itjifai-m, 

21. — Metallergt:    a  Practical   Treatise  on   the  Chemistry  of  the 
Metals.    By  Join<"  Abtbfb  Phillips,  Esq.,  F.C.S.    Second  Edition,  revised, 
illustrated  by  marly  -<«•  Engravings,  12*.  GJ. 
"A«nf  f/"'*  pw*  to  PTPry  melailuipit."— Uiaiitg  JciruoL 

22. — History  of  the  Christian  Chcrch  in  the  Second  and  Third 
Centuries.      By   Jmsa    Amtraux    Jirimle,   D.D.,   Regius    Professor  of 
Divinity,  Cambridge.    it. 
"  II  Is  an  admirable  Uil-bmfc/'-Kru'icWdwJ  Jfnjiu»i. 

23. — History  Of  Greece  asp  Macedonia,  from  the  Age  of Xenophon 

to  the  Absorption  of  Greece  in  the  Roman  lisnjure,  isi--[in]ine  llie  History  of 
Alexander  the  Great  and  hie  Successors.   By  Dr.  LvAIX,  Dean  of  Canterbury, 
Rer.  Q.  C.  RbnODabD,  B.D.,  etc.,  etc.     With  numerous  Illustrations,  8s. 
"  The  tbtscrtniiona  in  full,  luiuimiui,  ud  charmingly  irrittea." — Ed'ctic  Atrrtnr, 

24. — History  of  Roman  Literature.     By  the  Rev.  Thomas  Arnold, 

D.D.,  late  Head  Mailer  Riiudt  School  ;  Rev.  HknbV  Thomtsok,  M.A. ;  Ret. 
Dr.  Xkwman  ;  Rov.  J.  B.  OttLey,  M.A.  j  and  Itev.  J.  M.  NeaLe,  Warden  of 
SaekviUe  College.    It.  Gd. 
25. — History  of  tde  Roman  Empire.     By  tho  Rev.  Thomas  Arnoli*, 

D.D.,  late  Head  Master  Rugby  School,  and  others.  With  numerous  Ultii- 
trations,  10*.  6d. 

26. — History  of  the  Decline  and  Fall  of  the  Roman  Powtce.    By 

the  Right  Rev.  Bishop  Rrssst,  etc.     With  numerous  Illustrations,  10s.  64. 

27. — History  of  Greek  and  Roman  Philosoput  and  Science.     By 

the  Right  Rev.  C»aui.*s  BloHFjeld,  D.D.,  Bishop  of  London  ;  Ber.  Dr. 
Wbewill,  end  other  Contributor*.    *t. 

28. — Moral  and  Metaphysical  Philosophy — the  Philosophy  of  the 

First  Sii  Centuries.     By  the  Rev.  F.  1).  Mafbice,  M.A.    3*.  6d. 
29. — History  of  the  Ottoman  Empire,  including  a  Survey  of  the 

Greek  Empire  ninl  l he  t'ni-iidej.      I'y  C'iMFiel  ruuLTEB  ;  Rev.  J".  E.  RinnLi; 
and  James  M'Coxqciue,  Eiq.     7s.  6d. 
30. — Trigonomf.try.      By    Georue    B.    Airy,    F.R.S.,    Astronomer 

Bojal.  Edited  by  Hugh  Blackburn,  M.A.,  Professor  of  Mathoinatics  in  the 
University  of  Glasgow.     2s.  Cd. 

81. — Compendium  of  the  Occult  Sciences  :  containing  tho  Traditions 

and  Su|ierstitions  of  Fast  Times  and  the  Marvels  of  the  Present  Day,  in  ■ 
series  cf  Historical  Blatant*.  By  tho  Rev.  EoiyaeD  Shmjlet,  M.A.  ■  E. 
ElCH,  Esq.,  and  other  Contributors.     6s. 

"Arrpnsil.irrofeuriousbiforinstion.  .  .  .  Most  initructi's  sad  inlereitiae  reediM."- 
Lit.r  iiy  Gaxittt. 

"  Full  of  resl  learning."— Prut. 


THE  encyclopedia  metropolitan  a. — Continued. 

I. — Geoloot,  Practical  and  Theoretical.    By  John  Phillips,  H.A., 
E.K.8.,  F.G.S.,  Deputy  Eeader  in  Geology  in  the  University  of  Oxford. 

With  numerous  Illustrations,  12*.  6d. 
"A  most  admirable  teil-hook."—  Watmituttr  Beiiiw. 

I. — History  OF  THE  Christian  Church,  from  the  Fourth  to  the  . 

Twelfth  Century.    By  Rev.  J.  M.  Guild  rsa  ;  Bev.  J.  B.  Carwithxn,  and 

others.    5*. 
34 — Chronological    Tables;     First    Division,    from   the   Earliest 

Records  to  the  End  of  the  Fifteenth  Century.    Edited  by  Isaiah  M'Burnuy, 

B.A.,  F.S.A.    G#. 
35. — Chronological  Tables  ;  Second  Division,  from  the  beginning 

of  the  Sixteenth  Century  to  the  Present  Day.      Edited  by  Samuel  Neil, 

Esq.     6s. 
36. — Moral  and  Metaphysical  Philosopht — Mediaeval  Philosophy. 

By  the  Bar.  F.  D.  Maobjce,  M^.    U. 
37. — Science  and  Practice  or  Medicine.    By  William  Aitken,  M.D. 

With  Map,  in  2  vole.,  fourth  Edition,  31*. 
88. — Glossology  ;  or,  the  Historical  Halations  of  Languages.     By 

Sir  John  Stoddabt,  LL.D,     first  Division.     7s.  Gd. 
39, — Applied  Mechanics.    By  W.  J.  Macqdobn  Bankine,  LL.D., 

F.B.S.,  C.E.,  etc..  Begins  Professor  of  Civil  Engineering  and  Mechanics  in 

the  University  of  Glasgow.    Third  Edition,  numerous  Diagrams,  12s.  Gd. 
40. — History  op  the  Christian  Cbuhoh,  from  the  Thirteenth  Cen- 
tury to  the  Present  Day.    By  Rev.  A.  Lyall,  If  .A. ;  the  Bishop  of  Hereford ; 

Bev.  J.  E.  Kiddle  j  Bev.  Henby  J:  Bobe,  B.D.,  end  others.    7s.  M. 
41. — Principles  of  the  Law  of  Nations,  with  Practical  Notes  and 

Supplementary  Essays  on  the  Law  of  Blockade  and  on  Contraband  of  War. 

By  Arches  Polson,  Esq.,  of  Lincoln's  Inn.     To  which  is  added  Diplomacy. 

By  T.  IIaktwbll  Hosrb,  U.D.,  of  St.  John's  College,  Cambridge.    Second 

Edition.    2s.  6U 
42. — Manual  of  the  Steam-Engine,  and  other  Prime  Movers.     By 

W.  J.  Macquobk  Baneine,  F.B.S.,  etc.,  etc.,  Professor  of  Civil  Engineering 

and  Mechanics  in  the  University  of  Glasgow.    With  numerous  Engravings 

from  Orignal  Drawings,  second  Edition,  12s.  6d. 
43. — Ranktne's  (Prof.)  Manual  of  Civil  Engineering  ;  comprising 

Engineering,  Surveys,  Earthworks,  Foundations,  Masonry,  Carpentry,  Metal 

Work,  Roads,  Railways,  Canals,  etc.,  etc.  Fourth  Edition,  enlarged,  numerous 

Engravings,  Id. 

44. — Maurice's  (Rev.  F.  D.)  Moral  and  Metaphysical  Philosophy  j 

Fourth  Division,  from  the  Fourteenth  Century  to  the  French  Revolution, 
with  a  Glimpse  into  the  Nineteenth  Century.    10j.  Sd. 
45. — Crate's  (Prof.  G.  L.)  Manual  of  English  Literature  and  of 
the  English  Language  from  tha  Norman  Conquest,  with  numerous  Specimens. 
1,.  M. 


jVoe  ready,  m  2  for?*  «*■■  Sn,  MH8  nwdwj,  •(■U,  jw«*  3-ii. 

TH1   TOUETH    EDUIOH,    RETOZD,   AJTD    PARTLY   U-WilTTEH, 

or  tss 

SCIENCE  AND  PRACTICE  OF  MEDICINE 

By  WILLIAM  AITKEN,  M.D.  Ediru, 

Profnenor  of  Patholoiy  in  ">"  ArniT  Medical  School. 

ComarandLn*  Member  of  Ik*  Royal  Imparls!  Society  of  Phyticiuia  of  Vmu, 

or  tne  Society  of  Madlotn*  and  If  atural  Hlelory  of  Dmdu, 

And  of  the  Imperial  Society  of  Medicine  of  Constantinople. 


Four  Editions  of  t)L>»  Work  baring  bmo  called  for  in  an  unprecedented  (bo.- 
time,  it  mast  now  be  considered  the  ttwidard  Text  Book  of  the  "SciISCE  txi 
l*u.i ".'tic*  or  MniieisE  "  in  the  English  language.  It  it  inraliiable  to  the  Stu 
dent,  and  a  Practitioner1 1  Library  cannot  be  considered  complete  without  it.  'I'iu 
few  extracts  from  the  Opinions  of  the  Preaa  wliicli  follow.  sulKeieiitlj  erince  lb. 
appreciation  in  which  it  it  held  bj  the  pi 


Et'bouk  in  the  Enelisb  Inngnaire."- 


ooted  unmet 


of,  Hrit  w«k  diff«a  from  'all  other  lut-booka  on  Ut  Science  of  Medicine  la 
•uage."— Urdirul  Tlmtt  and  Qetttlt. 


Wfft 


k  Dr.  Aiiken  for  bo  ably  piscine  before  lbs  stqdent  and  practition 
Britiaa  mUiieet  Journal. 


work  an  Important  contribution  to  medical    literature."- 
hk  the  Tint  place  amongst  teit-bookt.  and  will  uadouH'di 


treating  of  diecaeaa  It  bera  imparled."— UeitiiA  W  An^n  littoral  Unurn. 

"  Dr.  Aitkcn  baa   accomplished  thia   difficnll  task  witely  and  well."— DmHIm  Q—Hkrif 

"ft  is  really  a  work  worthy  of  a  place  in  tha  library  of  a  practitioner."— Journal  c/JfcnW 

•'  He  hat  produced  what  haa  lone  been  a  deeideratam  in  medical  literature— rii.,  a  muvi, 
R-ienUHc,  eni  practical  llaiulbnok  of  Medicine."—  Mayor  Mtiieal  Journal. 

-.  .  .  In  no  syM -malic  work  with  which  we  are  acquainted  are  Ironical  diacaree  treeiet 
with  nob  ability  and  fulneea  at  in  that  before  ua."— Jf  jdru  tjurUr^  Journal  «/  il'i-' 

"The  peeaeol  work  contain!  information  thai  will  ant  be  found  in  any  other  manual  A 


. 


